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ADVERTISEMENT. 


In  issuing  this  volame^  tiie  Council  of  the  Physical  Society 
of  London  desire  to  put  on  record  their  cordial  appreciation 
of  the  kindness  with  which  Dr.  Joule  not  only  agreed  to 
their  request  to  allow  "them  to  publish  a  collected  edition  of 
his  Scientific  Papers^  but  undertook  personally  the  labour 
of  getting  together  and  editing  the  collection. 

They  desire  also  to  thank  the  Council  of  the  Philosophical 
Society  of  Manchester  and  the  Editors  of  the  ^  Philosophical 
Magazine'  for  the  use  of  woodcuts^  and  Messrs.  Macmillan 
and  Co.  for  allowing  Jeens's  excellent  portrait  of  Dr.  Joule, 
originally  published  with  ^  Nature/  to  appear  as  a  frontispiece 
to  this  volume. 

A  second  volume^  containing  papers  published  by  Dr.  Joule 
in  conjunction  with  other  men  of  science^  is  in  progress^  and 
will  be  published  as  soon  as  practicable. 

Fbbbuaby  1884 


PREFACE. 


This  book  appears  in  consequence  of  the  flattering  proposal 
of  the  Physical  Society  of  London  to  collect  and  reprint  the 
papers  on  scientific  subjects  which  have  appeared  in  my  own 
name^  and  those  under  my  own  in  association  with  the  Rev. 
Dr.  Scoresby,  Sir  Lyon  Playfair,  and  Sir  Wm.  Thomson. 
In  this,  the  first  volume,  I  have  endeavoured  to  fulfil  the 
former  part  of  this  design. 

• 
The  more  important  papers  are  literal  transcripts  from  the 

original;  but  in  some  of  the  earlier  a  few  alterations  have 

been  made  in  the  phraseology,  not  with  the  intention  of 

altering  the  meaning,  but  of  making  it  more  clear. 

I  feel  that  many  imperfections  will  be  found  in  the  com- 
pilation, and  even  that  some  of  the  papers  may  be  thought 
superfluous.  However,  I  have  yielded  to  the  wish  that  the 
whole  should  be  printed  in  chronological  order  as  nearly  as 
possible. 

J.  P.  JOULE. 

12  Wardle  Road,  Sale,  Cheshire, 
November  1883. 
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Description  of  an  Electro-Magnetic  Engine. 

[From  Sturgeon's  '  Annals  of  Electricity/  vol.  ii.  p.  122.] 

Sir, 

I  am  now  making  an  electro-magnetic  engine  ;  and  as 
I  imagine  that  I  have  succeeded  in  effecting  considerable 
improvement  in  the  construction  of  the  magnets,  and  the 
whole  arrangement  of  the  instrument,  I  hope  you  will  allow 
me  to  lay  it  before  the  numerous  readers  of  your  valuable 
'  Annals.^ 
In  fig.  1,  e/ represents  a  side  view,  and  b  b  the  poles,  of  the 

Fig.  1.    FuU  size. 
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magnet  I  propose,  the  distance  a  between  the  poles  being  about 
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• 

the  fifth  part  of  an  inch^  and  the  thickness  of  each  pole  or  arm 

of  the  magnet  the  same^  or  perhaps  rather  less.  If  the  magnets 
are  required  to  be  of  greater  power,  the  breadth  c  d,  or  length 
ef,  should  be  increased,  but  the  thickness  left  the  same. 
Covered  wire  is  wrapped  round  until  the  space  between  the 
arms  is  completely  filled. 

The  advantages  obtained  by  uding  magnets  of  the  above 
description  may  be  seen  on  inspectiog  fig.  2,  where  the  small 
arrows  indicate  the  direction  that  the  electricity  takes,  in 
passing  from  P  to  N. 

Fig.  2.    Full  size. 
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1 .  The  wire  round  each  arm  is  kept  close  to  the  substance 

of  the  iron. 

2.  The  greater  part  of  each  arm  receives  the  magnetizing 

effect  of  the  wire  wound  on  its  neighbours  as  well  as 
of  that  belonging  to  itself. 

3.  A  great  saving  of  room  is  effected. 

4.  The  objection  which  applies  to  arrangements  in  which 

the  poles  are  far  distant  from  one  another,  viz.  that 
the  magnets  during  a  great  part  of  their  rotation 
are  almost  inactive,  is  obviated. 
I  have  made  several  electro-magnets  of  the  above  con- 
struction.    Their  lifting  power  is  very  good.     The  spark  on 
breaking  battery  contact  is,  however,  remarkably  brilliant, 
which  may  be  considered  in  some  respects  disadvantageous. 

In  the  engine  the  electro-magnets  I  have  described  are  to 
be  arranged  in  two  compact  circles,  one  of  which  is  repre- 
sented by  fig.  3.  A  stout  board  ab c  supports  one  circle  of 
electro-magnets,  the  wires  of  each  being  attached  to  those  of 
its  neighbours,  so  that  the  whole  may  be  magnetized  at  once 
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by  a  current  of  electricity  from  h  to  i.  The  opposite,  or 
revolving  circle  is  to  be  magnetized,  and  the  polarity  reversed, 
by  means  of  the  commutator  ^,  which  consists  of  two  cogged 

Fig.  3.     Half  size. 


circles  of  bright  brass  communicating  with  the  battery  by  the 
wires  k  I,  The  electrodes  of  the  commutator,  m  n,  are  springs, 
which,  in  their  revolution,  press  gently  on  the  circles  of 
brass. 

It  will  be  seen  that  by  a  proper  use  of  the  clamps  h,  i,  k,  I 
the  current  may  be  made  to  go  consecutively  through  the 
fixed  and  movable  circles  of  electro-magnets,  or  that  a  distinct 
current  may  traverse  each. 

The  axle  carrying  the  movable  circle  is  supported  by  the 

bearing  S,  and  may  be  used  to  turn  any  kind  of  machinery. 

I  am,  yours  truly, 

J.  P.  Joule. 
Salford,  January  8,  1838. 
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EXPERIMENTS  WITH  AN 


Description  of  'an  Electro-magnetic  Engine^  with 
Eaperiments.  (In  a  letter  to  the  Editor  of  the 
'Annals  of  Electricity'*.) 

['Annalfl  of  Electricity,'  vol.  iii.  p.  437.] 

Dear  Sir, 

In  vol.  ii.  p.  122  of  your  interesting  work  is  a  com- 
munication of  mine  describing  a  method  of  making  electro- 
magnetic engines,  which  I  thought  might  be  adopted  with 
advantage.  I  finished  the  one  I  was  working  at  during  last 
summer.  It  weighs  7^  lb. ;  and  the  greatest  power  I  have 
been  able  to  develop  with  a  battery  of  forty-eight  Wollaston 
four-inch  plates  was  to  raise  15  lb.  a  foot  high  per  minute, 
in  which  estimate  the  friction  of  the  working  parts,  which 
was  very  considerable,  was  reckoned  as  the  load. 

The  result  shows  that  the  advantages  of  a  close  arrangement 
of  electro-magnets  are  not  such  as  I  anticipated. 

I  was  desirous,  before  attempting  to  make  another  engine, 
to  satisfy  myself  by  experiment  how  far  it  was  po'ssible  to 
increase  the  velocity  of  rotation,  which  was  only  3i  feet  per 
second  in  the  above  trial.  Now,  of  the  many  things  which 
limit  the  velocity,  the  resistance  which  iron  opposes  to  the 
instantaneous  induction  of  magnetism  is  of  considerable 
importance.  I  think  I  shall  be  able  to  show  how  this  may 
be  obviated  in  some  measure. 

The  current  of  electricity  produced  by  a  magneto-electric 
machine  is  much  increased  by  the  insertion  of  a  bundle  of 
iron  wires,  instead  of  a  solid  nucleus  of  iron,  into  its  coil — a 
phenomenon  evidently  occasioned  by  the  peculiar  texture  of 
the  wires,  which  allows  Mr.  Sturgeon^s  magnetic  lines  t  to 
collapse  with  greater  suddenness. 

With  a  view  to  determine  to  what  extent  the  velocity  of 
rotation  could  be  increased  by  the  use  of  wire  magnets,  I 

•  The  experiments  were   made  at   Broom  Hill,  Pendlebuiy,  near 
Manchester, 
t  See  '  Annals  of  Electricity/  vol.  i.  pp.  261,  277. 
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constracted  an  apparatus  represented  by  fig.  4,  where  ab,cd 
are  steel  magnets ;  e,f,  brass  screws  with  small  holes  in  their 


ends  to  receive  the  fine  points  of  the  steel  axle  on  which  the 
electro-magnet  m  m  is  fixed ;  g,  h  are  mercury-cups  to  connect 
the  wires  of  the  ^/electro- magnet  with  the  pieces  of  watch- 
spring  i,  k  which  dip  into  two  semicircles*  of  mercury  consti- 
tuting the  commutator ;  w,w  bxq  wires  connecting  the  com- 
mutator with  the  battery.  I  had  four  electro-magnets,  which, 
with  their  axles  &c.,  could,  with  great  expedition,  be  put  off 
or  on  the  machine  by  means  of  the  screw/. 

No.  1  electro-magnet  was  made  of  a  bar  of  round  iron  of 
1090  grs.  weight ;  No.  2  was  a  bundle  of  nineteen  iron  wires 
of  about  ^  inch  diameter :  no  particular  pains  were  taken 
to  anneal  the  iron  of  these  magnets.  No.  3  and  No.  4  were 
made  of  iron  bar  and  wires  of  the  same  quality  and  dimen- 
sions, but  annealed  to  great  softness.  Each  of  the  above  was 
first  enveloped  with  a  double  covering  of  muslin,  and  then 
wound  with  eleven  yards  of  copper  wire  ^q  inch  in  diameter 
covered  with  silk.  Care  was  taken  to  make  the  friction  of 
the  pivots  equal. 

•  These  semicircles  were  grooved  into  the  wood.  As  the  convex 
Biiiikce«  of  the  mercury  stood  above  the  level,  the  steel  springs  crossed 
edgewise  over  the  partition  without  obstruction  or  splash. — NoUy 
1881. 
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The  following  results,  in   revolutions   per  minute,  were 
obtained  with  the  above  apparatus  : — 


No.1. 

No.  2. 

No.  3. 

No.  4. 

Witli  a  siDfirle  constant  cell 

146 
233 
196 
192 

177 

274 
173 
208 

196 
283 
224 
234 

192 
321 
209 
241 

With  two  constant  cells  arranged 
intensity 

Ditto.     With  weak  charge  ....... 

for| 

Average  

The  sparks  and  shocks,  on  breaking  battery  circuit,  were 
just  sensible  in  No.  1,  twice  as  great  at  least  in  Nos.  2  and  3. 
In  No.  2  they  were  a  little  greater  than  in  No.  3,  but  were 
by  far  the  most  brilliant  and  powerful  in  No.  4. 

I  intend  to  make  another  engine  presently  with  magnets 
inade  of  rectangular  wire. 

Yours  truly, 

J.  P.  Joule. 

Salford,  December  1, 1838. 


On  the  use  of  Elecfro-magnets  made  of  Iron  Wire  for 
the  Electro-magnetic  Engine.  (In  a  letter  to  the 
Editor  of  the  '  Annals  of  Electricity  '*.) 

['Annals  of  Electricity/  vol.  iv.  p.  68.] 
Dear  Sir, 

In  my  last  letter  I  gave  you  an  account  of  some  expe- 
riments which  were  thought  to  prove  that  electro-magnets 
made  of  iron  wire  were  the  most  suitable  for  the  electro- 
magnetic engine.  In  those  experiments  the  ordinary  round 
wire  was  used;  and  it  was  my  opinion  that  these  wire 
magnets  were  at  a  disadvantage  in  consequence  of  the 
interstices  between  the  wires.  I  therefore  arranged  fresh 
experiments  as  follow : — 

*  The  experiments   were   made   at  Broom   Hill,  Peudlebury,  near 
Manchester. 
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I  constructed  two  electro-magnets.  The  one  consisted  of 
16  pieces  of  square  iron  wire,  each  ^  of  an  inch  thick  and 
7  inches  long,  bound  tightly  together  so  as  to  form  a  solid 
mass  whose  transverse  section  was  ^  inch  square ;  it  was 
then  enveloped  by  a  ribbon  of  cotton,  and  wound  with  16  feet 
of  covered  copper  wire  of  ^  inch  diameter.  The  other  was 
made  of  a  bar  of  solid  iron,  but  in  every  other  respect  was 
precisely  like  the  first.  These  electro-magnets  were  succes- 
sively fitted  to  the  apparatus  used  in  my  last  experiments, 
care  being  taken  to  make  the  friction  of  the  pivots  equal  in 
each.  On  trial,  the  means  of  several  experiments  gave  162 
revolutions  per  minute  for  the  wire  magnet,  and  130  for 
the  bar  magnet. 

In  the  further  prosecution  of  my  inquiries,  I  took  six  pieces 
of  round  bar  iron  of  different  diameters  and  lengths,  also  a 
hollow  cylinder  ^  inch  thick  in  the  metal.  These  were  bent 
in  the  U-form,  so  that  the  shortest  distance  between  the  poles 
of  each  was  half  an  inch :  each  was  then  wound  with  10  feet 
of  covered  copper  wire  ^^  inch  in  diameter.  Their  attractive 
powers  under  like  currents  for  a  straight  steel  magnet  1 J  inch 
long,  suspended  horizontally  to  the  beam  of  a  balance,  were,  at 
the  distance  of  half  an  inch,  as  follow  : — 


No.l. 
HoUow. 

No.  2. 
SoUd. 

No.  3. 
Solid. 

No.  4. 
Solid. 

No.  6. 
Solid. 

No.  6. 
Solid. 

No.  7. 
Solid. 

Length    round    the 
bend,  in  inches  . . 

6 

H 

25 

5i 

2i 

5i 

2i 

Diameter,  in  inches. 

i 

i 

i 

« 

1 

i 

i 

Attraction  for  steel 
magnet,  ingrains. 

7-5 

6-3 

51 

60 

4-1 

4-8 

3-6 

Weight     lifted,    in 
ounces 

36 

62 

02 

36 

62 

20 

28 

A  steel  magnet  gave  an  attractive  power  of  23  grains,  while 
its  lifting-power  was  not  greater  than  60  ounces. 

The  above  results  will  not  appear  surprising  if  we  consider, 
first,  the  resistance  which*  iron  presents  to  the  induction  of 
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magnetism^  and^  second^  how   very  much  the  induction  is 
exalted  by  the  completion  of  the  ferruginous  circuit. 

Nothing  can  be  more  striking  than  the  diflference  between 
the  ratios  of  lifting  to  attractive  power  at  a  distance  in  the  dif- 
ferent magnets.  Whilst  the  steel  magnet  attracts  with  a  force 
of  23  grains  and  lifts  60  oz.,  the  electro-magnet  No.  3  attracts 
with  a  force  of  only  5*1  grains^  but  lifts  as  much  as  92  oz. 

To  make  a  good  electro-magnet  for  lifting-purposes : — 1st. 
Its  iron,  if  of  considerable  bulk,  should  be  compound,  of  good 
quality,  and  well  annealed.  2nd.  The  bulk  of  the  iron  should 
bear  a  much  greater  ratio  to  its  length  than  is  generally  the 
case.  3rd.  The  poles  should  be  ground  quite  true,  and  fit 
flatly  and  accurately  to  the  armature.  4th.  The  armature 
should  be  equal  in  thickness  to  the  iron  of  the  magnet. 

In  studying  what  form  of  electro-magnet  is  best  for  attrac- 
tion from  a  distance,  two  things  must  be  considered,  viz.  the 
length  of  the  iron,  and  its  sectional  area. 

Now  I  have  always  found  it  disadvantageous  to  increase 
the  length  beyond  what  is  needful  for  the  winding  of  the 
covered  wire.  Then  as  to  the  sectional  area,  you  have  your- 
self shown  that  on  placing  a  hollow  and  a  solid  cylinder  of  iron 
successively  within  the  same  electro-magnetic  coil,  the  hollow 
piece  exerts  the  greatest  influence  on  the  needle.  I  wished 
to  ascertain  whether  a  hollow  magnet  could  not  be  repre- 
sented by  a  solid  one  having  the  same  sectional  area  and 
girth,  but  twice  the  thickness,  as  in  figs.  5  and  6.     Two 


Fig.  5. 


Fig.  6. 


-4 


Half  size. 

electro-magnets  were  constructed,  7  inches  long,  and  of 
sections  similar  to  those  in  the  figures,  and  each  woxmd 
with  22  feet  of  covered  copper  wire  ^  inch  in  diameter. 
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Their  respective  attractions^  at  half  an  inch  distance^  for 
the  end  of  a  straight  steel  magnet  were  found  to  be  as  follow 
in  two  trials  with  different  strengths  of  current : — 

Hollow  magnet.  Solid  magnet. 

1-9  grs.  1-7  grs. 

4-5  „  40  „ 

It  is  evident  from  this  that  the  hollow  magnet  has  the 
greatest  attractive  force.  But  the  diflference  between  the 
two  is,  I  think,  hardly  suflScient  to  counterbalance  practical 
advantages  which  belong  to  the  solid  electro-magnet  if  used 
in  the  engine. 

Next  I  made  five  straight  electro-magnets  of  square  iron 
wire  -j^  inch  thick.  Each  was  7  inches  long,  and  wound  with 
22  feet  of  covered  copper  wire  ^  inch  in  diameter.  No.  1 
consisted  of  nine.  No.  2  of  sixteen.  No.  3  of  twenty-five. 
No.  4  of  thirty-six,  and  No.  5  of  forty-nine  of  the  square 
iron  wires.  Each  was  built  up  into  tlie  form  of  a  prism  with 
square  base  and  section.  Five  other  electro-magnets  were 
made  of  solid  iron,  but  otherwise  were  exactly  similar  to  the 
first  set.  The  following  attracting-powers  (in  grains  at  half 
an  inch  distance)  for  a  straight  steel  magnet  were  obtained, 
using  three  different  galvanic  forces  : — 


No.  1. 

No.  2. 

No.  3. 

No.  4. 

No.  5. 

Ist  experiment    1  SoUd  magnet  . . 
'  Wire  magnet . . 

2nd  experiment  J  Solid  magnet  . . 
Wire  magnet  . . 

3rd  experiment  J  Solid  magnet  . . 
Wire  magnet . . 

1-6 
21 

20 
2-6 

2-7 
3-3 

1-9 
21 

2-6 

2-8 

3-6 

3-8 

1-6 
1-7 

2-35 
21 

3-4 
3-0 

21 
2-0 

2-45 
2-2 

3-2 
2-9 

2-0 
1-9 

2-2 
2-05 

31 
2-66 

The  iron  wire  was  taken  at  the  same  degree  of  temper 
as  that  in  which  it  came  from  the  makers,  consequently  must 
have  been  harder  than  the  bar  iron  with  which  it  was  com- 
pared. It  will  be  remarked  that  while  the  wire  magnets  are 
more  powerful  in  the  first  Nos.,  they  are  less  powerful  in  the 
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last  Nos.  than  the  solid  magnets.  I  cannot  account  for  this 
circumstance,  unless  by  supposing,  according  to  the  hypo- 
thesis of  Dr.  Page,  that  the  wires  of  which  the  magnets  are 
composed  repel  one  another's  magnetism  in  such  a  manner 
as  to  tend  to  neutralize  the  general  force  of  the  electro- 
magnet, and  that  this  effect  increases  with  the  number  of 
wires  used. 

Yours  truly, 

J.  P.  Joule. 

Salford,  March  27, 1839. 


Investigations  in  Magnetism  and  Electro-magnetism. 
(In  two  letters  to  the  Editor  of  the  ^Annals  of 
Electricity'*.) 

['Annals  of  Electricity/  vol.  iv.  p.  131.] 

Dear  Sir, 

I  am  now  able  to  send  you  an  account  of  my  further 
investigations  on  electro-magnetic  attraction.  It  was  a 
matter  of  importance  to  use  in  the  research  a  galvanometer 
the  indications  of  which  could  be  depended  upon. 

Pig.  7  represents   the   form   of  my  galvanometer.     The 
lozenge-shaped  needle  n  is  2  inches  long,  the  wire  10  feet 

Fig.  7.    Scale  f 


long  and  ^  of  an  inch  in  diameter.     It  is  disposed  in  four 
rectangles,  mercury-cups  being  placed  at  a,  i,  c,  rf,  e.     The 

•  The  experiments  were   made  at  Broom  Hill,  Pendlebury,  near 
Manchester. 
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wire  crosses  at  x  x,  but  everywhere  else  is  in  the  same 
plane. 

The  process  of  graduation  was  performed  as  follows  : — A 
current  of  a  certain  intensity  was  passed  from  a  to  b,  from  a 
to  (?,from  a  to  d,  and  from  a  to  e,  taking  care  to  decrease  the 
resistance  of  the  battery-wires  as  the  length  of  the  part  of 
the  galvanometer-wire  through  which  the  current  passed  was 
increased :  the  several  deviations  of  the  needle  thus  obtained 
were  marked  1, 2, 3,  and  4  on  the  card  of  the  instrument.  I 
then  increased  the  power  of  the  battery  until  the  needle  stood 
at  2  when  the  current  passed  from  a  to  i :  the  former  process 
was  then  repeated,  and  I  marked  on  the  card  4, 6,  and  8 ;  and 
going  on  in  this  manner  I  obtained  the  graduations  1,  2,  3, 
4,  6,  8,  9,  12,  16,  &c.  When  the  galvanometer  is  used  the 
current  is  passed  from  a  to  b,  and  the  above  numbers  repre- 
sent proportional  quantities  of  electrical  current. 

In  order  to  give  a  definite  idea  of  the  quantity  of  electricity 
indicated  by  this  galvanometer,  I  took  a  diluted  acid,  con- 
sisting of  10  parts  of  water  to  1  of  sulphuric  acid,  sp.  gr.  1*8, 
and  passed  through  it  by  platinum  electrodes  a  currents  1  of 
the  graduation.  In  seven  minutes  0*62  cubic  inch  of  the 
mixed  gases  was  evolved. 

The  electro-magnets  used  in  Table  I.  were  those  described 
in  my  last  letter ;  they  are  straight  and  square,  7  inches  long, 
and  wound  with  22  feet  of  covered  copper  wire  ^  inch  in  dia- 
meter. Five  of  them  were  of  bar  iron ;  and  five  corresponding 
ones  were  bundles  of  square  iron  wires.  The  sides  of  the 
square  sections  of  Nos.  1  are  -]3p  of  an  inch,  which  dimension 
is  graduaUy  increased  by  ^  up  to  Nos.  5,  which  are  -fj  of 
an  inch. 

The  bar-iron  electro-magnets  were  successively  suspended 
fit>m  the  beam  of  a  balance;  and  the  corresponding  wire 
dectro-niagnets  were  brought  underneath,  so  that  J  of  an 
inch  intervened,  a  distance  maintained  by  the  interposition 
of  a  piece  of  wood.  Currents  of  the  strengths  given  in  the 
table  were  passed  through  the  wires  of  the  electro-magnets 
and  the  coil  of  the  galvanometer.  The  attraction  was 
measured  in  grains. 
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Table  I. 


Electrical  current 

Electro-magnets. 

Nofl.1. 

No8.2. 

No9.  3. 

Nofl.4. 

Nob.  5. 

6    

76 

133 

258 

500 

1080 

65 

100 

296 

548 

1280 

88 

180 

300 

530 

1190 

62 

103 

286 

550 

1210 

42 

98 

206 

410 

1050 

8    

12    

16    

24 

To  vary  the  experiments,  and  with  the  view  of  ascertsrining 
the  e£Eect  of  an  increase  of  length,  I  constructed  ten  more 
electro-magnets  of  the  same  sectional  areas,  but  of  14  inches 
(or  double  the  former)  length,  and  wrapped  with  22  yards  (or 
three  times  the  length)  of  covered  wire.  Nos.  1  and  Nos.  2 
were  made  of  square  iron  wire,  the  others  of  bar  iron. 


Table  II. 


Electrical 
current. 

Electro-magnets. 

Nofl.  1. 

Nob.  2. 

Nos.  3. 

Nos.  4. 

Nob.  5. 

8    

410 
cor.    675 

667 
cor.    900 

1150 

1205 

1175 

12   

690 
cor.  1080 

1170 
cor.  1740 

2150 

3025 

2625 

16   

1000 
cor.  1460 

1920 
cor.  2710 

4575 

5687 

4675 

24   

1460 
cor.  2080 

3600 
cor.  4750 

9625 

11812 

10500 

Each  of  the  electro-magnets  used  above,  except  Nos.  1  and 
Nos.  2  of  the  second  table,  was  wound  in  two  layers  by  the 
wire,  the  larger  ones  being  uncovered  at  intervals.  I  must 
mention,  however,  that  Nos.  1  and  Nos.  2  of  the  second  table 
had  to  be  wound  in  some  parts  to  three  layers,  on  account  of 
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their  small  diameter.  On  calculation  I  give  the  probable 
corrections  stated  in  Table  II. 

It  does  not  appear  from  the  above  results  that  any  con- 
siderable detriment  arises  from  the  increase  of  the  length  of 
the  electro-magnets.  It  is  plain  that^  as  the  magnets  in 
Table  II.  are  wound  with  three  times  the  length  of  wire^  24 
degrees  of  electricity  in  the  first  table  should  have  the  same 
effect  as  8  in  the  second  table.  The  diflference  is  to  be  referred 
to  the  increased  length  of  the  iron ;  but  I  do  not  feel  justified 
in  assigning  its  value,  which,  however,  seems  to  decrease  as 
the  section  of  the  magnets  increases. 

The  experiments,  however,  appear  to  indicate  an  important 
law,  which  may  be  expressed  as  follows: — The  attractive 
force  of  two  electro-magnets  for  one  another  is  directly  pro- 
portional  to  the  square  of  the  electric  force  to  which  the  iron 
is  exposed;  or,  i/E  denote  the  electric  current,  W  the  length 
of  wire,  and  M  the  magnetic  attraction,  M=E^W^. 

The  discrepancies  from  this  law  may,  I  think,  be  owing  to 
magnetic  inertia  and  experimental  errors.  Perhaps  the  fairest 
way  to  compare  theory  with  experiment,  is  to  take  the  means 
of  all  the  results  of  the  first  table  and  the  means  of  Nos.  3, 4, 
and  5  in  the  second,  omitting  Nos.  1  and  2  because  it  is  clear 
that  these  were  at  last  becoming  saturated  with  magnetism. 
The  result  is  as  follows : — 


1 
From  the  first  Table. 

From  the  second  Table. 

Currents. 

Observed 
attraction. 

1 
Calculated.    ; 

Obsenred 
attraction. 

Calculated. 

6    

8    

12    

16   

24   

66-4 

123 

269 

608 

1163 

66-4 
118 
266 
472 

1063 

1 

1177 

2600 

4079 

10646 

1177 

2648 

4708 

10693 

Desirous  to  ascertain  whether  the  law  held  in  the  case  of 
lifting  as  well  as  in  that  of  distant  attraction,  I  made  trial 
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with  a  horse-shoe  electro-magnet  constructed  of  a  cylinder  of 
iron  7  inches  long,  ^  of  an  inch  in  diameter,  and  wound  with 
5  yards  of  covered  copper  wire.  The  law  seems  in  this  case 
to  fail,  principally  because  the  iron  is  sooner  saturated  with 
magnetism.  Hence  the  propriety  of  giving  considerable  bulk^ 
rather  than  length,  to  electro-magnets  designed  for  lifting- 
purposes. 


Current. 

Lifting-power  in  lb. 

Calculated. 

4    

3-5 

3-5 

6   

6-5 

8 

8    

11-6 

14 

12    

21 

31-6 

I  can  hardly  doubt  that  electro-magnetism  will  ultimately 
be  substituted  for  steam  to  propel  machinery.  If  the  power 
of  the  engine  is  in  proportion  to  the  attractive  force  of  its 
magnets,  and  if  this  attraction  is  as  the  square  of  the  electric 
force,  the  economy  will  be  in  the  direct  ratio  of  the  quantity 
of  electricity,  and  the  cost  of  working  the  engine  may  be 
reduced  ad  infinitum.  It  is,  however,  yet  to  be  determined 
how  far  the  effects  of  magnetic  electricity  may  disappoint 
these  expectations, 

I  find  that  the  plan  which  I  had  proposed  for  a  new  engine 
must  yield  to  the  views  elicited  by  the  above  experiments. 
As  far  as  I  see  at  present,  I  think  it  will  be  best  to  use  only 
two,  and  these  very  large  electro-magnets,  and  to  concentrate 
upon  them  all  the  strength  of  electrical  current  I  can 
command. 

Yours  truly, 

J.  P.  Joule. 

Broom  Bill,  near  Manchester, 
May  28, 1839. 
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Investigations  in  Magnetism  and  Electro-Magnetism. 
Letter  2nd. 

[*  Annala  of  Electricity/  vol.  iv.  p.  136.] 
Dbab  Sir^ 

The  following  experiments  were  made  for  the  purpose 
of  giving  a  severe  test  to  the  law  enunciated  in  my  last 
letter. 

I  constructed  two  pairs  of  straight  electro-magnets.  Each 
of  the  first  pair  was  made  of  a  bar  30  inches  long  and  1  inch 
square ;  each  of  the  second  pair  was  30  inches  long^  2  inches 
broad,  and  1  inch  thick.  The  sharp  edges  having  been 
ground  to  avoid  cutting  the  wire,  each  bar  was  carefully 
insulated  and  then  wound  with  88  yards  of  covered  copper 
wire  ^  of  an  inch  in  diameter. 

The  attractions  were  measured  in  the  same  manner  as 
before,  excepting  that  a  plate  of  copper  was  employed  instead 
of  wood  in  order  to  keep  the  electro-magnets  asunder  at  the 
proper  distance.  The  attraction  of  the  suspended  electro- 
magnet for  the  fixed  one  was  measured  in  ounces  avoir- 
dupois. 


Currents 

6." 

8. 

12. 

16. 

24. 

32. 

k 

r»*»-Hax^*: 

18 
18 

83 
82 

72 
72 

124 
128 

260 

288 

}. 

•*i^i!2s:r.: 

7 
7. 

13 
12-44 

28 
28 

47 
49-7 

96 
112 

1 

•Hinehjgssr.; 

8 
8 

6-26 
6-83 

12 
12 

18 
21-3 

38 

48 

62 
86-3 

1 

fatiinchj^^S^f.: 

14 
14 

27 
26 

60 
66 

100 
100 

240 
224 

•»i-Ma='.: 

6-26 
626 

12 
IM 

26 
26 

40 
44-4 

96 
100 

1 

[•Minchjas": 

2-5 
2-5 

6 
4-44 

9-6 
10 

17-6 
17-7 

86 
40 

The  experimental  results  are  quite  as  near  to  the  calculated 
values  as  could  be  expected.    Those  belonging  to  the  first 
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pair  are  particularly  satisfactory,  especially  if,  with  regard  to 
the  numbers  under  currents  16,  24,  and  32,  some  allowance 
is  made  for  the  approaching  saturation  of  the  iron. 

The  above  electro-magnets,  30  inches  long,  with  88  yards 
of  wire  and  6  degrees  of  current,  sustained  at  ^  of  an  inch 
distance  7000  grains;  but  the  mean  attractive  power  of 
Nos.  3, 4,  and  5  in  my  last  was,  with  the  same  electric  force, 
viz.  24  degrees  of  current  traversing  22  yards  of  wire, 
10646  grains.  From  these  figures  we  may  form  some  idea 
of  the  diminution  of  power  arising  from  the  increased  length 
of  the  bars. 

Yours  truly, 

J.  P.  Joule. 

Broom  Hill,  July  10,  1839. 


Description  of  an  Electro-magnetic  Engine.     (In  a 
letter  to  the  Editor  of  the  '  Annals  of  Electricity.') 

[  'Annals  of  Electricity,'  vol.  iv.  p.  203.] 

Dear  Sir, 

I  beg  to  forward  to  you  the  description  of  my  new 
electro-magnetic  engine*.  It  is  represented  in  perspective 
by  fig.  8,  where  A  B  C  D  is  a  strong  wooden  frame,  the  inside 
measure  of  which  is  4  J  feet  long,  1^  foot  high,  and  1  foot 
broad.  F  G  is  the  axle  of  cast  steel,  three  quarters  of  an  inch 
square,  and  turned  down  to  half  an  inch  at  the  journals,  which 
work  in  the  brass  bearings  bb,  H  H  are  holders  for  the 
revolving  electro-magnets  m  m :  there  is  a  third  holder  be- 
tween these,  which  is  omitted  in  the  figure,  but  which  con- 
tributes very  materially  to  the  stability  of  the  apparatus, 
n  n  are  the  stationary  electro-magnets,  firmly  secured  to  the 
top  and  bottom  of  the  frame  by  the  brass  clamps  *  *.  ss  are 
silver  springs  which  enter  through  the  frame  and  press  gently 
on  the  brass  semicircles  of  the  commutator  c.  This  com- 
mutator is  shown  on  a  larger  scale  in  fig.  9.     v  v  are  copper 

•  Constructed  at  Broom  HiD. 
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wires  soldered  to  the  brass  semicircles,  and  connected  with 
the  revolying  electro-magnets,  xx  are  wires  let  into  the 
frame,  and  connected  with  the  stationary  electro-magnets. 
zz  are  wires  to  form  the  necessary  connections  at  the  other 
end* 

Fig.  8.    Scale  ^. 


Rg.  9.     Scale  J. 


Rg.  10.    Scale  ^V- 


Fig. 

11 

Full 

size. 

c» 

h 

1 

.  1  1   1   1   1   1 

1 

In  fig.  10  one  of  the  holders  is  represented  on  a  larger 
scale.      It  is  constructed  of  hard  wood  strengthened  with 
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brass  plates,  b  b  are  brass  screws,  which  act  upon  wedges,  so 
that  I  can  adjust  the  electro-magnets  at  different  distances 
from  the  axle,  a  is  a  screw  which  secures  the  holder  to  the 
axle. 

The  iron  of  each  revolving  electro-magnet  is  36  inches 
long,  three  inches  broad,  and  half  an  inch  thick:  that  of 
the  stationary  electro-magnets  is  of  the  same  breadth  and 
thickness;  but  their  length  is  such  that  when  bent  their 
extremities  are  86f  inches  asunder;  the  revolving  magnets 
therefore  pass  at  the  distance  of  §  of  an  inch. 

One  of  the  revolving  electro-magnets  is  made  of  a  solid 
bar ;  the  other  of  rectangular  iron  wire  built  up  as  shown 
by  fig.  11,  the  two  planed  iron  bars  ab  serving  to  hold  them 
secure.  The  iron  of  these  is  in  the  usual  condition  of  hard- 
ness as  supplied  by  the  trade.  I  intend  to  replace  them 
ultimately  by  electro-magnets  constructed  of  thoroughly 
annealed  iron. 

Each  electro-magnet  is  furnished  with  a  strip  of  thick 
calico  next  the  iron,  and  with  three  separate  layers  of  covered 
copper  wire,  each  106  yards  long  and  ^  of  an  inch  in 
diameter,  wound  with  the  utmost  regularity. 

The  engine  consists  of  only  four  electro-magnets ;  but  it 
will  at  once  be  seen  that  the  principle  admits  the  use  of  any 
greater  even  number.  I  do  not,  however,  think  that  the 
mere  increase  of  number  would  be  attended  by  advantage. 

As  the  form  of  the  engine  enables  me  with  ease  to  place 
the  electro-magnets  in  different  positions,  and  as  their  several 
coils  are  insulated,  and  I  am  therefore  enabled  to  use  the 
electric  current  in  quantity  and  intensity  arrangements,  it 
offers  facilities  for  experiment.  In  my  preliminary  trials  I 
have  been  much  pleased  with  its  performances. 

Yours  truly, 

J.  P.  JOULB. 

Broom  Hill,  near  Manchester, 
80th  August,  1839. 
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On  Electro-magnetic  Forces.    By  J.  P.  Joule*. 

[^Annals  of  Electricity/  vol.  iv.  p.  474.] 

About  the  beginning  of  last  April  I  made  some  experi- 
ments in  electro-magnetism  f.  I  now  return  to  the  subject, 
desirous  of  placing  some  of  the  effects  I  then  witnessed  in  a 
more  complete  and  accurate  point  of  view. 

I  have  shown  that  when  a  current  of  voltaic  electricity  is 
transmitted  through  the  coils  of  two  electro-magnets,  their 
mutual  attraction  is  in  the  ratio  of  the  squares  of  the  quan- 
tities of  electric  force ;  and  also  that  the  lifting-power  of  the 
*'  horse-shoe  "  electro-magnet  is  governed  by  the  same  law. 

I  have  recently  made  experiments  which  prove  that  the 
attraction  of  the  electro-magnet,  for  a  magnet  of  constant 
force,  varies  in  the  simple  direct  ratio  of  the  quantity  of 
electricity  passing  through  the  coil  of  the  electro-magnet. 
In  order  to  succeed  in  the  experiment  it  is  necessary  to 
make  the  effects  of  induction  insensible  by  a  proper  arrange- 
ment of  the  apparatus. 

Magnetism  appears  therefore  to  be  excited  in  soft  iron  in 
the  direct  ratio  of  the  magnetizing  electric  force ;  and  electro- 
magnetic attraction,  as  well  as  the  attraction  of  steel  magnets, 
may  be  considered  as  proportionate  to  the  product  of  the 
intensities  of  each  magnet,  or,  which  is  the  same  thing,  to 
the  number  of  lines  which  may  be  drawn  between  the  several 
magnetic  particles  of  the  attracting  bodies. 

Fij?.  12.       Fig.  13.        Fig.  14. 


This  view  is  illustrated  by  figs.  12,  13,  and  14,  where  the 

•  The  experiments  were  made  at  Broom  Hill,  near  Manchester, 
t  '  Annals  of  Electricity,*  iv.  pp.  131, 135. 
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several  attractions  of  the  magnetic  particles,  viz.  1  to  1, 
2  to  1,  and  2  to  2,  are  represented  by  the  number  of  lines 
drawn  in  each  instance,  i.  e.  1,  2,  and  4.     Fig.  15  illustrates 

Fig.  15. 


the  complex  action  of  forces  constituting  the  aggregate 
attraction  existing  between  two  magnets,  A  and  B.  The 
magnetic  particles,  of  which  six  only,  viz.  a,  i,  c,  rf,  e,/,  are 
represented,  may  be  conceived  to  be  an  indefinitely  large 
number  spread  throughout  the  region  of  the  poles. 

If  this  view  be  correct,  it  is  obvious  that  the  closer  the 
approximation  of  the  magnetic  particles  in  each  system,  the 
greater  will  be  the  magnetic  attraction;  for  in  that  case,  for 
instance,  the  particle  a  will  both  be  nearer  the  particle  /, 
and  the  force  exerted  between  them  will  be  in  a  less  oblique 
direction. 

It  was  in  consequence  of  my  entertaining  a  different  view, 
that  I  was  led  to  imagine  that  I  had  determined  the  amount 
of  decrease  of  power  arising  from  the  increase  of  the  length 
of  the  electro-magnet ;  for  in  a  comparison  of  the  attractive 
powers  of  three  pairs  of  electro-magnets,  of  the  several  sizes 
-^y  ^y  and  ^Y  i^c^  square,  with  those  of  two  pairs  whose  sec- 
tional areas  were  respectively  one  inch  square  and  two  inches  by 
one  inch,  I  found  the  latter  long  electro-magnets  weaker  than 
the  former  in  the  ratio  of  7000  to  10646 — an  effect  which  now 
appears  to  me  to  be  principally  owing  to  diffused  polarity. 

The  loss  of  attractive  power  in  consequence  of  length 
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might  be  readily  ascertained ;  but  neither  this  nor  the  diffu- 
sion of  polarity  aflfects  the  main  conclusion  at  which  I  have 
arrived  with  regard  to  the  laws  under  which  magnetic  attrac- 
tion, as  applicable  to  the  production  of  motive  force,  is  de- 
vdoped  by  electricity,  viz.  that  the  attraction  of  two  electro- 
magnets towards  each  otJier  is  in  every  case  represented  by  the 
formula  M=W*E*,  where  M  denotes  the  magnetic  attraction ^ 
W  the  length  of  vnre,  and  E  the  gtmntity  of  electricity  con- 
veyed  by  that  wire  in  a  given  period  of  time, — a  formula  modi- 
fied merely  by  the  effects  of  saturation,  inductive  power  of 
the  iron,  and  distance  of  the  coils  from  the  surface  of  the 
iron. 

I  have  observed  that  magnetic  and  electro-magnetic  attrac- 
tion decreases,  in  certain  cases,  in  the  simple  ratio  of  the 
distances.  This  was  found  particularly  when  the  magnets 
were  long  and  the  distances  between  them  small.  Mr.  Harris 
has  observed  a  similar  effect,  which  may  be  accounted  for  on 
the  principles  previously  lUustrated.  It  is  impossible  to 
doubt  the  accuracy  of  Coulomb^s  law  that  magnetic  attrac- 
tion obeys  the  law  of  the  inverse  square  of  the  distance. 

I  will  now  describe  some  experiments  I  have  made  with 
the  electro-magnetic  engine  described  in  page  17.  For  these  I 
prepared  a  galvanometer  constructed  on  the  plan  described 
in  page  10.  The  coil  is  rectangular,  12  inches  by  6,  aud  of 
copper  wire  ^^  of  an  inch  in  diameter;  the  length  of  the* 
needle  near  4  inches.  A  table  of  the  absolute  value  of  its 
indications  was  formed  in  the  manner  already  dcfscribed. 

In  the  following  experiments  the  engine  was  fitted  up  with 
the  unannealed  bar  and  iron- wire  electro-magnets.  After  a 
few  trials  it  was  found  undesirable  to  use  the  wire  united  so 
as  to  form  one  length.  I  therefore  soldered  the  ends  of  the 
three  coils  of  each  electro-magnet  together,  and  united  the 
combined  wires  in  such  a  manner  that  the  electric  current 
passed  through  424  yards  of  threefold  conducting  wire. 

In  the  Tables  the  first  column  indicates  relative  quantities 
of  electrical  current;  the  second,  the  difference  between 
those  quantities;   the  third,  the  velocity  of  the  revolving 
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electro-magnets  in  feet  per  second ;  the  fourth,  the  work  in- 
cluding friction  j  the  fifth,  the  duty  in  pounds  raised  to  the 
height  of  one  foot  by  the  agency  of  one  pound  of  zinc. 

In  calculating  the  amount  of  work,  I  found  that  current 
12*4  was  just  sufficient  to  keep  the  machine  in  motion,  the 
firiction  referred  to  the  distance  from  the  axle  of  the  revok- 
ing electro-magnets  being  equal  to  ten  ounces  avoirdupois  : 
the  same  quantity  of  current  was,  whatever  the  velocity 
might  be,  always  able  to  overcome  exactly  the  same  amoimt 
of  friction.  I  therefore  felt  justified  in  using  it  as  a  basis  on 
which  to  calculate  the  force  due  to  other  quantities  of  cur- 
rent electricity.  The  duty,  in  the  fifth  column,  is  calculated 
on  the  basis  of  the  decomposition  of  water  effected  by  a  given 
current.  I  must  observe  that  the  friction  is  estimated  as 
part  of  the  work ;  and  that,  whenever  the  motive  force  was 
not  sufficient  by  itself  to  turn  the  machine,  a  weight  thrown 
over  a  pulley  on  the  axis  supplied  the  requisite  assistance. 


Table  I. 

>  pairs  of  WoUaston^s  4-inch  plates  of  amalgamated 
zinc  and  double  copper. 


Ourrent. 

Difference. 

Velocity. 

Work. 

Duty. 

24-6 

'3  " 

0 

0 

0 

21-6 

'2" 

2 

3-8 

21960 

19-6 

*i-6 

4 

6-25 

39740 

18-0 

*i'5 

6 

7-89 

54800 

16-5 

'i-5 

8 

8-86 

.66950, 

15-0 

.... 

10 

916 

76140 
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Table  II. 
40  pairs  of  WoUaston's  plates. 


Current. 

Difference. 

Velocity. 

Work. 

Duty. 

11-8 

i-e' 

0 

0 

0 

10-2 

0-8' 

2 

0-86 

20700 

9-4 

0-8' 

4 

1-44 

38800 

8-6 

0-6* 

6 

1-8 

62820 

8-0 



8 

208 

66000 

Table  III. 
10  pairs  of  Wollaston^s  plates. 


Current. 

Difference. 

Velocity. 

Work. 

Duty. 

5 

0-8* 

0 

0 

0 

4-2 

b'e' 

2 

0-14 

388Q0 

3-6 

0-3' 

4 

0-21 

68800 

3-3 

0-3* 

6 

0-266 

80800 

30 



8 

0-292 

97800 

Table  IV. 
Grove's  Battery ;  10  4-inch  plates. 


Current. 

Difference. 

Velocity. 

Work. 

Duty. 

17-6 

3-3* 

0 

0 

0 

14-3 

1-9* 

2 

1-66 

116080 

12-4 

i-4* 

4 

2-6 

201600 

11-0 

0-8* 

6 

2-95 

268200 

10-2 

.... 

8 

3-88 

831400 
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I  now  united  the  conductors  in  such  a  manner  that  the 
fluid  was  divided  between  the  stationary  and  revolving  electro- 
magnets ;  in  this  case  the  electricity  passed  through  212  yards 
of  sixfold  wire. 


Table  V. 
80  pairs  of  Wollaston's  plates  in  series  of  40. 


Current. 

Differenoe. 

Velocity. 

Work. 

Duty. 

52 

9*' 

0 

0 

0 

43 

'6" 

2 

3-76 

21800 

38 

3-2  ■ 

4 

6-87 

38600 

34-8 

2-6 " 

6 

7-38 

63100 

32-2 

2-4' 

8 

8-42 

66400 

29-8 

10 

902 

75700 

Table  VI. 
40  pairs  of  WoUaston^s  plates  in  series  of  20. 


Current 

Difference. 

Velocity. 

Work. 

Duty. 

28-2 

d" 

0 

0 

0 

23-2 

2'h' 

2 

M 

23700 

20-7 

1-7' 

4 

1-74 

42000 

190 

1-4' 

6 

2-205 

68000 

17-6 

8 

2-52 

71600 
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Table  VII. 
20  pairs  of  WoUaston^s  plates  in  series  of  10. 


Current 

Difference. 

Velocity. 

Work. 

Duty. 

16-8 

s" 

0 

0 

0 

13-8 

1-6* 

2 

0-387 

28000 

12-2 

1-2* 

4 

0-605 

49000 

110 

1-6' 

6 

0-738 

67100 

100 



8 

0-813 

81300 

The  above  examples  will  show  pretty  clearly  the  effects  of 
magnetic  electrical  resistance.  This  resistance  is  the  prime 
obstacle  to  the  perfection  of  the  electro-magnetic  engine ;  and 
in  proportion  as  it  is  overcome  will  the  motive  force  increase. 
It  therefore  claims  our  first  attention. 

On  comparing  the  differences  with  the  velocities  and  cur- 
rents in  each  table^  the  general  conclusion  is  that  the  mag- 
netic electrical  intensity  resisting  the  current  is  directly  pro- 
portional  to  the  velocity  multiplied  by  the  magnetism^  or, 
which  is  the  same  thing,  by  the  electricity  which  induces  that 
magnetism.  It  is  the  latter  part  of  this  law  which  makes 
the  differences  decrease  in  the  same  ratio  with  the  electrical 
currents  opposite.  In  forming  these  conclusions  I  neglect 
the  first  difference,  or  that  which  exists  between  no  motion 
and  velocity  2,  because  this  is  much  augmented  by  a  very 
trifling  inaccuracy  in  the  construction  of  the  commutator. 

It  appears,  moreover,  that  this  law  is  unaffected  by  altering 
the  battery-intensity ;  for  on  comparing  the  tables  of  either 
system  together,  it  will  be  seen  that  the  differences  are  always 
about  one  tenth  of  the  currents  to  which  they  are  opposite. 

In  the  second  arrangement  the  conducting  metal  was  half 
as  long  and  twice  as  substantial  as  in  the  first :  hence  it  is  that 
half  the  battery-intensity  sufficed  to  pass  twice  the  quantity 
of  current,  and  so  to  produce  the  same  motive  power.     Com- 
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pare  Table  I.  with  Table  V.  Also  a  reference  to  these  tables 
shows  that  the  diflTerences  are  twice  as  great  in  the  second 
arrangement  as  in  the  firsts  the  magnetic  force  remaining 
very  nearly  the  same.  To  understand  the  reason  of  this  we 
must  observe  that — 1st,  the  magnetic  electrical  intensity  has 
nothing  to  do  with  the  thickness  of  the  wire  upon  which  it  is 
induced,  but  exists  simply  in  the  direct  ratio  of  the  length ; 
consequently  that  the  intensity  was  only  one  half  as  great  in 
the  second  arrangement  as  it  was  in  the  first  in  like  circum- 
stances ;  and  2nd,  that,  as  the  resistance  of  the  wire  to  the 
current  in  the  second  arrangement  is  only  one  quarter  of  that 
in  the  first,  an  additional  or  extraneous  resistance  will  pro- 
duce four  times  the  efiect  in  the  former  as  in  the  latter  in- 
stance. Hence,  by  compounding  the  two  eflTects,  we  have  the 
diflTerences  of  current  due  to  a  given  increment  of  velocity 
with  the  same  amount  of  magnetism  twice  as  great  in  the 
second  as  in  the  first  arrangement. 

If  the  intensity  of  the  voltaic  battery  increases  in  the  ratio 
of  the  number  of  its  elements,  there  will  be  no  variation  in 
economy,  whatever  the  arrangement  of  the  conducting  metal 
may  be,  or  whatever  the  extent  of  the  battery.  For  if  the 
battery  be  doubled  in  intensity,  it  must  consist  of  twice  the 
number  of  pairs  in  series,  which  will  cause  twice  the  quantity 
of  electricity  to  pass ;  and  so  four  times  the  weight  of  battery 
materials  will  be  consumed  in  the  same  time ;  whilst  the  force 
of  the  engine  is  also  increased  fourfold,  according  to  the 
square  of  the  current.  See  the  duty  under  Tables  1,  2,  5, 
and  6. 

I  think  my  engine  might  be  improved  by  increasing  the 
conductive  power  of  its  coils  and  the  softness  of  the  iron  of 
the  electro-magnets ;  but  the  augmentation  of  the  intensity 
of  each  element  of  the  battery  is  very  important,  as  it  is 
attended  by  a  proportional  increase  of  duty. 

Broom  Hill,  near  Manchester, 
March  10, 1840. 
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On  Electro-magnetic  Forces.    By  J.  P.  Joule*. 

['Annals  of  Electricity,*  voL  v.  p.  187.] 

In  resuming  the  relation  of  my  researches^  I  shall  dismiss 
for  the  present  the  investigation  of  electro-magnetic  forces 
acting  at  a  distance^  and  consider  the  laws  which  govern  that 
peculiar  condition  which  is  assumed  on  the  completion  of  the 
ferruginous  circuit — ^the  lifting  or  sustaining  power  of  the 
electro-magnet. 

Although  this  wonderful  property  is  known  to  all,  and  a 
variety  of  forms  have  been  given  to  the  electro-magnet,  both 
as  regards  the  bulk  and  shape  of  its  iron,  and  the  length  and 
number  of  its  magnetizing  spirals,  I  am  not  aware  that  any 
general  rules  have  been  laid  down  for  its  manufacture,  which 
is  the  more  to  be  regretted,  as  some  have  been  led  to  imagine 
that  the  different  capabilities  of  various  arrangements  are  the 
consequence  of  causes  too  many  and  recondite  to  be  un- 
ravelled. I  shall  attempt  in  this  paper  to  throw  some  light 
on  the  subject,  and  to  describe  a  construction  giving  greater 
results  than  have  hitherto  been  attained.  It  was  my  desire 
to  make  my  experiments  as  exact  as  possible;  and  as  I  wish 
the  relation  of  them  to  be  clear  and  definite,  I  will  begin  with 
some  observations  on  the  measure  of  current  electricity  indi- 
cated by  the  galvanometer,  an  instrument  not  only  useful 
but  essential  in  an  inquiry  like  the  following. 

The  great  dilBSculty,  if  not  the  impossibility,  of  understand- 
ing experiments  and  comparing  them  with  one  another,  arises 
in  general  from  incomplete  descriptions  of  apparatus  and  from 
the  arbitrary  and  vague  numbers  which  are  used  to  charac- 
terize electric  currents.  Such  a  practice  might  be  tolerated 
in  the  infancy  of  the  science ;  but  in  its  present  state  of  ad- 
vancement greater  precision  and  propriety  are  imperatively 
demanded.  I  have  therefore  determined  for  my  own  part  to 
abandon  my  old  quantity  numbers,  and  to  express  my  results 
on  the  basis  of  a  vnit  which  shall  be  at  once  scientific  and 
convenient. 

*  The  experiments  were  made  at  Broom  Hill. 
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That  proposed  by  Dr.  Faraday  is,  I  believe,  the  only 
standard  of  this  kind  that  has  been  suggested.  His  dis- 
covery of  the  definite  quantity  of  electricity  associated  with 
the  atoms  or  chemical  equivalents  of  bodies,  has  induced  him 
to  use  the  voltameter  as  a  measurer,  and  to  propose  that  the 
hundredth  part  of  a  cubic  inch  of  the  mixed  gases  forming 
water  should  constitute  a  degree^.  There  can  be  no  doubt 
that  this  system  would  offer  great  advantages  to  the  experi- 
menter in  some  cases,  and  when  the  above  instrument  is 
employed.  However,  as  I  am  not  aware  that  it  has  been 
used  in  the  researches  of  any  electrician,  not  excepting  those 
of  Faraday  himself,  I  do  not  hesitate  to  advance  what  I  think 
more  appropriate  as  well  as  generally  advantageous.  It  is 
thus  simply  stated  : — 

1.  A  degree  of  static  electricity  is  that  quantity  which  is 
jtist  able  to  decompose  nine  grains  of  water.  2.  A  degree  of 
current  electricity  is  the  same  amount  propagated  during  each 
hour  of  time.  3.  Where  both  time  and  length  of  conductor 
are  elements,  as  in  electro-dynamics,  a  rfejreco/efec/ric/orcc, 
or  of  electro-momentum y  is  indicated  by  that  same  quantity  (a 
degree  of  static  electricity)  propagated  through  the  length  of 
one  foot  in  one  hour  of  time.  Whenever  in  this  paper  I  speak 
of  degrees,  I  intend  those  I  have  just  defined. 

As  9  is  the  atomic  weight  of  water,  it  is  obvious  how 
greatly  this  degree  would  facilitate  the  calculation  of  electro- 
chemical decompositions.  I  may  adduce  an  illustration  from 
electrotype  engraving :  here,  if  a  galvanometer  graduated 
according  to  the  proposed  scale  were  included  in  the  circuit, 
it  would  only  be  necessary  to  multiply  the  degrees  of  its  in- 
dication by  32,  the  equivalent  of  copper,  and  the  product  by 
the  time  in  hours  during  which  the  work  has  been  carried  on, 
to  obtain  the  weight  in  grains  of  the  copper  which  has  been 
precipitated ;  and  there  would  therefore  be  no  occasion  to 
arrest  the  process  until  calculation  has  shown  that  the  proper 
quantity  of  copper  was  cast. 

The  galvanometer  I  described  in  my  last  paper  was  con- 

•  Experimental  Researches,  series  7  (736). 
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nected  with  an  apparatus  famished  with  fine  platinum  elec- 
trodes. A  voltaic  current  was  transmitted  through  the  in- 
struments ;  and  after  a  few  minutes  the  circuit  was  broken  and 
the  hydrogen  measured  in  a  graduated  tube.  The  mean  of 
ten  trials  showed  that  0*76  gr.  of  water  was  decomposed  per 
hour  by  the  current  indicated  by  each  unit  of  my  former 
quantity  numbers:  hence  11*8  of  these  last  are  equal  to  one 
degree  of  my  present  scale.  In  proof  of  the  accuracy  of  the 
indications  of  the  galvanometer  thus  graduated^  I  trans- 
mitted a  current  of  0°-415  through  sulphate  of  copper  by 
copper  electrodes  for  the  interval  of  an  hour  and  a  quarter. 
The  copper  deposited  amounted  to  15-6  grains,  while  the 
theoretical  result  is  0°-415  x  32x  l'25  =  16-6  grs.,  the  slight 
deficiency  being  probably  owing  to  the  consumption  of  a  part 
of  the  current  in  the  decomposition  of  water,  as  a  few  bubbles 
of  hydrogen  ascended  from  the  negative  electrode. 

The  dimensions  of  the  single  coil  of  my  galvanometer  are 
12  by  6  inches;  and  the  deviation  of  its  needle  for  one  degree 
of  current  is  34^  of  the  graduated  card.  From  these  data  it 
is  easy  to  calculate  the  value  of  the  indications  of  any  similar 
instrument,  bearing  in  mind  that  the  electro-dynamic  force 
on  the  needle  produced  by  a  constant  current  is  directly  as 
the  number  of  coils  and  inversely  as  their  linear  dimensions. 

The  quantities  of  current  electricity  used  in  the  subsequent 
experiments  were  frequently  sufficient  to  bring  the  needle  of 
the  above  galvanometer  to  an  almost  rectangular  position  to 
the  plane  of  the  coil.  I  have,  for  use  in  these  cases,  devised 
the  instrument  represented  by  fig.  16,  where  C  C  is  a  rod  of 

Fig.  16.    Scaled. 
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copper,  bent  and  fastened  firmly  to  a  wooden  frame;  m  ^n,  a 
magnetized  bar  of  steel,  supported,  like  an  ordinary  balance- 
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beam^  by  knife-edges  resting  on  concave  surfaces  of  hard 
steel;  s  a  scale,  hung  from  the  nearer  end  of  the  magnet  for 
the  purpose  of  receiving  the  weights  by  which  the  strength 
of  the  current  is  measured ;  and  r  r  is  a  rest,  the  under  sur- 
face of  which  is  just  touched  by  the  magnet  when  at  zero. 

In  using  this  galvanometer  it  is  merely  necessary  to  adjust 
the  magnet  to  zero,  either  by  means  of  screws,  weights,  or 
by  the  attraction  or  repulsion  of  a  small  magnet  kept  for  the 
purpose.  Then,  on  making  the  necessary  battery  communi- 
cations at  C  C,  the  scale  s  will  rise  with  a  force  estimated  by 
the  weight  in  grains,  tenths,  &c.  which  is  required  to  bring 
the  beam  again  to  zero.  In  my  instrument  one  degree  of 
current  is  indicated  by  0'69  of  a  grain  in  tl^e  scale. 

The  value  of  the  new  galvanometer  (the  sensibility  of  which 
may  be  increased  at  pleasure  by  multiplying  the  number  of 
coils),  besides  its  usefulness  in  measuring  copious  currents, 
consists  in  its  perfect  independence  of  the  terrestrial  as  well  as 
of  any  other  ordinary  magnetic  influence.  In  every  situation, 
provided  that  the  intensity  of  the  balance-bar  remains  con- 
stant and  no  interference  is  induced  after  its  adjustment  to 
zero,  the  transmitted  current  is  exactly  proportional  to  the 
weight  lifted  by  the  scale ;  so  that  I  should  have  as  much 
confidence  in  working  with  it  on  an  iron  steamboat  as  if  every 
particle  of  neighbouring  iron  were  entirely  removed. 

I  proceed  now  to  describe  my  electro-magnets,  which  I 
constructed  of  very  different  sizes  in  order  to  develop  any 
curious  circumstance  which  might  present  itself.  A  piece  of 
cylindrical  wrought  iron,  8  inches  long,  had  a  hole,  one  inch 
in  diameter,  bored  the  whole  length  of  its  axis ;  one  side 
was  then  planed  until  the  hole  was  exposed  sufficiently  to 
separate  the  thus-formed  poles  one  third  of  an  inch.  Another 
piece  of  iron,  also  8  inches  long,  was  then  planed,  and 
being  secured  with  its  face  in  contact  with  the  other  planed 
surface,  the  whole  was  turned  into  a  cylinder  8  inches  long, 
3  J  inches  in  exterior,  and  1  inch  in  interior  diameter.  The 
larger  piece  was  then  covered  with  calico  and  wound  with 
four  copper  wires  covered  with  silk,  each  23  feet  long  and 
^'i  of  an  inch  in  diameter — a  quantity  which  was  just  suffi- 
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cient  to  hide  the  exterior  surface  and  to  fill  the  interior 
opened  hole.  The  electro-magnet  will  perhaps  be  better  un- 
derstood on  reference  to  fig.  17,  where m  is  the  ''horse-shoe/' 
on  which  I  have  drawn  some  lines  to  show  the  position  of 
the  conducting  wire,  a  is  the  armature,  and  « «  are  hooks 
and  eye-holes  for  the  purpose  of  suspension.  The  above  is 
designated  No.  1 ;  and  the  rest  are  numbered  in  the  order  of 
their  description. 


Fig.  17.    Scale  tV. 
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I  made  No.  2  of  a  bar  of  half-inch  round  iron  2*7  inches 
long.  It  was  bent  into  an  almost  semicircular  shape,  and 
then  covered  with  7  feet  of  insulated  copper  wire  ^  of  an 
inch  thick.  The  poles  are  half  an  inch  asunder ;  and  the  wire 
completely  fills  the  space  between  them. 

A  third  electro-magnet  was  made  of  a  piece  of  iron  0*7  inch 
long,  0*37  inch  broad,  and  0'15  inch  thick.  Its  edges  were 
reduced  to  such  an  extent  that  the  transverse  section  was 
elliptical.  It  was  bent  into  a  semicircular  shape,  and  wound 
with  19  inches  of  silked  copper  wire  -^  of  an  inch  in  di- 
ameter. 

To  procure  a  still  more  extensive  variety,  I  constructed 
what  might,  Qrom  its  extreme  minuteness,  be  termed  an 
elementary  ekctro-magnet.    It  is  the  smallest,  I  believe,  ever 
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made^  consisting  of  a  bit  of  iron  wire  ^  of  an  inch  long  and 
1^  of  an  inch  in  diameter.  It  was  bent  into  the  form  of  a 
semicircle^  and  was  wound  with  three  turns  of  uninsulated 
copper  wire  ^  of  an  inch  in  thickness. 

A  lever,  fig.  17,  was  employed  for  measuring  the  strongest 
lifting  powers  of  No.  1.  d,  A,  A,  £  are  beams  of  ash,  3  inches 
square  and  10  feet  long,  and  strengthened  by  iron  plates ; 
they  are  made  into  two  pairs  by  boards,  not  shown  in  the 
figure,  screwed  to  their  upper  surfaces ;  t, »  are  movable  iron 
bearings,  and /is  the  fulcrum,  also  movable,  and  armed  with 
iron ;  WyW  Bxe  strong  cylinders  of  wood,  which  bear  upon  the 
levers  and  carry  the  hooks  which  are  affixed  to  the  electro- 
magnet and  its  armature. 

In  Table  I.  the  first  column  gives  degrees  of  current  elec- 
tricity as  already  defined.  The  second  gives  the  products  of 
the  length  in  feet  of  wire  wound  on  the  magnet  into  the 
numbers  of  the  currents ;  it  therefore  contains  degrees  of 
electric  force.  The  last  gives  the  weight  lifted  in  pounds 
avoirdupois. 


Table  I. 

Electro-magnet  No.  1.    Weight  of  its  iron  15  lb. 
Length  of  wire  23  feet. 


Electric 

Electric 

Lifting 

Current. 

Force. 

Power. 

6-281 

6-5^ 

2-76 

0-64 

[1 

.14-6 

^3 

10 

0-91 

21-0 

.1 

23 

1-34 

^  § 

30-8 

'*  a 

45 

2-85 

"i 

65-5 

« 

238 

8-83 

w 

880 

w 

640 

4-3 

99-3 

070 

6-7 

132-5 

890 

8-6 

198-7 

1060 

14-4 

331-0 

1400 

21-6 

497-0 

1800 

360 

828-0 

2030. 
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On  one  occasion  a  weight  of  2090  lb.  was  required  to 
detach  the  armature^  which  is,  I  believe,  the  greatest  weight 
any  magnet  has  hitherto  carried,  and  is  certainly  vastly 
superior  to  the  performance  of  any  other  of  its  size. 

The  first  two  columns  in  the  upper  half  of  the  table  were 
reduced  from  the  actual  indications,  as  I  had  detected  a 
certain  want  of  insulation  of  the  coil. 

Table  II. 

Electro-magnet  No.  2.     Weight  of  its  iron  1057  grains. 

Length  of  wire  7  feet. 


;c  current 

Electrio  force. 

Weight  lifted. 

0-51 

3-57 

20 

1-63 

107 

38-5 

61 

42-7 

49 

Tablb  III. 

Electro-magnet  No.  3.     Weight  of  its  iron  65*3  grains. 

Length  of  wire  1*58  foot. 

Electric  current.  Electrio  force.  Weight  lifted. 

0-42  &-66  6-6 

1-0  1-58  9 

2-0  316  11 

With  great  care  this  small  electro-magnet  supported  in 
one  instance  twelve  pounds,  or  1286  times  its  own  weight. 

No.  4,  the  weight  of  which  was  only  half  a  grain,  carried 
in  one  instance  1417  grains,  or  2834  times  its  own  weight. 

It  required  much  patience  to  work  with  an  arrangement 
so  minute  as  this  last;  and  it  is  probable  that  I  might 
ultimately  have  obtained  a  larger  figure  than  the  above, 
which,  however,  exhibits  a  power  proportioned  to  its  weight 
far  greater  than  any  on  record,  and  is  more  than  eleven 
times  that  of  the  celebrated  steel  magnet  which  belonged 
to  Sir  Isaac  Newton. 

It  is  well  known  that  a  steel  magnet  ought  to  have  a  much 
greater  length  than  breadth  or  thickness ;  and  Mr.  Scoresby 
has  found  that  when  a  large  number  of  straight  steel  magnets 
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are  bundled  together,  the  power  of  each  when  separated  and 
examined  is  greatly  deteriorated*.  All  this  is  easily  under- 
stood, and  finds  its  cause  in  the  attempt  of  each  part  of  the 
system  to  induce  upon  the  other  part  a  contrary  magnetism 
to  its  own.  Still  there  is  no  reason  why  the  principle  should 
in  all  cases  be  extended  from  the  steel  to  the  electro-magnet, 
since  in  the  latter  case  a  great  and  commanding  inductive 
power  is  brought  into  play  to  sustain  what  the  former  has  to 
support  by  its  own  unassisted  retentive  property.  All  the 
preceding  experiments  support  this  position ;  and  the  following 
table  gives  proof  of  the  obvious  and  necessary  general  con- 
sequence, that  the  maximum  power  of  the  electro-magnet  is 
directly  proportional  to  its  least  transverse  sectional  area. 
The  second  column  of  Table  IV.  contains  the  least  sectional 
area  in  square  inches  of  the  entire  magnetic  circuit.  The 
maximum  power  in  pounds  avoirdupois  is  recorded  in  the 
third ;  and  this,  reduced  to  one  inch  square  of  sectional  area, 
is  given  in  the  fourth  column  under  the  title  of  specific 
power. 

Table  IV. 


Least 
Beotioual  area. 

power. 

Spedfio 
power. 

rNo.i.. 

My  own  electro-magneta  .  <  ^^'  « *  * 

(Na4!'. 
Mr.  J.  C.  Nesbit's.    Length  round^^ 
the  curve  8  feet    Diameter  of 
iron  core  2}  inches.    Sectional 
area  5*7  inches;   do.  of  arma-  ' 
ture  4*5  inches.    Weight  of  iron 
about  60  lb 

10 

0-196 
00436 
00012 

4-6 

8-94 
0196 

2090 
49 
12 
0-202 

1428 

750 
50 

209 
250 
275 
162 

817 

190 
255 

Prof.  Henry's.    Length  round  the 
curve  20  inches.  Section  2  inches 
square.   Sharp  edges  rounded  oE  ( 
Weight  21  lb 1 

Mr.  Sturgeon's  original.    Length) 
round  the  curve  about  1  foot./ 
Diameter  of  the  round  bar  half  f 
an  inch    ) 

1 

•  Scoresby's  'Magnetical  Livestigations,'  p.  87. 
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The  above  examples  are^  I  thinks  sufficient  to  prove  the 
rule  I  have  advanced.  No.  1  was  probably  not  fully  saturated  ; 
otherwise  I  have  no  doubt  that  its  power  per  square  inch 
would  have  approached  300.  Also  the  specific  power  of 
No.  4  is  small^  because  of  the  difficulty  of  making  a  good 
experiment  with  it.  The  electric  force  used  on  Mr.  Nesbit's 
electro-magnet  was  exceedingly  great,  consisting  of  19  of 
Daniell's  two-feet  cells  with  coils  of  14  lengths  of  copper 
wire,  each  70  feet  long  and  -^  inch  thick.  On  the  other 
hand.  Professor  Henry  used  only  a  pair  of  voltaic  plates, 
with  a  much  inferior  conductor. 

The  mean  of  the  specific  powers  of  No.  2,  No.  3,  and 
Mr.  Nesbit's  may,  I  think,  be  fairly  taken  for  the  expression 
of  the  maximum  magnetic  force  of  iron  under  ordinary 
circumstances,  which  therefore  is  given  by  the  formula 
x=2S0a,  where  a  is  the  sectional  area  of  the  magnetic 
circuit  in  square  inches,  and  x  is  the  force  of  adhesion  of 
both  poles. 

Since  the  element  of  length  has  no  place  in  the  above 
formula,  and  has  in  fact  only  a  secondary  influence,  playing 
the  part  of  a  resistance  which  it  requires  a  large  additional 
electric  force  to  overcome,  it  is  obvious  that  in  proportion 
to  its  reduction  the  attractions  relatively  to  the  weight  of 
iron  will  increase :  hence  the  large  power  relative  to  weight 
of  my  short  electro-magnets. 

The  above  corroborates  what  I  have  already  said  with 
regard  to  the  proper  construction  of  the  electro-magnet  for 
lifting  weights,  the  condition  being  well  illustrated  by 
fig.  15.  When  A  and  B  come  into  contact  the  oblique 
forces  disappear,  and  the  attraction  is  in  the  simple  ratio  of 
the  number  of  saturated  magnetic  particles  opposed  to  each 
other. 

With  respect  to  the  magnetizing  coils,  I  may  observe  that 
eadi  particle  of  space  through  which  a  certain  quantity  of 
electricity  is  propagated  appears  to  operate  in  moving  the 
magnetism  of  the  bar  with  a  force  proportionate  to  the 
inverse  square  of  its  distance  from  the  surface  of  the  iron, 
and  that,  when  the  tension  of  the  magnetism  is  the  same, 

d2 
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the  thickness  of  the  iron  on  which  that  particle  of  conducting 
space  acts  has  nothing  to  do  with  the  whole  eflTect.  Now  it 
may  be  shown  that,  such  being  the  law,  if  the  particle  induce 
upon  a  large  surface,  the  resulting  magnetic  induction  will 
not  vary  very  much  with  the  distance,  but  be  a  very  constant 
quantity  for  any  distance  which  bears  a  very  small  ratio  to 
the  dimensions  of  that  surface.  Hence  it  is  that  a  coil 
within  a  hollow  piece  of  iron  has  no  power  to  magnetize  it* ; 
for  in  that  case  its  energy  is  directed  in  equal  quantities 
towards  opposite  directions,  the  nearness  of  one  surface 
counterbalancing  the  size  of  its  opposite.  Hence  also  in 
my  electro-magnet  No.  1,  where  the  surface  is  large,  the  coil 
exercises  nearly  the  full  extent  of  its  duty  even  in  the  places 
where  it  does  not  lie  closely  to  the  iron. 

Where  the  magnetization  is  considerably  below  the  point 
of  saturation,  the  resistance  to  induction  arising  from  the 
length  of  the  magnet  becomes  a  very  sensible  quantity, 
varying  probably  in  the  direct  ratio  of  that  element.  Some 
idea  of  its  effect  may  be  formed  from  the  following  table,  in 
which  I  have  compared  half  the  maximum  powers  of  three 
of  my  electro-magnets  with  the  electric  forces  which  produce 
them;  and  by  dividing  the  former  by  the  latter,  I  have 
obtained  a  fourth  column  which,  under  the  title  power  per 
degree,  contains  the  lifting-power  for  half  the  maximum 
magnetization  due  to  a  imit  of  electric  force. 

Table  V. 

Length  of  magnetic        Electric           Half  maximiun  ^o'^er  pw 

circuit  in  inOieB.             force.                      power.  eia^n^ 

lb.  Ib.*^ 

No.  1    7-46                  200                       1060  5-3 

No.  2    8-7                        4-5                        25  6-5 

No.  8    106                      0-66                        6-6  9-2 

It  is  well  known  that,  after  the  galvanic  circuit  is  broken, 
the  armature  of  an  electro-magnet  is  still  retained  with  very 
considerable  force.  I  was  desirous  of  trying  the  capability 
of  No.  1  in  this  respect.  The  following  table  contains  in  its 
first  column  the  degrees  of  electric  force  which  were  cut  off, 
*  '  Scientific  Memoirs,'  part  5,  p.  14. 


iglectrio  force 
cutoff. 

Lifting-power  due 
to  electric  force  cut  off. 

8^ 

lb. 
540 

29 

40 

14-6 

10 
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the  second  gives  the  lifting-powers  due  to  those  forces,  and 
the  third  gives  the  weight  required  to  detach  the  armature 
after  the  current  was  broken. 

Table  VI. 

Idfting^power  remaining 
after  the  electric  force 
was  remoyed. 
lb. 
33 
16 
10 

There  was  considerable  difficulty  in  making  a  good  expe- 
riment with  so  powerftd  an  electro-magnet  as  No.  1  when 
small  forces  were  in  question.  Nevertheless  the  above 
results  aflford  good  evidence  that  nearly  all  the  lifting-power 
due  to  feeble  currents  is  retained  after  those  currents  are 
cut  off. 

When  the  current  is  not  entirely  cut  off,  but  is  merely 
reduced  in  strength  by  the  interposition  of  a  thin  wire,  a 
surprising  quantity  of  lifting-power  can  be  retained  by  the 
small  electric  force  left.  Having  subjected  No.  1  to  90°  of 
electric  force,  a  quantity  adequate  to  bring  up  its  power  to 
560  lb.,  I  reduced  the  current  to  a  lower  intensity,  and  then 
found  the  weight  requisite  to  detach  the  armature.  The 
following  table  gives  the  results  of  several  such  experiments. 


decirio  force  remaining 
after  90^  was  cut  off. 

o 
81 

21 

145 

6-2 

41 

A  voltaic  cell,  the  size  of  a  common  sewing-thimble,  was 
quite  sufficient  to  produce  31^  of  electric  force  in  No.  1,  and 
consequently  to  sustain  a  magnetic  power  of  about  300  lb. ; 
and  it  is  easy  to  perceive  that,  by  increasing  the  size  of  the 


Table  VII. 

Lifting-power  due 
to  this  force, 
lb. 
46 

Weight  required  to 

detach  armature. 

lb. 

294 

23 

210 

10 

112 

2-6 

63 

11 

56 

88 
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electro-magnet  and  the  quantity  of  conducting-wire,  this 
minute  source  could  support  a  magnetic  virtue  of  indefinite 
amount. 


Note  on  Voltaic  Batteries. 

Having  had  occasion,  about  a  year  ago,  to  construct  a 
battery  of  great  intensity,  it  became  an  object  to  devise  an 
arrangement  which  should  be  convenient  to  use  and  easily 
refitted.  After  trying  two  or  three  systems,  I  succeeded  in 
producing  one  which  answered  very  well ;  but  as  I  felt  that 
long  experience  could  be  the  only  strict  test  of  its  value,  I 
have  hitherto  refrained  from  presenting  it  to  public  notice. 
Now,  however,  that  I  have  worked  with  it  during  nine  or  ten 
months,  and  have  found  it  to  possess  every  quality  that 
could  be  desired,  I  hope  by  describing  it  to  give  the  same 
facilities  to  others  which  I  enjoy  myself. 

Fig.  18  represents  three  elements  of  my  battery.     A  B  is 

Fig.  18.    Scale  J. 


the  common  divided  WoUaston  trough  with  the  front  side 
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removed  in  order  to  show  the  interior.  The  black  lines 
within  the  cells  are  rectangular  pieces  of  strong  sheet 
copper^  bent  on  a  gauge  to  the  shape  seen  in  the  figure. 
Within  these^  z,  z,  z  represent  plates  of  sheet  zinc,  amalga- 
mated in  those  parts  which  are  in  contact  with  the  dilute 
sulphuric  acid,  and  fixed  in  their  places  by  pieces  of  hard 
wood  famished  with  grooves,  and  extending  the  whole 
breadth  of  the  zinc.  Lastly,  a,  a,  a,  a,  a  are  pieces  of  wood 
with  holes  in  their  centres  to  admit  the  screw  bolt  8  8,  which 
secures  the  whole. 

When  the  battery  is  worn  out,  empty  the  trough  and 
replace  it  therein ;  then  unscrew  the  bolt  and  remove  it  with 
the  pieces  of  wood ;  change  the  old  zinc  plates  for  new  ones, 
taking  care  in  the  mean  time  to  see  that  those  parts  of  the 
coppers  which  touch  the  zincs  are  bright ;  then  replace  the 
pieces  of  wood  and  screw  them  tightly  together. 

Mr.  Smee's  battery  may  be  fitted  up  on  the  above  plan. 
I  prefer,  however,  for  continued  use  sheet  iron  before  either 
copper  or  platinized  silver.  In  using  sheet  iron  it  is  well  to 
tin  that  part  which  is  to  touch  the  zinc,  in  order  to  ensure 
perfect  contact. 

I  have  lately  constructed  a  large  battery  on  Mr.  Sturgeon's 
plan ;  and  from  my  experience  with  it  I  am  convinced  that  it 
presents  a  very  superior  arrangement  of  voltaic  elements.  It 
consists  of  eleven  cast-iron  cells,  each  I  foot  square  and  I J 
inch  in  interior  diameter.  With  eight  of  the  pairs  arranged 
in  a  series  of  four,  I  can  raise  to  a  full  red  heat  18  inches  of 
copper  wire  ^  inch  thick. 

Broom  Hill,  near  Manchester, 
August  2l8t,  1840. 
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On  Electro-magnetic  Forces.    By  J.  P.  Joule*, 

['Annals  of  Electricity,'  vol.  v.  p.  170.] 

In  my  last  paper  I  have  described  a  method  of  constructing 
the  electro-magnet  which  gave  great  lifting-power.  The  fresh 
experiments  will,  I  hope,  be  deemed  confirmatory  of  the  prin- 
ciples before  advanced. 

A  piece  of  "  stub  "  iron  was,  as  in  the  manufacture  of  gun- 
barrels,  formed  in  a  spiral,  and  welded  on  a  mandril  into  the 
shape  of  a  thick  tube,  the  process  rendering  the  iron  very 
compact  and  sound  throughout.  This,  and  another  piece  of 
iron  intended  for  the  armature  were  planed,  turned,  and  fitted 
with  eyehole  screws  in  the  manner  I  have  already  described. 

In  fig.  19,  C  represents  the  electro-magnet,  D  the  armature. 

Fig.  19.    Scale  |. 

V,y  ^  ?  y  ^  /?? 
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and  A  B  a  conductor  of  copper  rod  or  wire  passing  along  one 
side,  returning  by  the  axis,  and  then  away  by  the  other  side, 
so  as  to  go  about  the  iron  once  only,  and  in  a  shape  somewhat 
similar  to  that  of  the  letter  S.  The  length  of  the  cylinder 
formed  when  the  armature  is  in  contact  is  2  feet ;  its  external 
diameter  is  1*42  inch,  and  its  internal  0*5  inch.  The  weight 
of  the  iron  of  the  magnet  along  with  the  screws  is  6  lb.  11  oz., 
that  of  the  armature  3  lb.  7  oz.  The  least  sectional  area  of 
its  magnetic  circuit  is  lOJ  square  inches  :  I  call  it  No.  5,  to 
distinguish  it  from  those  already  described. 

A  copper  rod,  f  of  an  inch  in  diameter,  covered  with  tape^ 
was  bent  about  the  electro-magnet  as  just  described.  It  and 
its  armature  respectively  were  then  secured  by  means  of 
cords  passing  through  the  eyeholes  to  the  lever  (fig.  17)  used 
in  my  former  experiments.  Eight  large  cast-iron  cells,  each 
of  which  presented  an  effective  surface  of  2  square  feet,  were 
•  The  experimenta  were  made  at  Salford  Brewery. 
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arranged  as  a  single  pair,  and  gave  a  lifting-power  of 
1350  lb. 

Thinking  that  a  bundle  of  wire  was  probably  a  better  con- 
ductor than  a  rod  of  the  same  length  and  weight,  I  removed 
the  copper  rod,  and  substituted  for  it  a  bundle  of  60  wires, 
each  ^  of  an  inch  thick.  With  this  it  was  found  that 
sixteen  of  the  cast-iron  cells  arranged  in  a  series  of  two 
produced  a  lifting- power  of  1856  lb.,  or  183  times  the  weight 
of  iron  employed  in  the  construction  of  both  the  electro- 
magnet and  its  armature. 

By  dividing  the  power  thus  obtained  by  the  least  sectional 
area,  the  weight  lifted  per  inch  is  181  lb.,  or  about  two  thirds 
of  that  which  a  comparison  with  other  electro-magnets  would 
lead  us  to  expect.  I  do  not  think  that  the  electric  force  was 
sufBcient  to  bring  the  magnetism  close  to  the  point  of  satu- 
ration ;  and,  moreover,  it  was  difficult  to  secure  the  necessary 
condition  of  equal  tension  along  the  whole  length  of  the  iron. 

Suspecting  that  the  greatest  power  of  the  large  electro- 
magnet No.  1  had  not  been  reached  in  my  last  experiments, 
I  refitted  it,  using  a  coil  consisting  of  21  copper  wires,  each 
23  feet  long  and  ^  of  an  inch  in  diameter,  bound  together  by 
cotton  tape.  Sixteen  of  the  large  cast-iron  cells  were  arranged 
in  a  series  of  four;  and  when  connected  by  sufficiently  good 
conductors  to  the  electro-magnet,  a  weight  of  2775  lb.  was 
found  requisite  to  detach  the  armature. 

Now,  by  the  formula  in  my  last  paper,  280  x  10^=2870  is 
the  estimated  value  for  the  power  of  this  electro-magnet  on 
its  approach  to  saturation.  That  this  was  very  nearly  attained 
is  manifest  from  the  fact  that  the  electric  force  used  in  the 
last  experiment  was  four  times  as  great  as  that  which  was 
competent  to  give  a  lifting-power  of  2128  lb. 

Although  the  battery  I  have  used  for  obtaining  maximum 
results  is  powerful,  a  very  good  effect  may  be  obtained  by 
means  of  a  very  small  voltaic  arrangement.  For  instance. 
No.  1  can  carry  eight  hundredweight  when  the  current 
generated  by  a  single  pair  of  four-inch  plates  of  iron  and 
amalgamated  zinc  is  transmitted  through  its  coils ;  and  with 
a  pair  of  platinized  silver  and  zinc  plates  exposing  only  two 
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square  inches  of  surface,  the  attraction  is  such  as  to  render  it 
almost  impossible  by  the  hand  to  slide  the  armature. 

Broom  HiU^  near  Manchester, 
Nov.  23rd,  1840. 


Description  of  a  new  Electro-magnet   By  J.  P.  Joule. 
(In  a  letter  to  Mr.  Sturgeon  *.) 

[*  Annals  of  Electricity,'  vol.  vi.  p.  431.] 

My  dear  Sir, 

In  that  part  of  my  researches  on  Electro-magnetic 
Forces  which  was  published  in  the  '  Annals '  for  September 
last,  I  showed  that  the  maximum  lifting-power  of  the  electro- 
magnet is  proportional  to  the  least  transverse  sectional  area 
of  magnetic  circuit ;  and  at  the  same  time  I  pointed  out  the 
method  whereby  a  very  great  magnetic  attraction  could  be 
produced  between  masses  of  iron  of  inconsiderable  mag- 
nitude. 

To  illustrate  my. views  I  made  several  electro-magnets, 
two  of  which  have  been  a  long  time  on  exhibition  at  the 
''  Victoria  Gallery .'' 

Stimulated  by  my  success,  some  gentlemen  of  Manchester 
have  constructed  electro-magnets  of  a  variety  of  forms,  em- 
bodying the  principle  of  a  large  sectional  area.  They  have 
in  consequence  carried  very  heavy  weights ;  Mr.  Roberts^s, 
in  particular,  has  sustained  the  greatest  load  on  record. 
Mr.  Radford's  is  also  very  powerful;  and  his  arrangement t 
of  a  spiral  groove  on  the  face  of  the  magnet  to  admit  the 
coil  involves  a  new  and  important  principle  of  magnetic 
action. 

The  following  is  a  description  of  a  new  electro-magDet 
which  I  have  recently  constructed.  Pig.  20  gives  its  appear- 
ance in  perspective.  B,  B  are  two  rings  of  brass,  each  1  foot 
in  exterior  diameter,  2  inches  broad,  and  1  inch  thick ;  to 

•  The  experiments  were  made  at  the  Salford  Brewery. 
t  'Annals  of  Electricity,*  vol.  vi.  p.  231. 
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each  of  tbese  flat  pieces  of  iron  are  fixed  by  means  of  the 
bolt-headed  screws  8,  s  &c. ;  twenty-four  of  them,  m,  m  (figs.  20 
and  21),  have  rectangular  grooves,  and  are  fixed  to  the  upper 

ilg.  20.    Scale  J. 
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ring;  twenty-four,  a,  a  &c.  (figs.  20  and  22),  are  plain,  and 
are  fastened  to  the  lower  ring. 

Fig.  22.    Scale  \. 


A  bundle,  w,  w  (fig.  20),  consisting  of  sixteen  copper  wires, 
each  16  feet  long  and  ^^(j  of  an  inch  thick,  covered  with  a 
double  fold  of  cotton  tape,  was  bent  to  and  fro  in  the  grooves 
of  m  m,  as  seen  in  the  figure. 

Fig.  23  shows  the  method  I  adopted  to  give  the  electro- 
magnet a  firm  and  equable  suspension:  a  a  are  hoops  of 
wrought  iron,  to  each  of  which  four  bars  of  the  same  metal 
are  riveted,  and  welded  together  at  the  other  end  into  a 
massive  hook.  The  hoops  are  bound  down  to  the  brass  rings 
by  copper  wires  c  c  &c. 

On  connecting  the  coil  of  the  above  electro-magnet  with  a 
battery*,  consisting  of  sixteen  of  your  large  cast-iron  cells 
arranged  in  a  series  of  four,  I  obtained  a  lifting-power  of 

*  Each  cell  was  1  foot  square  and  1^  inch  wide.  Arranged  as  above, 
the  battery  was  able  to  g^ve  an  electric  discharge  between  the  poles  as 
much  as  ^  of  an  inch  in  length. 
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2710  before  the  armature*  was  detached.    Theoretically,  the 

maximam  power  would  be  0*636  (sectional  area)  x  24  X  280 

=4267  lb. 

Fig.  23.    Scale  i. 


The  weight  of  the  pieces  of  grooved  iron  is  7'025  lb.,  that  of 

the  plain  pieces  constituting  the  armature  4*55  lb.    The  power 

2710 
per  lb,  of  magnetized  iron  was  therefore  ^rY;^^= 234  lb. 
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When  the  apparatus  is  in  the  position  which  is  represented 
by  figs.  20  and  23,  it  is  evident  that  the  zigzag  ring  of  iron 
is  magnetized  by  the  conducting  wire  in  the  same  way  as  the 
plain  ring  (fig.  24)  would  be  by  the  passage  of  electricity 
along  the  wire  x  x  which  is  coiled  upon  it ;  wherever  such  a 
ring  is  cut,  the  display  of  maximum  lifting-power  is  propor- 
tional to  the  least  transverse  sectional  area  of  the  entire 
magnetic  circuit.  In  the  above  position  it  is  impossible  to 
consider  the  instrument  other  than  a  single  electro-magnet ; 
but  when  the  armature  is  turned  until  the  plain  pieces  afiSxed 
to  it  cover  the  grooves  of  the  other  pieces,  a  compound 
electro-magnet  is  formed. 

I  remain,  dear  Sir, 

Yours  respectfully. 

Broom  Hill,  near  Manchester,  J.  P.  JoULB. 

April  30, 1841. 


On  a  new  Class  of  Magnetic  Forces.   By  J.  P.  Joule  ♦. 

[' Annalfl  of  Electricity,'  vol.  viii.  p.  219.] 

As  it  is  my  intention  to  bring  forward  in  this  paper  an 
electro-magnetic  principle  in  reference  partly  to  the  motion 
of  machines,  I  hope  that  a  few  preliminary  observations  with 
respect  to  the  ordinary  electro-magnetic  engines  will  not  be 
deemed  out  of  place. 

The  great  attractive  powers  of  the  electro-magnet,  and  the 
extreme  rapidity  with  which  its  polarity  is  reversed  by 
changing  the  direction  of  the  current,  very  readily  present 
to  the  reflecting  mind  an  idea  that  its  power  may  be  made 
available  for  mechanical  purposes.  Accordingly,  as  soon  as 
the  general  principles  of  electro-magnetism  were  understood. 
Professor  Henry,  Mr.  Sturgeon,  and,  after  them,  a  great 
number  of  ingenious  individuals  constructed  various  arrange- 
ments of  machinery  to  be  set  in  motion  by  magnetic  attrac- 
tion and  repulsion. 

•  Lecture  at  the  Victoria  Gallery,  Manchester,  February  16,  1841. 
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At  that  period  the  expectations  that  electro-magnetism 
would  ultimately  supersede  steam^  as  a  motive  force,  were 
very  sanguine.  There  seemed  to  be  nothing  to  prevent  an 
enormous  velocity  of  rotation,  and  consequently  an  enormous 
power,  except  the  resistance  of  the  air,  which  it  was  easy  to 
remove,  the  resistance  of  iron  to  the  induction  of  magnetism, 
which  I  had  succeeded  in  overcoming  to  a  great  extent  by 
annealing  the  iron  bars  very  well,  and  the  inertia  of  the 
electric  fluid. 

We  are  indebted  to  Professor  Jacobi  for  the  exposition  of 
the  principal  obstacle  to  the  perfection  of  the  electro-magnetic 
engine.  He  has  shown  that  the  electric  action  produced  by 
the  motion  of  the  bars  operates  against  the  battery  current, 
and  in  this  way  reduces  the  magnetism  of  the  bars,  until,  at 
a  certain  velocity,  the  forces  of  attraction  become  equivalent 
to  the  load  on  the  axle,  and  the  motion  in  consequence  ceases 
to  be  accelerated.  Jacobi  had  not,  however,  given  predse 
details  concerning  the  duty  of  his  apparatus ;  nor  had  he  then 
determined  the  laws  of  the  engine.  I  was  therefore  induced 
to  construct  an  engine  adapted  for  experiment,  and  with  it 
found : — 

Ist.  That  the  counter  electric  action,  or,  in  other  words, 
the  magneto-electric  resistance  to  the  battery-current,  is  pro- 
portional to  the  velocity  of  rotation  and  the  magnetism  of 
the  bars. 

2nd.  That  the  economical  duty  at  a  given  velocity  of  rota- 
tion is  a  constant  quantity,  whatever  the  number  of  similar 
pairs  may  be  in  series,  provided  the  resistance  of  the  battery 
is  kept  constant. 

3rd.  That  at  small  velocities  great  advantage  is  obtained 
by  reducing  as  far  as  possible  the  resistance  of  the  battery, 
and  by  arranging  the  coils  so  as  to  facilitate  as  far  as  possible 
the  transmission  of  the  current. 

4th.  That  the  economical  duty  at  a  given  velocity,  and  for 
a  given  resistance  of  the  battery,  is  proportional  to  the  mean 
of  the  intensities  of  the  several  pairs  of  the  battery. 

With  my  apparatus  every  pound  of  zinc  consumed  in  a 
Grove's  battery  produced  a  mechanical  force  (friction  in- 
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eluded)  equal  to  raise  a  weight  of  331,400  lb.  to  the  height 
of  one  foot,  when  the  revolving  magnets  were  moving  at  the 
velocity  of  8  feet  per  second. 

Now  the  duty  of  the  best  Cornish  steam-engine  is  about 
1,500,000  lb.  raised  to  the  height  of  1  foot  by  the  combustion 
of  a  lb.  of  coal,  which  is  nearly  five  times  the  extreme  duty 
that  I  was  able  to  obtain  from  my  electro-magnetic  engine 
by  the  consumption  of  a  lb.  of  zinc.  This  comparison  is  so 
very  unfavourable  that  I  confess  I  almost  despair  of  the 
success  of  electro-magnetic  attractions  as  an  economical 
source  of  power ;  for  although  my  machine  is  by  no  means 
perfect,  I  do  not  see  how  the  arrangement  of  its  parts  could 
be  improved  so  far  as  to  make  the  duty  per  lb.  of  zinc 
superior  to  the  duty  of  the  best  steam-engines  per  lb.  of  coal. 
And  even  if  this  were  attained,  the  expense  of  the  zinc  and 
exciting  fluids  of  the  battery  is  so  great,  when  compared  with 
the  price  of  coal,  as  to  prevent  the  ordinary  electro-magnetic 
engine  from  being  useful  for  any  but  very  peculiar  purposes. 

New  Class  of  Magnetic  Forces. 

A  few  weeks  ago  an  ingenious  gentleman  of  this  town 
suggested  to  me  a  novel  form  of  electro-magnetic  engine. 
He  was  of  opinion  that  a  bar  of  iron  was  increased  in  length 
by  receiving  the  magnetic  influence,  and  that,  although  the 
increment  was  perhaps  very  small,  it  still  might  be  found 
valuable  as  a  source  of  power  on  account  of  the  great  force 
with  which  it  would  operate.  At  that  gentleman's  request  I 
undertook  experiments  to  ascertain  whether  his  opinion  was 
correct,  and  if  so,  to  ascertain  whether  the  new  source  of 
power  could  be  advantageously  employed  for  the  movement 
of  machinery. 

After  some  preliminary  trials,  I  adopted  the  following 
method  of  experiment.  A  length  of  30  feet  of  copper  vrire 
-^Q  of  an  inch  thick,  covered  with  cotton  thread,  was  formed 
into  a  coil  22  inches  long  and  J  of  an  inch  in  interior 
diameter.  This  coil  was  secured  in  a  perpendicular  position, 
and  the  rod  of  iron,  of  which  I  wished  to  ascertain  the  incre- 
ment, was  suspended  in  its  axis  so  as  to  receive  the  magnetic 
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influence  whenever  a  current  of  electricity  was  passed  through 
the  coil.  Lastly^  the  upper  extremity  of  the  rod  was  fixed ; 
and  the  lower  extremity  was  attached  to  a  system  of  levers 
which  multiplied  its  motion  three  thousand  times. 

A  bar  of  rectangular  iron  wire^  2  feet  long,  ^  of  an  inch 
Inroad^  and  |^  of  an  inch  thick^  caused  the  index  of  the  multi- 
plying apparatus  to  spring  from  its  position,  and  vibrate  about 
a  point  ^  of  an  inch  in  advance,  when  the  coil  was  made  to 
complete  the  circuit  of  a  battery  capable  of  magnetizing  the 
iron  to  saturation,  or  nearly  so.  After  a  short  interval  of 
time  the  index  ceased  to  vibrate,  and  began  to  advance  very 
gradually  in  consequence  of  the  expansion  of  the  bar  by  the 
heat  which  was  radiated  from  the  coil.  On  brealdng  the 
circuit,  the  index  immediately  began  to  vibrate  about  a  point 
exactly  ^  of  an  inch  below  that  to  which  it  had  attained. 

By  dividing  the  advance  of  the  index  by  the  power  of  the 
levers  we  obtain  3^  of  an  inch  as  the  increment  of  the  bar, 
which  may  be  other¥rise  stated  as  ^^^  of  its  whole  length*. 

Similar  results  were  obtained  by  the  use  of  an  iron  wire 
2  feet  long  and  ^  of  an  inch  in  diameter.  Five  cells  of  a 
nitric-acid  battery  produced  an  increment  of  the  thirty- 
thousandth  part  of  an  inch;  and  when  only  one  cell  was 
employed  I  had  an  increment  very  slightly  less,  viz.  the 
thirtythree-thousandth  of  an  inch. 

The  increment  did  not  appear  to  depend  upon  the  thick- 
ness of  the  bar ;  for  an  electro-magnet  constructed  of  an  iron 
bar,  3  feet  long  and  1  inch  square,  was  found  to  expand  under 
the  magnetic  influence  to  nearly  the  same  extent,  compared 
with  its  length,  as  the  wires  did  in  the  previous  experiments. 

I  made  some  experiments  in  order  to  ascertain  the  law  of 
the  increment.  Their  results  proved  it  to  be  very  nearly 
proportional  to  the  length  of  the  bar  and  the  intensity  of  its 
induced  magnetism. 

Trial  was  made  whether  any  effect  could  be  produced  by 
using  a  copper  wire,  which  was  2  feet  long  and  about  ^  of 

*  The  movement  of.  the  index  was  rendered  visible  to  the  whole  of 
the  audience. 
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an  inch  thick ;  but  I  need  scarcely  observe  that  the  attempt 
was  not  attended  with  the  slightest  success. 

A  good  method  of  observing  the  above  phenomena^  is  to 
examine  one  end  of  an  electro-magnet  with  a  microscope 
while  the  other  end  is  fixed.  The  increment  is  then  observed 
to  take  place  suddenly^  as  if  it  had  been  occasioned  by  a  blow 
struck  at  the  other  extremity.  The  expansion,  though  very 
minute^  is  indeed  so  very  rapid  that  it  may  be  felt  by  the 
touch ;  and  if  the  electro-magnet  be  placed  perpendicularly  on 
a  hard  elastic  body,  such  as  glass,  the  ear  can  readily  detect 
the  fact  that  it  makes  a  slight  jimip  each  time  that  contact 
is  made  with  the  battery. 

When  one  end  of  the  electro-magnet  is  applied  to  the  ear^ 
a  distinct  musical  note  is  heard  every  time  that  contact  with 
the  battery  is  made  or  broken — another  proof  of  the  sudden- 
ness with  which  the  particles  of  iron  are  disturbed. 

With  regard  to  the  application  of  the  new  force  to  the 
movement  of  machinery,  I  have  nothing  favourable  to  ad- 
vance. An  easy  calculation  on  the  basis  of  the  modulus  of 
elasticity  of  iron  will  show  that  an  electro-magnet,  consisting 
of  a  bar  of  iron  1  inch  square  and  3  feet  long,  would  exert  a 
force  of  about  ten  pounds  through  the  length  of  the  twenty 
thousandth  part  of  an  inch  every  time  that  contact  with  the 
voltaic  battery  is  made  or  broken,  provided  the  transmitted 
current  is  capable  of  saturating  the  iron.  If,  therefore,  con- 
tact be  made  and  broken  a  hundred  times  per  second,  for  an 
hour  together,  we  shall  only  have  fifteen  pounds  raised  to  the 
height  of  a  foot.  The  force  would  therefore  be  far  too 
minute  for  the  movement  of  machinery ;  and  the  duty  per 
lb.  of  zinc  would  be  vastly  less  than  that  of  the  ordinary 
electro-magnetic  engine. 

In  examining  the  bearing  of  the  new  property  of  the 
electro-magnet  on  magnetic  theory,  I  would  observe,  that  in 
the  hypothesis  of  Ampere  the  phenomena  of  magnetism  are 
referred  to  the  attraction  and  repulsion  of  currents  of  elec- 
tricity moving  in  the  same  or  contrary  directions.  Kg.  25 
represents  the  section  of  six  particles  of  a  magnetized  iron 
bar,  according  to  a  modification  of  that  philosopher's  theory. 


OF  MAGNETIC  FORCES. 


SI 


The  black  circles  represent  atoms  of  iron;  and  the  shadowed 
OY^  around  them  represent  atmospheres  of  electricity 
moving  in  planes  at  right  angles  to  the  axis  of  the  magnet. 

Fig.  27. 


Rg.26. 


Rg.26. 


This  theory  affords  a  good  explanation  of  most  cases  of 
magnetic  attraction.  But  the  physical  conditions  which  are 
demanded  by  it  are  impossible^  and  contrary  to  the  analogy 
of  nature;  for  it  supposes  motion,  or  at  least  an  active  force, 
to  be  continued  against  antagonist  forces  for  an  indefinite 
length  of  timb  without  loss,  in  order  to  explain  the  pheno- 
mena exhibited  by  a  hard  steel  magnet. 

The  way  by  which  it  may  be  made  to  account  for  the  fact 
that  iron,  after  receiving  a  certain  quantity  of  magnetism,  is 
incapacitated  from  receiving  a  further  supply,  or  becomes 
saturated,  is  to  suppose  that  the  electricity  which  revolves 
round  each  atom  of  iron  has  a  centrifugal  tendency.  The 
velocity  of  the  electric  currents  around  the  atoms  of  iron 
will  tend  to  be  proportional  to  the  influence  which  urges 
them ;  and  if  the  electricity  be  not  endowed  with  centrifugal 
force,  it  is  difficult  to  say  why  it  should  refuse  to  travel 
beyond  a  certain  velocity;  and  thus  the  phenomenon  of  satu- 
ration wotdd  be  unexplained.  If,  however,  the  momentum 
of  electricity,  and  its  consequent  centrifugal  tendency  when 
rotated,  be  admitted,  the  currents  will  be  prevented  from 
going  beyond  a  certain  velocity  by  their  interference  with 
one  another. 

The  hypothesis,  however,  is  less  successful  in  accounting 
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for  the  increase  of  length  which  I  have  noticed  in  a  bar  of 
iron  when  under  the  magnetic  influence ;  for^  as  the  electricity 
is  supposed  to  revolve  in  a  plane  at  right  angles  to  the  axis 
of  the  bar,  the  divergence  of  the  fluid  from  each  atom  of  iron 
by  centrifugal  force  would  have  the  effect  of  shortening*  the 
bar,  which  is  opposed  to  experience. 

Turning  now  to  a  modified  theory  of  jEpinus,  it  will  be 
found  to  explain  tolerably  well  facts  which  are  unaccounted 
for  by  the  former  theory. 

Let  the  black  circles  in  fig.  26  represent  in  section  six 
atoms  of  iron,  the  shadowed  circles  about  them  atmospheres 
of  magnetism,  and  the  rings  beyond  these  still  rarer  atmo- 
spheres of  electricity.  Further,  let  the  space  between  these 
compound  atoms  be  supposed  to  be  filled  with  calorific  ether 
in  a  state  of  vibration,  or,  otherwise,  to  be  occupied  with  the 
oscillations  of  the  atoms  themselves.  Such  a  state  of  things 
may  probably  give  an  idea  of  part  of  a  bar  of  uumaguetized 
steel  or  iron.  Now,  if  an  inductive  influence  be  applied  to 
the  atoms,  the  magnetism  may  be  supposed  to  accumulate 
on  one  side  of  the  atoms  of  iron,  as  represented  by  fig.  27, 
and  the  bar  rendered  magnetic. 

Such  a  theory  seems  to  me  to  afford  a  natural  and  complete 
expression  of  £icts.  It  supposes  nothing  which  we  cannot 
readily  comprehend,  except  the  existence  and  elementary 
properties  of  matter,  which  are  necessarily  assumed  by  every 
theory,  and  which  the  Great  Creator  has  placed  utterly 
beyond  the  grasp  of  the  human  understanding. 

When  all  the  magnetism  of  each  atom  of  iron  is  accumu- 
lated on  one  side,  the  bar  may  be  said  to  be  saturated. 

It  is  obvious  that  when  the  magnetism  is  thus  being  accu- 
mulated on  one  side  of  the  particles,  the  bar  will  increase  in 
length  in  the  direction  of  its  polarity,  and  decrease  in  a 
direction  at  right  angles  to  the  length.  The  former  fact  I 
have  proved  by  the  foregoing  experiments ;  and  there  can  be 
little  doubt  that  a  very  delicate  apparatus  would  exhibit'  the 
diminution  of  the  thickness  of  a  bar  of  iron  in  consequence 
ol  the  communication  of  magnetic  virtue. 

*  Further  on  it  will  be  seen  that  a  bar  under  strong  tension  is  shortened 
by  magnetization. — Note  by  J,  P,  J.  in  1882. 
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Th^  hypothesis  will  also  account  for  the  fact  that  at  a 
certain  degree  of  heat  all  the  magnetic  power  of  iron  is 
destroyed.  I  have  already  observed  that  the  space  left 
between  the  magnetic  particles  in  fig.  27  represents  the 
room  taken  np  by  their  vibration.  This  vibration  is  called 
heat,  and  will  of  course  increase  in  violence  and  extent  with 
the  increase  of  the  temperature  of  the  bar.  Now  it  is 
natural  to  suppose  that  the  atoms  of  iron  have  far  greater 
weight  and  inertia  than  the  atmospheres  of  magnetism  and 
electricity  which  surround  them — therefor^  that  these  atmo- 
spheres will  be  in  a  state  of  vibration,  while  the  atoms  of  iron 
remain  in  a  state  of  comparative  quiescence ;  and  when  the 
vibration  has  reached  a  certain  intensity,  the  inductive  influ- 
ence will  not  be  able  to  arrange  the  magnetism  in  any  definite 
direction  with  regard  to  the  atoms  of  iron. 

The  retentive  power  may  be  explained  by  supposing  the 
magnetism  to  adhere  to  the  atoms  of  iron  to  a  certain  extent. 
And  if  we  make  another  supposition,  viz.  that  an  atom  of 
iron,  on  combining  with  an  atom  of  carbon,  loses  its  attrac- 
tion for  magnetism  in  the  side  which  is  next  the  carbon,  the 
superior  retentive  power  of  steely  in  comparison  with  that  of 
iron,  will  be  explained. 


On  Voltaic  Apparatus*. 

[Proceedings  of  the  London  Electrical  Sodety.] 

Dbar  Sir^ 

Having  recently  ascertained  some  circumstances  rela- 
tive to  voltaic  apparatus,  which  have,  I  think,  considerable 
value  in  a  practical  point  of  view,  I  desire  to  communicate 
my  experience  to  you,  and,  through  you,  to  the  Electrical 
Society. 

If  a  plate  of  copper  be  placed  in  dilute  sulphuric  acid,  it 

win  be  gradually  dissolved,  and,  after  a  certain  length  of 

time,  the  liquid  will  be  found  to  have  acquired  a  blue  tinge 

owing  to  the  solution  of  oxide  of  copper.     If  now  a  plate  of 

•  In  a  letter  to  0.  V.  Walker,  Sec  Lond.  Electr.  Soc 
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amalgamated  zinc  be  placed  in  voltaic  association  with  the 
copper^  a  powerful  current  wiU  pass  along  the  connecting 
wire,  equal  in  intensity*  to  that  which  would  have  been  pro- 
duced by  a  Daniell^s  cell.  But  in  the  meantime  a  part  of 
the  copper  in  solution  will  have  precipitated  itself  on  the 
amalgamated  zinc^  causing  a  local  action,  which  will  speedily 
destroy  the  plate. 

But  if,  instead  of  allowing  the  copper  to  remain  alone  in 
the  acid  before  the  battery  is  completed,  it  be  placed  in  the 
dilute  sulphuric  acid  along  with  a  piece  of  amalgamated 
zinc,  connected  with  it  by  means  of  a  copper  wire,  the 
pair  thus  formed  will  not,  after  the  immediate  effects  of 
immersion  are  passed  away,  be  as  intense  as  was  the  former 
one ;  but  then  it  will  work  without  local  action. 

The  due  consideration  of  these  facts  will  enable  us  to 
understand  why  local  action  is  so  common  an  annoyance 
to  those  who  work  with  acid  batteries  in  which  copper  is 
employed  as  the  negative  element.  It  will  also  point  out  the 
following  means  for  remedying  that  defect : — 

1st.  Every  part  of  the  copper  surface  which  is  immersed 
in  the  liquid  should  be,  so  to  speak,  in  sight  of  the  amal* 
gamated  zinc.  Any  part  not  so  situated  is  not  actively 
engaged  in  propagating  the  current,  and  is  consequently 
liable  to  enter  into  solution,  and  then  to  be  precipitated 
on  the  zinc.  If  we  use  the  WoUaston's  arrangement,  we 
should  not  (as  is  common)  bend  the  copper  about  the  zinc, 
but  the  zinc  about  the  copper. 

2nd.  When  the  copper  battery  is  immersed  in  its  trough, 
it  should  be  set  to  work  immediately,  and  the  current  should 
be  allowed  to  pass  with  as  few  intermissions  as  possible. 
If  we  wish  to  make  such  a  change  in  our  apparatus  aa  « 
will  occupy  any  length  of  time,  we  should  either  take  the 
battery  out  of  its  trough,  or  else  we  should  connect  its 
poles  by  a  wire,  the  conducting-power  of  which  is  sufQcient 
to  occasion  a  slight  effervescence  on  the  copper  surfaces. 

•  It  will  be  proper  to  observe  that,  throughout  this  paper,  I  meaii  by 
the  word  "  intensitj  "  electromotive  force.  It  is  always  proportiozud  to 
the  quantity  of  current  multiplied  by  the  resistance  of  the  whole  circuit. 
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By  adopting  these  precautions^  I  find  that  I  am  able  to 
use  a  copper  battery,  charged  with  a  strong  solution  of 
sulphuric  acid,  without  being  annoyed  by  local  action. 

I  now  endeayoured  to  ascertain  the  best  method  of  giving 
the  copper  a  surface  adapted  for  the  transmission  of  a  large 
quantity  of  electricity.  I  tried  the  platinizing  process  first, 
and  found  that,  after  a  plate  of  copper  had  been  immersed  for 
an  instant  in  an  extremely  dilute  solution  of  platinum,  its 
surface  was  closely  assimilated  in  electric  character  to  that  of 
a  plate  of  platinized  silver — the  quantity  of  platinum  required 
for  the  purpose  being  far  too  small  to  be  regarded  in  an 
economical  point  of  view.  Then  I  tried  the  plans  which  had 
been  suggested  by  Professor  PoggendorflF  and  yoursetf*, 
particularly  that  of  heating  the  copper  to  redness  in  air — 
a  method  which  has,  I  think^  some  advantage  over  the  other 
processes. 

By  this  means,  aud  by  the  precautions  against  local  action 
of  which  I  have  previously  spoken,  I  was  able  to  construct  a 
copper-zinc  acid  battery,  not  much  inferior  in  any  respect  to 
that  of  Mr.  Smee,  while  at  the  same  time  the  stability  f  of 
the  copper  plates  gave  me  the  advantage  of  a  superior 
mechanical  arrangement. 

Fig.  28. 


The  arrangement  to  which  I  am  alluding  is  so  convenient 
in  practice  that,  although  it  has,  with  the  order  of  metals 
reversed,  already  received  publication  in  the   'Annals  of 

•  Proc.  Electr.  Soc.  part  ii.  p.  92 ;  also  part  i.  p.  30. 

t  I  have  tried  the  platinized  plated  copper  suggested  by  Mr.  Smee.  Its 
stability  lenders  it  much  better  adapted  for  the  mechanical  arrangement 
of  a  battery  than  the  platinized  silver  foiL 
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Fig.  29. 


Electricity'*,  I  hope  to  be  permitted  to  describe  it  here, 
connected  as  it  is  with  the  general  object  of  this  com- 
monication. 

Pig.  28  (p.  55)  represents  my  battery.  It  is  adapted  for  the 
common  divided  trough,  and  is  constructed  as  follows : — I 
take  ten  pieces  of  sheet  zinc,  each  of  which  is  10  inches  long, 
8i  inches  broad,  and  about  ^  of  an  inch  thick.  These  I 
bend  over  a  gauge,  into  the  shape  which,  for  the 
sake  of  clear  illustration,  I  have  delineated  in 
fig.  29.  I  amalgamate  those  parts  of  them  which 
will  have  to  be  immersed  in  the  acid,  polish  the 
top  of  each  with  glass-paper,  and  place  in  the 
bent  part  of  each  a  piece  of  semicircular  wood, 
furnished  with  a  longitudinal  saw-cut.  Having 
thus  prepared  the  zincs,  I  place  them  in  the  cells  of  an  empty 
trough.  I  then  take  ten  plates  of  thick  sheet  copper,  bend 
them  into  the  shape  represented  by  fig.  30, 
prepare  their  surfaces  by  red  heat,  polish  that 
part  which  is  to  come  into  contact  with  the 
zinc,  and  fix  them  within  the  zincs  by  inserting 
their  bottom  edges  in  the  saw-cuts  of  which  I 
have  spoken.  Lastly,  the  pieces  of  wood,  aaa 
&c.,  are  put  in  their  places,  a  screw-bolt  is  passed 
through  the  whole  series  by  means  of  a  hole  in  the  centre 
of  each,  and  the  whole  is  secured  by  screwing  on  the  nut. 

When  my  object  is  to  construct  a  battery  of  a  large  number 
of  small  plates,  I  dispense  with  the  pieces  of  wood  and  screw- 
Fig.  81. 


Rg.80. 


bolt,  and  simply  insert  the  plates  in  the  transverse  saw-cuts 
of  a  piece  of  wood.     This  battery  is  represented  by  fig.  31. 

With  a  battery  of  ten  pairs,  similar  to  that  represented  by- 
fig.  28,  furnished  with  coppers  which  had  been  prepared  by 
•  VoL  V.  p.  197. 
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heat^  and  immersed  in  a  dilute  solution  of  sulphuric  acid^  I 
Iiave  raised  10  inches  of  platinum  wire  ^  of  an  inch  thick^ 
to  a  white  heat.  The  great  intensity,  however,  which  produced 
such  striking  calorific  effects  passed  off  in  a  minute  or  two ; 
gas  began  to  arise  from  the  copper ;  and  the  intensity  became 
constant,  and  about  one  half  of  what  it  was  at  first.  The 
inferior  constant  intensity  was  the  principal  remaining  defect 
of  the  copper-zinc  and  acid  battery ;  I  therefore  endeavoured 
to  devise  means  for  improving  its  electromotive  force.  .  In 
this  inquiry  I  ascertained  the  following  facts : — 

1st.  That  the  intensities  of  the  arrangements  of  Grove  and 
DanieU  are  very  nearly  in  the  ratio  of  five  to  three.  My 
experiments  on  this  point  confirm  those  of  Professor  Jacobi, 
who  finds  these  intensities  to  be  in  the  ratio  of  22515  to 
18552*. 

2nd.  That  Professor  DanieU's  battery  has  the  same  in- 
tensity, whether  the  fluid  in  contact  with  the  copper  holds  in 
solution  the  nitrate  or  the  stdphate  of  copper. 

3rd.  That  copper-zinc  and  platinum-zinc  pairs  have  re- 
spectively the  same  intensities  as  the  arrangements  of  DanieU 
and  Grove,  if  they  are  immersed  in  solutions  of  nitric  acid 
SQjSciently  strong  to  prevent  the  evolution  of  hydrogen  gas 
firom  the  negative  elements.    And 

4th.  That  the  intensity  of  the  copper-zinc  battery,  at  the 
instant  of  its  immersion  in  dilute  sulphuric  acid,  is  equal  to 
that  of  a  Daniell's  cell. 

With  the  view  of  making  a  practical  use  of  the  fourth  fact, 
I  caused  a  circular  plate  of  copper,  ten  inches  in  diameter, 
and  dipping  to  the  depth  of  nearly  three  inches  in  dilute  sul- 
phuric acid,  to  be  fixed  on  a  horizontal  axis,  connexion  being 
maintained,  through  the  galvanometer,  between  it  and  a  plate 
of  amalgamated  zinc.  On  revolving  the  disk,  each  part  of  it-s 
circumference  was  alternately  exposed  to  the  atmosphere  and 
immersed  in  the  acid.  The  electric  current  generated  in  these 
drcumstances  was  equal  in  intensity  to  that  produced  by  a 
Daniell's  cell,  when  it  had  to  traverse  120  yards  of  copper 
wire  of  ^  of  an  inch  diameter.  But  when  a  wire  of  greater 
•   Vide  Proc.  Electr.  See.  part  i.  p.  40. 
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conducting-power  was  used,  the  intensity,  though  considerably 
greater  than  it  would  have  been  without  the  revolution  of  the 
plate,  was  not  equal  to  that  standard,  the  quantity  of  oxygen 
absorbed  from  the  atmosphere  not  being  equivalent  to  the 
quantity  of  current  produced  in  this  latter  case.  By  increasing 
the  size  of  the  disk,  I  have  no  doubt  that  the  intensity  would 
be  raised  as  high  as  that  of  a  DanielFs  cell,  even  when  the 
elements  are  connected  by  a  very  short  and  thick  wire ;  but 
in  that  case  the  cumbrousness  of  the  apparatus  would,  I 
apprehend,  preclude  it  from  being  practically  useful*. 

I  have  also  attempted  to  make  a  practical  use  of  the  third 
fact.  I  was  aware  that  you  had  condemned  the  use  of  nitric 
acid  in  the  charge  of  the  acid  battery ;  but,  remembering  that 
it  had  been  used  by  Dr.  Faraday  in  a  very  dilute  state  without 
producing  much  local  action t,  I  did  not  like  to  relinquish, 
without  another  trial,  the  great  intensity  which  nitric  acid 
gives  to  the  acid  battery. 

I  will  not  detain  you  by  describing  the  extensive  series  of 
experiments  which  I  have  made  on  this  subject.  I  will  only 
observe  that  I  could  work  with  an  acid  composed  of  16 
measures  of  water,  3  measures  of  strong  oil  of  vitriol,  and 
1  measure  of  nitric  acid  sp.  gr.  1*3,  without  being  annoyed 
by  much  local  action,  the  intensity,  even  when  the  circuit  was 
completed  by  a  short  wire,  being  equal  to  that  of  a  DanieU^s 
cell,  and  the  quantity  of  electricity  transmitted  much  greater 
than  in  a  comparative  Darnell's  cell.  Still  I  was  obliged 
ultimately  to  revert  to  your  opinion  ;  for  the  zinc  plates  were 
generally  acted  upon  violently  after  they  had  been  used  a  few 
times. 

There  is  also  an  objection  against  the  use  of  nitric  add, 
which  has  some  weight  in  an  economical  point  of  view ;  for 
when  it  is  used,  there  is  a  portion  of  nitric  acid  decomposed 
by  nascent  hydrogen  from  the  negative  plate,  besides  the  usual 
equivalent  of  nitric  or  sulphuric  acid. 

I  have  no  farther  observations  to  make  on  batteries  without 
diaphragms,  but  am  not  willing  to  conclude  without  testifying 

*  See  further  on,  where  the  efiects  of  immersion  are  studied, 
t  Experimental  Researches  (1139). 
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my  sense  of  the  value  of  your  method  of  constructing  the  add 
battery  with  diaphragms  for  long-continued  and  constant 
action^  such  as  is  required  for  electrotype.  I  have  myself 
uaed  your  process^  and  have  witnessed  with  pleasure  and 
surprise  the  rapidity  with  which  the  copper  spread  itself  over 
the  black  lead  which  I  had  rubbed  on  the  inner  surface  of  a 
jar  more  than  two  feet  deep  and  three  inches  in  diameter. 
You  state  that  dilute  sulphuric  acid  alone  produces  a  current 
of  sufficient  intensity  for  electrotype :  for  other  purposes^ 
however,  it  is  desirable  to  use  the  cupreous  solution  mingled 
with  a  small  quantity  of  free  sulphuric  acid,  in  contact  with 
the  copper  of  a  diaphragm  battery. 

I  am,  yours  truly, 

James  P.  Joule. 

Bioom  Hilly  near  Maocheeter, 
March  12th,  1842. 


On  the  Production  of  Heat  hy  Voltaic  Electricity. 
By  J.  P.  Joule*. 

['  Proceedings  of  the  Boyal  Society,'  December  17, 1840.] 

The  inquiries  of  the  author  are  directed  to  the  investigation  * 
of  the  cause  of  the  diflFerent  degrees  of  facility  with  which 
various  kinds  of  metal,  of  different  siz^es,  are  heated  by  the 
passage  of  voltaic  electricity.  The  apparatus  he  employed 
for  this  purpose  consisted  of  a  coil  of  the  wire,  which  was  to 
be  subjected  to  trial,  placed  in  a  jar  of  water,  of  which  the 
change  of  temperature  was  measured  by  a  very  sensible  ther- 
mometer immersed  in  it ;  and  of  a  galvanometer,  to  indicate 
the  quantity  of  electricity  sent  through  the  wire,  which  was 
estimated  by  the  quantity  of  water  decomposed  by  that  elec- 
tricity. The  conclusion  he  draws  from  the  results  of  his 
experiments  i^^  that  the  calorific  effects  of  equal  quantities  of 
transmitted  electricity  are  proportional  to  the  resistance 
opposed  to  its  passage,  whatever  may  be  the  length,  thickness, 
*  The  experiments  were  made  at  Broom  HUl,  near  Manchester. 
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shape^  or  kind  of  metal  whicli  closes  the  circuit ;  and  also 
that^  cateri8  paribus,  these  effects  are  in  the  duplicate  ratio 
of  the  quantities  of  transmitted  electricity,  and,  consequently, 
also  in  the  duplicate  ratio  of  the  velocity  of  transmission. 
He  also  infers  from  his  researches  that  the  heat  produced  by 
the  combustion  of  zinc  in  oxygen  is  likewise  the  consequence 
of  resistance  to  electric  conduction. 


On  the  Heat  evolved  hy  Metallic  Conductors  of  Elec- 
tricity^ and  in  the  Cells  of  a  Battery  during  Elec- 
trolysis.    By  James  Prescott  Joule,  Esq.* 

[*  Philosophical  Magazine/  yol.  xix.  p.  260.] 

l^'T^BE  are  few  facts  in  science  more  interesting  than  those 
which  establish  a  connexion  between  heat  and  electricity. 
Their  valde,  indeed,  cannot  be  estimated  rightly,  until  we 
obtain  a  complete  knowledge  of  the  grand  agents  upon  which 
they  shed  so  much  light.  I  hope,  therefore,  that  the  results 
of  my  careful  investigation  on  the  heat  produced  by  voltaic 
action  are  of  sufficient  interest  to  justify  me  in  laying  them 
before  the  Royal  Society. 

Chap.  I. — Heai  evolved  by  Metallic  Conductors. 
2.  It  is  well  known  that  the  facility  with  which  a  metallic 
wire  is  heated  by  the  voltaic  current  is  in  inverse  proportion 
to  its  conducting-power ;  and  it  is  generally  believed  that  this 
proportion  is  exact ;  nevertheless  I  wished  to  ascertain  the 
fact  for  my  own  satisfaction,  and  especially  as  it  was  of  the 
utmost  importance  to  knowf  whether  resistance  to  conduction 
is  the  sole  cause  of  the  heating  efiecis^  The  detail,  therefore, 
of  some  experiments  confirmatory  of  tfe^4?^^  ^  addition  to 
those  already  recorded  in  the  pages  of  scienceJldU  iiot,  I  hope, 
be  deemed  superfluous. 

•  The   experiments  were   made  at  Broom  Hill,  Pendlebui^ 
Manchester.  ' 
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8.  It  was  absolutely  essential  to  work  with  a  galvanometer 
the  indications  of  which  could  be  depended  upon  as  marking 
definite  quantities  of  electricity.  I  bent  a  rod  of  copper  into 
the  shape  of  a  rectangle  (AB^  fig.  32)^  12  inches  long  and 


Fig.  32. 
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6  inches  broad.  This  I  secured  in  a  vertical  position  by 
means  of  the  block  of  wood  C ;  N  is  the  magnetic  needle^ 
8|  inches  long^  pointed  at  its  extremities,  and  suspended  upon 
a  fine  steel  pivot  over  a  graduated  card  placed  a  little  before 
the  centre  of  the  instrument. 

4.  On  account  of  the  laige  relative  size  of  the  rectangular 
conductor  of  my  galvanometer,  the  tangents  of  the  deviations 
of  the  needle  are  very  nearly  proportional  to  the  quantities 
of  current  electricity.  The  small  correction  which  it  is 
necessary  to  apply  to  the  tangents,  I  obtained  by  means  of 
the  rigorous  experimental  process  which  I  have  some  time 
ago  described  in  the  'Annals  of  Electricity'*. 

5.  I  have  expressed  my  quantities  of  electricity  on  the  basis 
of  Faraday's  great  discovery  of  definite  electrolysis ;  and  I 
venture  to  suggest  that  that  quantity  of  current  electricity 
which  is  able  to  electrolyze  a  chemical  equivalent  expressed 
in  grains  in  one  hour  of  time,  be  called  a  degree.  Now,  by  a 
number  of  experiments  I  found  that  the  needle  of  my  galva- 
nometer deviated  33^5  of  the  graduated  card  when  a  current 
was  passing  in  sufficient  quantity  to  decompose  nine  grains 
of  water  per  hour ;  that  deviation,  therefore,  indicates  one 
degree  of  current  electricity  on  the  scale  that  I  propose  to 

•  VoL  iv.  pp.  131, 132,  and  476. 
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be  adopted.    We  shall  see  in  the  sequel  some  of  the  practical 
advantages  which  I  have  had  by  using  this  measure. 

6.  The  thermometer  which  I  used  had  its  scale  graduated 
on  the  glass  stem.  The  divisions  were  wide,  and  accurate. 
In  taking  temperatures  with  it,  I  stir  the  liquid  gently  with 
a  feather ;  and  then,  suspending  the  thermometer  by  the  top 
of  its  stem,  so  as  to  cause  it  to  assume  a  vertical  position,  I 
bring  my  eye  to  a  level  with  the  top  of  the  mercury.  In  this 
way  a  little  practice  has  enabled  me  to  estimate  temperature 
to  the  tenth  part  of  Fahrenheit's  degree  with  certainty. 

7.  In  order  to  ascertain  the  heating-power  of  a  given  me- 
tallic wire,  it  was  passed  through  a  thin  glass 
tube,  and  then  closely  coiled  upon  it.  The 
extremities  of  the  coU  thus  formed  were  then 
drawn  asunder,  so  as  to  leave  a  small  space 
between  each  convolution ;  and  if  this  could 
not  be  well  done,  a  piece  of  cotton  thread  was 
interposed.  The  apparatus  thus  prepared, 
when  placed  in  a  glass  jar  containing  a  given 
quantity  of  water,  was  ready  for  experiment. 
Fig.  33  will  explain  the  dispositions :  A  is  the 
coil  of  wire ;  B  the  glass  jar,  partly  filled  with 
water;  T  represents  the  thermometer.  V7hen 
the  voltaic  electricity  is  transmitted  through 
the  wire,  no  appreciable  quantity  passes  from 
it  to  take  the  shorter  course  through  the  water. 
No  trace  of  such  a  current  could  be  detected, 
either  by  the  evolution  of  hydrogen,  or  the 
oxidation  of  metal. 

8.  Previous  to  each  of  the  experiments,  the 
necessary  precaution  was  taken  of  bringing  the  water  in  the 
glass  jar  and  the  air  of  the  room  to  the  same  temperature. 
When  this  is  accurately  done,  the  results  of  the  experiments 
bear  the  same  proportions  to  one  another  as  if  no  extra^^s 
cooling  agents,  such  as  radiation,  were  present;  for  tE^^I^ 
effects  in  a  given  time  are  proportional  to  the  difference  of  ^ 
the  temperatures  of  the  cooling  and  cooled  bodies;    and 
hence,  although  towards  the  conclusion  of  some  experiments 
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this  cooling  effect  is  very  considerable^  the  absolute  quatMies 
alone  of  heat  are  affected^  not  the  proportions  that  are  gene- 
rated in  the  same  time.  [See  the  table  of  heats  produced 
daring  half  an  hour  and  one  hour,  p.  64.] 

9.  Exp.  1. — ^I  took  two  copper  wires,  each  two  yards  long, 
one  of  them  ^  of  an  inch,  the  other  i^  of  an  inch  thick, 
and  arranged  them  in  coils  in  the  manner  that  I  have  de- 
scribed (7.).  These  were  immersed  in  two  glass  jars,  each 
of  which  contained  nine  ounces  avoirdupois  of  water.  A 
current  of  the  mean  quantity  l^'Kl"^  was  then  passed  con- 
secutively through  both  coils ;  and  at  the  close  of  one  hour  I 
observed  that  the  water  in  which  the  thin  wire  was  immersed 
had  gained  3°'4,  whilst  the  thick  wire  had  produced  only  1°*3. 

10.  Now,  by  direct  experiment,  I  found  that  three  feet  of 
the  thin  wire  could  conduct  exactly  as  well  as  eight  feet  of 
the  thick  wire ;  and  hence  it  is  evident  that  the  resistances  of 
two  yards  of  each  were  in  the  ratio  of  3*4  to  1*27,  which 
approximates  very  closely  to  the  ratio  of  the  heating  effects 
exhibited  by  the  experiment. 

11.  Exp.  2. — ^I  now  substituted  a  piece  of  iron  wire  ^ 
of  an  inch  thick,  and  two  yards  long,  for  the  thick  copper 
wire  used  in  Exp.  1,  and  placed  each  coil  in  half  a  pound 
of  water.  A  current  of  1°*25  Q  was  passed  through  both 
during  one  hour,  when  the  augmentation  of  temperature 
caused  by  the  iron  was  6°,  whilst  that  produced  by  the 
copper  wire  was  5°*5.  In  this  case  the  resistances  of  the 
iron  and  copper  wires  were  found  to  be  in  the  ratio  of  6 
to  5-51. 

12.  Exp.  3. — A  coil  of  copper  wire  was  then  compared 
with  one  of  mercury,  which  was  accomplished  by  enclosing 
the  latter  in  a  bent  glass  tube.  In  this  way  I  had  immersed, 
each  in  half  a  pound  of  water,  llj  feet  of  copper  wire  15*^^ 
of  an  inch  thick  and  22  J  inches  of  mercury  0*065  of  an  inch 
in  diameter.  At  the  close  of  one  hour,  during  which  the 
same  current  of  electricity  was  passed  through  both,  the 
former  had  caused  a  rise  of  temperature  of  4°*4,  the  latter  of 

*  I  place  Q  at  the  end  of  my  degrees^  to  distinguiflh  them  from  those 
of  the  graduated  card. 
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2^*9.    The  resistances  were  found  bya  carefol  experiment  to 
be  in  the  ratio  of  4'4  to  3. 

13.  Other  trials  were  made,  with  results  of  precisely  the 
same  character :  thej  all  conspire  to  confirm  the  tact,  that 
when  a  given  quantity  of  voUaic  electricity  i$  passed  through 
a  metallic  conductor  for  a  given  length  oftime^  the  quantity  of 
heat  evolved  by  it  is  always  proportional  to  the  resistance  * 
which  it  presents,  whatever  may  be  the  length,  thickness,  shape, 
or  kind  of  that  metallic  conductor. 

14.  On  considering  ttts  above  law,  I  thought  that  the 
effect  produced  by  the  increase  of  the  intensity  of  the  electric 
current  would  be  as  the  square  of  that  element;  for  it  is 
evident  that  in  that  case  the  resistance  would  be  augmented 
in  a  double  ratio,  arising  fix>m  the  increase  of  the  quantity  of 
electricity  passed  in  a  given  time,  and  also  from  the  increase 
of  the  velocity  of  the  same.  We  shall  immediately  see  that 
this  view  is  actually  sustained  by  experiment. 

15.  I  took  the  coil  of  copper  wire  used  in  Exp.  3,  and  have 
found  the  different  quantities  of  heat  gained  by  half  a  pound 
of  water  in  which  it  was  unmersed,  by  the  passage  of  elec- 
tricities of  different  degrees  of  tension.  My  results  are 
arranged  in  the  following  table : — 


onsof 
of  the 
ter. 

uantities  of  Cur- 
rent Electricity 
expressed  in  1)^ 
grees(6). 
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25 
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40 

16.  The  differences  between  the  numbers  in  columns  three 

♦  Mr.  Harris,  and  others,  have  proved  this  law  very  satis&ctorily,  using 
common  electricity. 
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and  fonr^  and  in  columns  five  and  six^  are  very  inconsider- 
able^ taking  into  account  the  nature  of  the  experiments, 
and  are  principally  owing  to  the  diflSculty  which  exists  in 
keeping  the  air  of  the  room  in  the  same  state  of  quiet^  of 
hygrometry,  &c.  during  the  diflferent  days  on  which  the 
experiments  were  made.  They  are  much  less  when  a  lai^er 
quantity  of  water  is  used,  so  as  to  reduce  the  cooling  effects 
(28.). 

17.  We  see,  therefore,  that  when  a  current  of  voltaic  elec- 
tricity is  propagated  along  a  metallic  conductor,  the  heat 
evolved  in  a  given  time  is  proportional  to  the  resistance  of  the 
conductor  multiplied  by  the  square^  of  the  electric  intensity. 

18.  The  above  law  is  of  great  importance.  It  teaches  us 
the  right  use  of  those  instruments  which  are  intended  to 
measure  electric  currents  by  the  quantities  of  heat  which  they 
evolve.  If  such  instruments  be  employed  (though  in  their 
present  state  they  are  far  inferior  in  point  of  accuracy  to 
many  other  forms  of  the  galvanometer),  it  is  obvious  that  the 
square  roots  of  their  indications  are  alone  proportional  to  the 
intensities  which  they  are  intended  to  measure. 

19.  By  another  important  application  of  the  law,  we  are 
now  enabled  to  compare  the  jfrictionalf  and  voltaic  electri- 
cities in  such  a  manner  as  to  determine  their  elements  by  the 
quantity  of  heat  which  they  evolve  in  passing  along  a  given 
conductor;  for  if  a  certain  quantity  of  voltaic  electricity 
produce  a  certain  degree  of  heat  by  passing  along  a  given 
conductor,  and  if  the  same  quantity  of  heat  be  generated  by 
the  discharge  of  a  certain  electrical  battery  along  the  same 

•  The  experiments  of  De  la  Rive  show  that  the  calorific  e£^  of  the 
Toltaic  current  increases  in  a  much  greater  proportion  than  the  simple 
ratio  of  the  intensities. — Ann.  de  Chimie,  1836,  part  i.  p.  193.  See  also 
Peltier's  results,  Ann,  de  Chirme,  1836,  part  ii.  p.  249. 

t  The  experiments  of  Brooke,  Cuthbertson,  and  others  prove  that  the 
quantity  of  wire  melted  by  conunon  electricity  is  as  the  square  of  the 
battery's  charge.  Harris,  however,  arrived  at  the  conclusion  that  the 
heating^power  of  electricity  is  simpfy  as  the  charge  (PhiL  Trans.  1834, 
p.  225).  Of  course  the  remark  in  the  text  is  made  on  the  presumption 
that,  when  the  proper  limitations  are  observed,  the  calorific  effect  of 
electricity  is  as  the  square  of  the  charge  of  any  given  battery. 

F 
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conductor,  the  product  of  the  quantity  and  velocity  of  transfer 

of  the  voltaic  electricity  will  be  equal  to  the  product  of  the 

quantity  and  velocity  of  the  frictional  electicity,  or  QY^qv, 

,  Q     V 

whence  —  =  ^. 


Chap.  II. — Heat  evolved  during  Electrolysis. 

20.  Under  the  above  head,  I  shall  now  examine  the  heat 
produced  in  the  cells  of  the  battery,  and  when  electrolytes 
are  experiencing  the  action  of  the  voltaic  current.  It  has 
been  my  desire  to  render  these  experiments  strictly  com- 
parable, both  with  themselves  and  with  those  of  other  philo- 
sophers. I  have  therefore  taken  care  to  apply  the  corrections 
which  either  specific  heat  or  other  disturbing  causes  might 
require,  and  have  by  these  means  been  able  to  express,  in 
every  case,  the  total  amount  of  evolved  heat. 

21.  The  first  of  these  corrections,  which  I  call  Cor.  A, 
arises  from  the  difference  between  the  mean  temperature  of 
the  liquid  used  in  an  experiment  and  that  of  the  surrounding 
atmosphere.  Its  amount  is  determined  by  ascertaining  the 
rapidity  with  which  the  temperature  of  the  liquid  is  reduced 
at  the  end  of  each  experiment. 

22.  The  second  correction  (Cor.  B)  is  for  the  specific  heat 
of  the  liquids  and  the  vessels  which  contain  them ;  and  when 
the  necessary  data  could  not  be  found  in  the  tables  of  specific 
heat,  I  have  supplied  them  from  my  own  experiments.  The 
vessels  were  white  earthenware  jars,  4i  inches  deep  and 
4 J  inches  in  diameter ;  their  caloric  was  one  twelfth  of  that 
contained  by  two  pounds  of  water,  to  which  capacity  I  have 
reduced  the  subsequent  results  *. 

23.  As  resistance  to  conduction  is  the  sole  cause  of  the 
heat  produced  in  the  connecting-wire  of  the  voltaic  battery, 
it  was  natural  to  expect  that  it  would  act  an.  important  part 
in  this  second  class  of  phenomena  also.  It  was  important, 
therefore,  to  begin  by  determining  the  amount  of  heat  evolved 

•  In  the  present  paper,  however,  at  p.  79,  the  capacity  of  one  pound  of 
water  appears  to  have  been  used. — Note,  1881. 
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by  that  quantity  of  conducting  metal  which  I  found  it  con- 
venient to  adopt  as  a  standard  of  resistance*. 

24.  Ten  feet  of  copper  wire,  0*024  of  an  inch  thick,  were 
formed  into  a  coil  in  the  manner  described  in  (7.);  its 
resistance  to  conduction  was  called  unity.  Three  experi- 
ments were  made  in  order  to  ascertain  its  heating-power. 

25.  1st.  A  jar  was  filled  with  two  pounds  of  water,  and  a 
current,  which  produced  a  mean  deviation  of  the  needle  of 
the  galvanometer  (3.)  equal  to  57i°=2°-54  Q  of  current  elec- 
tricity, was  urged  through  the  coil  for  twenty-seven  minutes, 
by  means  of  a  zinc-ironf  battery  of  ten  pairs.  The  heat 
thus  acquired  by  the  water,  after  Cor.  A  and  that  part  of 
Cor.  fi  which  relates  to  the  caloric  of  the  jar  had  been 
applied,  was  6*'-22. 

26.  2nd.  The  battery  was  now  charged  with  a  weaker 
solution  of  sulphuric  acid.  In  this  case  it  passed  the  mean 
current  2°*085  Q  during  forty-five  minutes.  The  heat  thus 
produced,  when  corrected,  was  7°*04. 

27.  3rd.  A  battery  of  five  pairs  (three  of  which  had  plati- 
nized silver,  one  silver,  and  one  copper  for  their  negative 
plates),  passed  the  mean  current  1°'88  Q  during  one  hour, 
in  which  time  7^*47  were  generated. 

28.  "When  the  first  two  experiments  are  reduced  in  order 
to  compare  them  with  the  third,  we  have,  in  accordance 

with  the  principles  laid  down  in  (17.),  i^r^)*'^  07^^^°^^ 

=7^-57,  and  -^^^^  x  ^ix7°04= 7*^-63.     Thus  we  have 
'  (2-085)*     45 

r-57  +  7°-63  +  7°-47     -ok«  *u  *^*      ^  v    + 
=7^-56,  the  mean  quantity  of  heat  pro- 

o 

duced  per  hour  by  the  passage  of  l°-88  Q  of  current  electricity, 
against  the  above  unit  of  resistance. 

29.  Before  I  proceed  to  give  an  account  of  some  experi- 
ments on  heat  evolved  in  the  cells  of  voltaic  pairs,  it  is 

•  This  was  my  first  unit  of  resistance. — Note,  1881. 

t  Whenever  an  iron  battery  was  used,  it  was  of  course  placed  at  a 
distance  from  the  galvanometer  sufficiently  great  to  render  its  action  on 
the  needle  inappreciable. 

f2 
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Fig.  34, 


important  to  observe  that  every  kind  of  action  not  essentially 
electrolytic  must  be  eliminated.  For  instance^  the  dissolution 
of  metallic  oxides  in  acid  solvents^  which  has  been  proved 
by  Dr.  Faraday  to  be  no  cause  of  the  current,  is  the  occasion 
of  a  very  considerable  quantity  of  heat,  which,  if  not  accounted 
for  in  the  experiments,  would  altogether  disturb  the  results. 
I  have  taken  the  oxide  of  zinc,  prepared  either  by  igniting 
the  nitrate,  or  by  burning  the  metal,  and  have  repeatedly 
dissolved  it  in  sulphuric  acid  of  various  specific  gravities; 
and  on  taking  the  mean  of  many  experiments,  none  of  which 
differed  materially  firom  the  rest,  I  have  found  that  the  total 
corrected  heat  produced  by  the  dissolution  of  100  grains  of 
the  oxide  of  zinc  in  sulphuric  acid,  is  able  to  raise  two  pounds 
of  water  3°-44. 

30.  Exp.  1. — I  constructed  a  voltaic  pair  consisting  of  thin 
plates  of  amalgamated  zinc  and  platinized  silver  (Mr.  Smee's 
arrangement.  The  plates  were  two  inches 
broad,  and  were  kept  one  inch  asunder  by 
means  of  a  piece  of  wood,  to  the  opposite 
sides  of  which  they  were  bound  with  string ; 
to  the  top  of  each  plate  a  thick  copper  wire 
formed  a  good  metallic  connexion  by  means 
of  a  bfass  clamp.  The  voltaic  pair,  thus  pre- 
pared, was  immersed  in  two  pounds  of  sul- 
phuric acid,  sp.  gr.  1137,  contained  in  one 
of  the  earthenware  jars  (22.) .  The  arrange- 
ment is  represented  by  fig.  34. 

31.  When  the  circuit  was  completed  so  as  to  present  to  the 
current  the  total  metallic  resistance  0*06,  the  galvanometer 
stood  at  49i°=l°-84Q,  and  at  1 7^''= 0^-453  Q  when  the 
total  metallic  resistance  was  increased  to  1*16  by  the  addition 
to  the  circuit  of  ten  feet  of  thin  copper  wire.   Hence,  according 

to  the  principles  laid  down  by  Ohm,  — ^^?^  = -2l^^  . 

from  which  r,  the  resistance  of  the  voltaic  pair,  =0*299. 
Immediately  after  this  trial,  the  temperature  of  the  liquid 
being  exactly  49®,  and  that  of  the  air  50^-2,  the  circuit  was 
completed  for  one  hour,  during  which  the  needle  first  advanced 
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a  Httle  firom  50°,  and  then  declined  to  46°,  the  average* 
deviation  being  48^  44/=l°'8Q.  The  temperature  of  the 
liquid  was  then  53°*7,  indicating  a  rise  of  4°*7.  Another 
.  .  ,  1-59  0-382  ,  ,    ^, 

tnal  now  gave   ^^..^^  ""p+lFoe  '   ^*^®^^  ^'  ^^^  '®" 

sistance  of  the  pair  at  the  close  of  the  experiment,  =0*288 ; 
the  mean  resistance  of  the  pair  was  therefore  0'293« 

32.  Now  in  order  to  obtain  the  total  amount  of  heat 

evolved  by  the  pair,  reduced  to  the  capacity  of  two  pounds  of 

water,  we  have  4**-7  +  0°-4  (on  account  of  Cor.  A  (21.))  and 

-0°-5  (on  account  of  Cor.  B  (22.))  =4°-6.     The  correction 

due  to  the  dissolution  of  oxide  of  zinc  is  found  by  multiplying 

3°"44 
its  quantity  by  -ttjtt-  (see  (29.)),  the  quantity  of  the  oxide 

being  obtained  by  multiplying  the  equivalent  of  oxide  of  zinc 
by  the  mean  quantity  of  current  electricity.    We  have  then 

40-3  X 1-8  x^^=2°-5;  this,  when  subtracted  from  4^-6, 

leaves  2°'l,  the  corrected  voltaic  heat. 

33.  Assuming  in  this  case,  as  well  as  in  that  of  a  metallic 
conductor,  that  the  heat  evolved  is  proportional  to  the  resist- 
ance multiplied  by  the  square  of  the  electric  intensity,  we 

have,  from  the  data  in  (28.)  and  (31.),  7v4lv2  ><  0*293  x  r-56 

=2°-03,  which  is  very  near  2°'l,  the  heat  deduced  from 
experiment. 

34.  Exp.  2. — I  now  constructed  another  pair,  consisting 
of  plates  precisely  similar  to  those  used  in  Exp.  1,  but  half 
an  inch  only  asunder;  it  was  also  inmiersed  in  two  pounds  of 
sulphuric  acid,  sp.  gr.  1137.  The  circuit  was  closed  for  one 
hour,  during  which  the  needle  of  the  galvanometer  advanced 
gradually  from  47^°  to  50^°,  the  mean  deviation  being 
49°  35'  =1°-84Q.  The  liquid  had  then  gained  4°-8;  this 
+0^1  (for  Cor.  A)  and  -0°-5  (for  Cor.  B)  =4°-4.  The 
heat  due  to  the  dissolution  of  oxide  of  zinc  is  in  this  case 


•  During  each  experiment  the  deflections  of  the  needle  were  noted  at 
intervals  of  ^y^  minutes,  or  less.    Thence  I  deduce  my  aveiages. 
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40-3  X 1-84  X  7^=2^55,  which,  when  subtracted  from  4% 

leaves  the  corrected  voltaic  heat  1°'85. 

85.  The  resistance  of  the  pair  was  ascertained,  in  this  as 

in  every  other  instance,  at  the  beginning  and  at  the  end  of 

1*714 
the  experiment.    The  equations  thus  obtained  were        ,    .^ 

0-432         ,      1-91  0-446        ,  non        ^ 

==f+0^  ^d  ^r^^^:=^^,-^^^,  whence    r=0-311   and 

r'= 0*275 ;  the  mean  resistance  was  therefore  0*293.  Now, 
calculating  as  before  (33.)  on  the  basis  of  the  heat  produced 
by  the  passage  of  electricity  against  the  standard  of  resistance, 

we  have  jJ^J'  X  0'293  x  7°*56=2P-12. 

36.  Exp.  3. — ^I  formed  another  pair  on  Mr.  Smee's  plan ; 
it  was  similar  to  the  last,  with  the  exception  that  the  plates 
were  only  one  inch  broad.  When  the  circuit  was  closed,  a 
current  of  the  mean  intensity  1^-46  Q  passed  through  the 
apparatus  during  one  half  hour.  The  heat  thereby  produced, 
when  corrected,  and  reduced  on  account  of  the  dissolution  of 
oxide  of  zinc,  was  0°-84. 

37.  Inthisinstancethemeanresistance  was  0-32,-  whence, 
by  a  calculation  precisely  similar  to  those  given  under  Exps« 
1  and  2,  we  have  the  theoretical  amount  of  heat  =0°-74. 

38.  The  three  instances  above  given  are  specimens  taken 
from  a  number  of  experiments  with  the  platinized  silver  pairs. 
The  mean  of  the  eight  unexceptionable  experiments  which  I 
have  made  with  them,  gives  2°-08  of  actual  and  2°*13  of 
theoretical  heat;  and  not  one  of  the  individual  experiments 
presented  a  greater  difference  between  real  and  calculated 
heat  than  Exp.  2. 

89.  Exp.  4. — A  plate  of  copper,  four  inches  broad,  waa 
bent  about  a  plate  of  amalgamated  zinc  three  inches  and  a 
half  broad,  so  as  to  form  a  pair  of  Wollaston's  double  battery. 
It  was  placed  in  a  jar  containing  two  pounds  of  dilute  sul- 
phuric acid.  In  this  instance,  the  total  voltaic  heat  that  was 
generated  was  1°*2,  the  calculated  result  being  1^-0  only. 
Repeated  experiments  with  the  copper  pairs  gave  similar 


CELLS  OF  A  BATTERY.  71 

results,  the  real  heat  being  invariably  somewhat  superior  to 
that  which  the  doctrine  of  resistance  would  demand.  The 
cause  of  this  I  have  found  in  a  slight  local  action,  which  it  is 
almost  impossible  to  avoid  in  the  common  copper  battery. 

40.  Exp.  5. — ^I  now  constructed  a  single  pair  on  Mr. 
Grove's  plan.  The  platinum,  two  inches  broad,  was  immersed 
in  an  ounce  and  a  half  of  strong  nitric  acid  contained  in  a 
4-inch  pipe- clay  cell ;  the  amalgamated  zinc  plate,  also  two 
inches  broad,  was  immersed  (at  the  distance  of  an  inch  and 
a  half  firom  the  platinum)  in  thirty  oimces  of  sulphuric  acid, 
sp.  gr.  1156.  The  whole  was  contained  in  one  of  the  jars 
(22.). 

41.  A  trial,  made  first  as  usual,  in  order  to  ascertain  the 

.   ,,  .  4-4  0-816        , 

resistance  of   the  pair,   gave    ^^^.^^  =  ^^q.qq>  whence 

r=0'441.  As  soon  as  the  slight  heat  acquired  during  the 
above  trial  was  equably  diffused  through  the  apparatus,  the 
thermometer  placed  in  the  dilute  sulphuric  acid  stood  at 
51®-95,  the  temperature  of  the  air  being  52°'4.  The  circuit 
was  then  immediately  closed  for  ten  minutes,  during  which 
time  the  needle  of  the  galvanometer  advanced  steadily  from 
68^40'  to  71°  20^,  the  mean  deviation  being  70"^  9'  =4°-77  Q. 
As  soon  as  the  heat  thus  generated  was  equably  diffused*, 
the  thermometer  immersed  in  the  dilute  sulphuric  acid  stood 
at  56^*7,  indicating  a  rise  of  4°'75.    Another  trial  now  gave 

i  ^  ^^  =  -| — jr-7^,  whence  r'= 0"418.  The  mean  resistance 
1^+2-26      rH-006' 

of  the  pair  was  therefore  0*427. 

42.  4°-75  +  0°-l   (for  Cor.  A),  and  -0°-4  (for  Cor.  B, 

which  in  this  case  includes  the  capacity  for  heat  of  the  porous 

cell),  =4°*45.    The  heat  generated  by  the  dissolution  of  oxide 

3°'44     Itf 
of  zinc  was  in  this  case  40'3  x  4*77  x  T7)o"^^=l°*l^ 

which,  subtracted  from  4°'45,  leaves  the  corrected  voltaic 
heat  3°-85. 

*  By  gently  stirring  the  dilate  sulphnric  acid  with  a  feather,  so  as  to 
brmg  every  part  in  successive  contact  with  the  porous  cell^  during  two 
minotes. 
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48.  The  theoretical  result  is  j^^I  x  0-427  x  7^-56  x  i^ 

44.  Exp.  6  was  made  with  a  pair  in  every  respect  similar 
to  the  last;  the  circuit,  however,  was  completed  by  means  of 
a  thin  copper  wire,  in  order  to  reduce  the  intensity  of  the 
current.  At  the  end  of  one  hour,  during  which  the  needle 
of  the  galvanometer  advanced  gradually  from  41°  to  42°,  the 
corrected  voltaic  heat  that  was  generated  was  1°'7.  The 
theoretical  result  was  1°*82. 

45.  I  was  desirous  of  knowing  how  far  the  same  principles 
would  apply  to  the  heat  generated  in  Prof.  Daniell^s  constant 
battery.  But  in  this  battery  the  heat  is  lessened,  in  conse- 
quence of  the  separation  of  oxide  of  copper  from  the  sulphuric 
acid  with  which  it  is  combined.  This  is  altogether  a  secondary 
effect,  and  should  be  eliminated,  as  was  the  heat  produced  by 
the  dissolution  of  oxide  of  zinc.  I  have  not  yet  been  able  to 
obtain  accurate  data  for  the  correction  thus  needed,  and 
shall  therefore  content  myself  with  remarking  that  my  results 
with  Mr.  Darnell's  arrangements  are,  as  far  as  they  go,  quite 
consistent  with  the  theory  of  resistances. 

46.  Experiments  such  as  I  have  related  were  varied  in 
many  ways ;  and  sometimes  a  number  of  pairs  were  arranged 
80  as  to  form  a  battery.  Still  the  results  were  similar,  and 
established  the  fact  that  the  heat  which  is  generated  in  a  given 
time  in  any  pair y  by  true  voltaic  action,  is  proportional  to  the 
resistance  to  conduction  of  that  pair,  multiplied  by  the  square 
of  the  intensity  of  the  current. 


47.  I  now  made  some  experiments  on  the  heat  consequent 
to  the  passage  of  voltaic  electricity  through  electrolytes. 

48.  Exp.  7. — Two  pieces  of  platinum  foil,  each  of  which 
was  an  inch  long  and  a  quarter  of  an  inch  broad,  were  her- 
metically sealed,  by  the  wires  to  which  they  were  attached, 
into  the  ends  of  two  pieces  of  glass  tubing :  these  wires,  when 
the  apparatus  was  in  action,  terminated  in  mercury-cups.  The 
tubes  thus  prepared  were  bound  together  by  thread,  so  as  to 
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keep  the  pieces  of  platmum  foil  at  the  constant  distance  of 
ha]f  an  inch  asunder.  This  apparatus  was  immersed  in  two 
pounds  of  dilute  sulphuric  acid^  sp.  gr.  1154,  contained  in  one 
of  the  jars  (22.). 

49.  A  battery  of  twenty  (four-inch)  double  iron-zinc 
plates  was  then  placed,  with  its  divided  troughs  (which  were 
charged  with  a  pretty  strong  solution  of  sulphuric  acid),  at  a 
distance  firom  the  galvanometer  suflBciently  great  to  obviate 
any  disturbing  effect  on  the  needle.  To  the  electrodes  of 
this  battery  thick  copper  wires  were  secured,  so  that  by 
means  of  one  of  them  connexion  could  be  made  to  the  gal- 
vanometer, and  by  means  of  the  other  to  the  decomposing 


Fig.  86. 


cell.     In  fig.  35,  A  represents  the  battery,  G  the  galvano- 
meter, and  E  the  decomposing  apparatus  (48.). 

50.  In  order  to  ascertain  the  resistances  of  the  battery  or 
of  the  cell,  I  provided  several  coils  *  of  silked  copper  wire, 
the  resistances  of  which  had  been  determined  by  careful  ex- 
periments. When  these  were  traversed  by  the  current,  they 
were  placed  in  such  a  position  as  to  prevent  any  action  on 
the  needle ;  and  at  the  same  time  they  were  kept  under  water, 
in  order  to  prevent  them  from  becoming  hot,  which  would 
have  had  the  effect  of  increasing  their  resistances. 

51.  When  every  thing  was  duly  prepared,  the  battery  was 
placed  in  its  troughs,  and  the  current  from  it  was  urged 
through  the  galvanometer  and  each  of  three  of  the  coils, 
which  were  placed  in  succession  at  E  (the  decomposing  ap- 


*  Two  of  these  coils  had  been  previously  employed  (31.,  41.,  &c.)  in 
ascertaining  the  resistances  of  the  voltaic  pairs:  the  resistance  0*06 
-was  tiiat  of  the  galvanometer  and  connecting  wires. 
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paratus  having  been  removed).  The  resistances  of  these 
coils  were  4'4,  5'5,  and  7'7;  and  the  currents  which  they 
aUowed  to  pass  were  l°-88  Q,  1°'65  Q,  and  r-29  Q. 

52.  The  decomposing  apparatus  was  now  replaced^  and^  the 
proper  connexions  being  made,  electrolytic  decomposition 
was  allowed  to  proceed  during  twenty  minutes,  in  which  time 
the  needle  of  the  galvanometer  gradually  declined  from  55^ 
to  48^°,  the  mean  current  being  1°'9  Q.  The  temperature 
of  the  liquid  had  now  advanced  from  46°*6  to  53°'95,  indi- 
cating an  increase  of  7^*35 .  The  temperature  of  the  sur- 
rounding atmosphere  was  46°*  4. 

53.  The  decomposing  cell  was  now  removed  again,  and 
the  several  coils,  of  which  the  resistances  were,  as  before, 
4'4,  5*5,  and  T'T^  were  successively  put  in  its  place.  The 
battery  now  urged  through  them  1°*73  Q,  l°-48  Q,  and 
l°-22  Q. 

54.  In  this  case,  7^-35 +0^-55  (for  Cor.  A)  and  --0^-64 
(for  Cor.  B)  =7°'26,  the  heat  which  was  generated  in  the 
decomposing  jar. 

55.  The  mean  intensity  of  the  current  when  passing  through 

the  coil  of  which  the  resistance  was  4*4,  was  ^ 

At 

=  1°*805  Q,  but  l°-9  Q  when  it  passed  through  the  decom- 
posing cell.     Hence  (4-4+ 3-15*)?^^  =  7-17;  this,  -.3-15*, 

leaves  4*02,  the  amount  of  obstrtu:tion  presented  by  the  de- 
composing cell. 

56.  Now  we  must  remember  that  when  the  electric  cur- 
rent was  passing  through  the  coils  it  was  urged  by  the  whole 
intensity  of  the  battery,  but  that  in  the  case  of  the  decom- 
posing cell  a  part  of  the  intensity  of  the  zinc-iron  battery 
equal  (as  I  have  found  by  experiment)  to  3  J  pairs,  or  to  one 
sixth  part  of  the  whole,  was  occupied  solely  in  overcoming  the 

♦  From  (51.,  53.)  we  have  the  equations  -^:^  =.^^  and    ^'^^ 


R+7.7    R+4-4        R'+77 

1*22 

whence  Rb2'81  and  R'=d'49:  the  mean  resistance  of  the 


R'-h4-4' 
battery  and  connecting  wires  was  therefore  8*15. 
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resistance  to  electrolyzation^  of  water  in  the  decomposing 
ceU.     In  order,  therefore,  to  deduce  the  true  resistance  to 

conduction,  we  must  subtract ^ from  the  obstruction 

o 

4*02;  and  thus  we  have  2'83,the  true  resistance  to  conduction 

of  the  decomposing  cell. 

57.  The  latter  part  of  this  process  is  difficult  to  express 
clearly;  I  have  therefore  drawn  a  figure  to  illustrate  it. 
Suppose  that  (in  fig.  36)  6  represents  the  intensity  of  the 

Kg.  86. 

4-02  W.                6           E315 
A    I H- 1   B     10-9Q. 

r2-83                        E315 
0   I + 1    D     P-9Q. 

battery,  the  line  R  3*15  the  resistance  of  the  battery  and 
the  connecting  wires,  and  the  remainder  of  the  line  A  B,  or 
4*02  W,  the  resistance  of  wire.  I  have  shown  (55.)  that  the 
current  l^^'QQ  would  pass  against  the  resistance  AB.  But 
we  know  that  1^*9  Q  was  also  passed  when  the  cell  and  the 
battery  formed  the  sole  opposition  (52.),  and  that,  on  account 
of  the  resistance  to  electrqlyzation,  the  virtual  battery-inten- 
sity was  then  one  sixth  less,  and  hence  that  only  five  sixths 
of  the  resistance  represented  by  A  B  could  have  been  opposed 
in  this  case,  in  order  to  the  passage  of  the  same  current. 
Draw,  therefore,  another  line,  C  D,  one  sixth  less  than  A  B, 
and  it  will  represent  tbis  resistance,  from  which,  on  subtracting 
B3'15,  we  have  r  2*83,  the  true  resistance  to  conduction  of 
the  decomposing  apparatus. 

58.  From  (28.)  and  the  data  above  given,  we  have  .:  qJ^^ 

(1-50) 

X  2-83  X  7^-56  x  ^^^ = 7°-29,  the  theoretical  result. 

59.  I  made  three  other  experiments  with  the  same  elec- 
trodes, and  with  the  same  battery.  The  results  of  these, 
with  those  of  the  experiment  just  given  at  length,  are  as 
follow : — 

*  Faraday's  <  Experimental  Reseaiches'  (1007.). 
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Experimental.        TheoreticaL 


o 


Exp.  7 7-26     7-29 

Exp.  8 8-12     8-32 

Exp.  9 10-2       10-2 

Exp.  10  . . .  9-64     9-75  (Refitted  battery.) 

Mean  ...  8-8       8-89 

60.  Exp.  11.— The  mean  current  0°-846  Q  from  a  battery 
of  ten  zinc-iron  pairs  was,  by  means  of  the  same  electrodes, 
sent  through  two  pounds  of  dilute  sulphuric  acid  for  half  an 
hour,  during  which  the  corrected  heat  that  was  generated  was 
3°-09. 

61.  In  order  to  find  the  true  resistance  to  conduction  of 
the  decomposing  cell,  it  was  necessary  to  remember  that  in 
this  instance  one  third  of  the  intensity  of  the  ten  pairs  was 
expended  in  overcoming  the  resistance  to  electrolyzation  of 
the  water.  V^Tith  this  exception  the  calculations  were  made 
precisely  as  before,  and  gave  3*76  for  the  resistance  of  the 
cell,  whence  we  have  the  theoretical  heat  2°-88. 

62.  I  now  dismissed  the  narrow  electrodes,  and  substituted 
for  them  two  pieces  of  platinum  foil,  dipping  to  the  bottom 
of  the  liquid.  They  were  one  inch  apart ;  and  each  presented 
to  the  dilute  sulphuric  acid  a  surface  of  seven  square  inches. 
In  this  case  I  used  twenty  pairs  of  zinc-iron  plates  arranged 
in  a  series  of  ten. 

63.  The  mean  of  six  experiments  with  this  apparatus  gave 
4°*42  of  actual,  and  4°' 13  of  theoretical  heat.  I  have  no 
doubt  that  the  diflference  is  principally  occasioned  by  the 
formation  of  the  deutoxide  of  hydrogen,  which  is  known  to 
occur  to  a  considerable  extent  when  oxygen  is  evolved  from 
an  extended  surface.  Of  this  we  have  another  instance  in 
the  following  experiment. 

64.  Exp.  12. — Using  the  same  electrodes,  and  a  battery 
of  ten  zinc-iron  pairs,  I  now  passed  a  current  of  the  mean 
intensity  1^*08  Q  through  two  pounds  of  dilute  nitric  acid, 
sp.  gr.  1047,  for  half  an  hour.  The  heat  that  was  thus 
generated,  when  properly  corrected,  was  3°. 

65.  This  experiment  was,  as  the  others,  conducted  in  the 
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manner  described  at  length  under  Exp.  7.     Water  chiefly* 
was  decomposed;  and  I  ascertained,  experimentally^ that  about 

^p,  of  the  intensity  of  the  battery  was  expended  in  overcoming 
resistance  to  electrolysis.     Thus   I  had  3*52 ^7^ 


=2'03,  the  resistance  to  conduction;   and  hence    ^-g^Q^.g 


(1'08)« 
(l-88)« 

X 203  X 7*^-56 X gQ/=2*53,  the  theoretical  heat. 

66.  Exp.  13. — ^Two  plates  of  copper,  each  of  which  was 
two  inches  broad,  were  secured  at  the  distance  of  one  inch 
apart,  and  immersed  in  two  pounds  of  a  saturated  solution 
of  sulphate  of  copper.  Through  this  apparatus,  a  battery  of 
ten  zinc-iron  pairs  passed  the  mean  current  1^  Q  during  half 
an  hour.  The  heat  thus  produced,  when  properly  corrected, 
was  5**-8. 

67.  In  this  case  there  was  no  resistance  to  electrolysis ;  and 
the  action  may  be  r^arded  simply  as  a  transfer  of  copper 
firom  the  positive  to  the  negative  electrode.  All  the  obstruct 
tion,  therefore,  that  was  presented  to  the  current,  was  rests- 

tance  to  conduction.  Its  mean  was  5*5 ;  whence  we  have  tt^^o 

X  5-5  X  r-56  X  ^=5^-88,  the  theoretical  heat. 

68.  We  have  thus  arrived  at  the  general  conclusion  that 
the  heat  which  is  evolved  by  the  proper  action  of  any  voltaic 
current  is  proportional  to  the  square  of  the  intensity  of  that 
current,  multiplied  by  the  resistance  to  conduction  which  it 
experiences.  From  this  law  the  following  conclusions  are 
directly  deduced : — 

69.  1st.  That  if  the  electrodes  of  a  galvanic  pair  of  given 
intensity  be  connected  by  any  simply  conducting  body,  the  total 
voltaic  heat  generated  by  the  entire  circuit  ^provided  always 
thai  no  local  action  occurs  in  the  pair)  vnU,  whatever  may  be 
the  resistance  to  conduction,  be  proportional  to  the  number  of 

*  See  Fanday,  on  the  Electrolysis  of  Nitric  Add,  'Experimental  Be- 
aeaichcs'  (752.). 
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atoms  {whether  of  water  or  of  zinc)  concerned  in  generating 
the  current.  For  if  the  resistance  to  cond  uetion  be  diminished^ 
the  quantity  of  current  will  be  increased  in  the  same  ratio^  and 
hence,  according  to  the  law  (68.),  the  quantity  of  heat  which 
will  thus  be  generated  in  a  given  time  will  be  also  propor- 
tionally increased ;  whilst  of  course  the  unmber  of  atoms 
which  will  be  electrolyzed  in  the  pair  will  be  increased  in 
the  same  proportion. 

70.  2nd.  That  the  total  voltaic  heat  which  is  produced  by 
any  pair  is  directly  proportional  to  its  intensity  and  the  number 
of  atoms  which  are  electrolyzed  in  it.  For  the  quantity  of 
current  is  proportional  to  the  intensity  of  the  pair,  and  con- 
sequently the  quantity  of  heat  evolved  in  a  given  time  is 
proportional  to  the  square  of  the  intensity  of  the  pair ;  but  the 
number  of  atoms  electrolyzed  is  proportional,  in  the  same 
time,  to  the  simple  ratio  only  of  the  current,  or  of  the  inten- 
sity of  th^  pair. 

71.  And  3rd.  That  when  any  voltaic  arrangement,  whether 
simple  or  compound,  passes  a  current  of  electricity  through  any 
substance,  whether  an  electrolyte  or  not,  the  total  voltaic  heat' 
which  is  generated  in  any  time  is  proportional  to  the  number 
of  atoms  which  are  electrolyzed  in  each  cell  of  the  circuit,  muU 
tiplied  by  the  virtual*  intensity  of  the  battery. 

72.  Berzelius  thinks  that  the  light  and  heat  produced  by 
combustion  are  occasioned  by  the  discharge  of  electricity 
between  the  combustible  and  the  oxygen  with  which  it  is  in 
the  act  of  combination ;  and  I  am  of  opinion  that  the  heat 
arising  from  this,  and  some  other  chemical  processes,  is  the 
consequence  of  resistance  to  electric  conduction.  My  expe- 
riments on  the  heat  produced  by  the  combustion  of  zinc 
turnings  in  oxygen  (which,  when  sufficiently  complete,  I  hope 
to  make  public)  strongly  confirm  this  view ;  and  the  quantity 
of  heat  which  Crawford  produced  by  exploding  a  mixture  of 

♦  If  a  decomposing  cell  be  in  the  circuit,  the  virtual  intensity  of  the 
battery  is  reduced  in  proportion  to  its  reastance  to  electroljzation,  the 
"virtual  intensity  of  the  battery"  signifying  the  total  electromotive 
power  of  the  entire  circuit,  where  battery-cells  are  positive  quantities  and 
cells  in  which  decomposition  is  effected  are  negative  quantities. 
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hydrc^en  and  oxygen  may  be  considered  almost  decisive  of 

the  question.    In  his  unexceptionable  experiments^  one  grain 

of  hydrogen  produced  heat  sufficient  to  raise  one  pound  of 

water  9**-6.     Now  we  know  from  Exp.  5   that  the   heat 

generated  in  one  of  Mr.  Grove's  pairs  by  the  electrolysis  of 

4"77  X  32*3 

=25-7  grains  of  zinc,  is  theoretically  8°-46;  and 

the  heat  which  must  in  the  same  time  have  been  generated  by 
the  metallic  part  of  the  circuit,  which  presented  the  resistance 

0-06,  is  g:^^x  3^-46  =^0°-48;   the  total  voltaic  heat  was 

therefore  3*^-94.     Hence  the  total  heat  which  would  have 

been  evolved  by  the  electrolysis  of  an  equivalent,  or  32*3 

32*3 
grains  of  zinc,  is  ^^x  3^-94 =4°-95 ;  which,  when  reduced 

to  the  capacity  of  one  pound  of  water,  is  9°*9.  But,  from  the 
table  of  the  intensities  of  voltaic  arrangements  (74.) ,  the  inten- 
sity of  Mr.  Grove's  pair,  compared  with  the  aflBmity  of  hydrogen 

for  oxygen,  is  qToT.;  whence,  from  (70.),  we  have  9°-9x0-93 

=9***2,  the  heat  which  should  be  generated  by  the  combus- 
tion of  one  grain  of  hydrogen,  according  to  the  doctrine  of 
resistances;  the  result  of  Crawford  is  only  0^*4  more. 

73.  I  am  aware  that  there  are  some  anomalous  conditions 
of  the  current  which  seem  to  militate  against  the  general 
law  (68.),  particularly  when  in  the  hands  of  Peltier  it  actually 
produces  cold*.  I  have  little  doubt,  however,  that  the 
explanations  of  these  will  be  ultimately  found  in  actions  of 
a  secondary  character. 

Note  on  Voltaic  Batteries. 

74.  In  the  foregoing  investigation  I  have  had  occasion  to 
work  very  extensively  with  different  voltaic  arrangements, 
and  have  repeatedly  ascertained  their  relative  intensities  by 

*  If  antimony  and  bismuth  be  soldered  together,  cold  will  be  produced 
at  the  point  of  junction  by  the  passage  of  the  current  from  the  bismuth 
to  the  antimony  (Peltier,  Annales  de  Chimie,  vol.  Ivi.  p.  371).  In  his 
paper,  however,  a  misprint  has  inverted  the  direction  of  the  current. 
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the  mathematical  theory  of  Ohm.  It  will  not,  therefore,  I 
hope,  be  deemed  out  of  place  to  subjoin  a  table,  in  which  the 
intensities  of  the  batteries  which  are  most  generally  used  are 
inversely  as  the  number  of  pairs  which  would  be  just  requisite 
in  order  to  overcome  the  resistance  of  water  to  electro- 
lyzation. 


M    dm    '  r  Platinum  I  Amalgamated  zinc  \    1 

I  Nitric  acid  I  Dilute  sulphuric  acid      J  0*93 


r  Copper 
Prof.  Darnell's   <  Sulphate  of 


I 


copper 


Dilute  sulphuric  acid 

Amalgamated  zinc 
Dilute  sulphuric  add 


i 


s 

o 

o 


u 

h-54 

Mr.  Sturgeon's   Z^^"    AmaJgamated  zinc  11 

^  I  Dilute  sulphuric  acid  J  3-33 

Mr  Smee'fl         /  Platinized  silver.    Amalgamated  zinc         \    1 
I  Dilute  sulphuric  add  J  3-68 

r  Copper.    Amalgamated  zinc  1     1 

I  Dilute  sulphuric  acid  J  5*40 

75.  Without  entering  particularly  into  the  respective  merits 
of  these  arrangements,  I  may  observe  that  any  one  of  the  first 
four  may  be  used  advantageously,  according  to  the  circum- 
stances in  which  the  experimenter  is  placed,  or  the  particular 
experiments  which  he  wishes  to  execute.  The  zinc-iron  bat- 
tery is  somewhat  inconvenient  on  account  of  local  action  on 
the  iron ;  but  then  it  presents  great  mechanical  facilities  in 
its  construction.  Mr.  Smee's  and  Mr.  Grovels  are  also  very 
good  arrangements ;  but  the  battery  of  Daniell  is  the  best 
instrument  for  general  use,  and  is,  moreover,  unquestionably 
the  most  economical. 

Broom  Hill,  Pendlebury,  near  Manchester, 
March  26, 1841. 

P.S.  In  the  above  table  of  galvanic  intensities,  that  of 
zinc-iron  immersed  in  dilute  sulphuric  acid  is  somewhat  over- 
stated. Recent  experiments  convince  me  that  when  the  iron 
is  in  its  best  condition  it  possesses  the  same  powers  as  the  pla- 
tinized silver.  I  attributed  the  iron  battery  to  Mr.  Sturgeon, 
who  constructed  one  of  these  excellent  instruments  early  in 
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1839  * ;  it  coDsisted  of  twelve  cast-iron  tubes,  furnished  with 
strips  of  amalgamated  zinc.  But  I  find  that  the  experiments 
of  this  gentleman  were  not  published  as  early  as  those  of  Mr. 
Roberts.  Prof.  Daniell  (Phil.  Trans.  1836,  p.  114)  observed 
that  iton  is  sometimes  more  efficient  than  platinum  in  voltaic 
association  with  amalgamated  zinc. 

J.  P.  J. 

August  11, 1841. 


On  the  Electric  Origin  of  the  Heat  of  Combustion. 
By  J.  P.  Joule,  jEsg^.f 

[Read  before  the  Literary  and  Philosophical  Society  of  Manchester, 
November  2, 1841 ;  Phil.  Mag.  ser.  3.  voL  xx.  p.  98.] 

1.  In  the  papers  which  I  had  some  time  ago  the  honour 
of  communicating  to  the  Royal  Society,  I  related  an  investi- 
gation concerning  the  calorific  effects  of  voltaic  electricity, 
and  stated  my  opinion  with  regard  to  the  heat  evolved  by 
combustion  and  certain  other  chemical  phenomena.  In  the 
present  paper  I  intend  to  bring  forward  some  experiments  in 
confirmation  of  my  theory,  and  to  prove  that  the  heat  of 
combustion,  terminating  in  the  formation  of  an  electrolyte, 
is  the  consequence  of  resistance  to  electric  conduction. 

2.  We  have  seen  that  when  those  chemical  actions  which 
are  not  the  sources  of  transmitted  electricity  are  allowed  for, 
the  heat  evolved  firom  any  part  of  the  voltaic  apparatus  is  the 
effect  of  the  resistance  which  is  presented  by  that  part  to  the 
electric  current,  and  that  hence  it  necessarily  follows  that 
the  total  voltaic  heat  generated  by  the  action  of  any  closed 
galvanic  pair  is  proportional  to  the  number  of  chemical 
equivalents  which  have  been  consumed  in  the  act  of  propel- 
ling the  current,  and  the  intensity  of  the  galvanic  arrange- 

[•  A  paper  by  Dr.  A.  Fyfe,  on  the  emplo3rment  of  iron  in  the  construc- 
tion of  Toltaic  batteries,  appeared  in  Phil.  Mag.  for  August  1837,  ser.  3. 
Tol  xL  p.  145.— Edit.] 
t  The  experiments  were  made  at  Broom  Hill,  near  Manchester. 
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ment.  Now  if  it  can  be  shown  that  the  quantity  of  heat 
which  is  evolyed  by  ordinary  chemical  combination  is  the 
same  as  calculation  founded  on  these  &ct&  would  lead  us  to 
expect^  no  reasonable  doubt  can  be  entertained  that  it  also  is 
the  product  of  resistance  to  electric  conduction. 

3.  In  studying  the  character  of  the  heat  of  combustion^ 
the  first  point  was  to  determine  the  intensities  of  the  affinities 
of  diflFerent  combustibles  for  oxygen.  For  this  purpose  I 
have,  in  accordance  with  the  views  which  were  first  stated  by 
Davy,  and  have  since  been  adopted  by  the  most  eminent  elec- 
tricians, made  use  of  the  measure  of  these  intensities  which  is 
afforded  by  the  electric  current. 

4.  I  had  not  proceeded  far  before  some  curious  phenomena 
were  observed,  which,  though  not  very  well  understood,  have, 
long  been  known  ^  to  electricians.    I  shall  notice  these  first, 
because  of  their  important  bearing  upon  subsequent  reason- 
ings and  conclusions. 

6.  I  was  working  with  an  arrangement  consisting  of  iron, 
platinized  silver,  and  dilute  sulphuric  acid.  The  circuit  was 
closed  by  a  galvanometer,  the  coil  of  which  consisted  of  119 
turns  of  thin  silked  copper  wire,  forming  a  rectangle,  mea- 
suring 1  foot  by  6  inches.  The  needle  indicated  a  pretty 
constant  deviation  of  20°j  but  on  moving  the  platinized  silver 
backwards  and  forwards,  the  needle  advanced  gradually  to  40^^ 
where  it  was  kept  for  some  time  by  continuing  the  agitation. 
As  soon  as  the  motion  of  the  platinized  silver  was  discon- 
tinued, the  needle  resumed  its  former  position.  Similar  effects 
were  produced  by  stirring  the  liquid,  and  thus  causing  it  to 
impinge  against  the  platinized  silver. 

6.  I  repeated  the  above  experiment  many  times  with  simi- 
lar results ;  but  I  found  that  whenever  a  large  quantity  of 

*  In  1830,  Mr.  Sturgeon  remarked  that  when  two  pieces  of  iron  ai« 
placed  in  dilute  muriatic  acid,  the  agitation  of  one  of  them  will  make  it 
operate  as  copper  in  the  copper-zinc  battery :  also,  that  if  two  pieces  of 
iron  are  immersed  in  succession  in  a  solution  of  nitrous  acid,  the  iron  last 
immersed  will  act  as  copper  in  the  copper-zinc  batteiy. — Recent  Expert- 
mental  Researches^  pp.  4(M9.  We  shall  hereafter  see  the  true  cause  of 
these  phenomena. 
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hydrogen  had  been  eyolyed  from  the  liquid  by  the  action  of 
the  pair,  or  otherwise,  the  phenomena  were  not  well  produced. 
This  circumstance  convinced  me  that  the  effects  were  due  to 
atmospheric  air  held  in  solution  by  the  liquid,  and  that  the 
displacement  of  a  part  of  it  by  the  hydrogen  had  occasioned 
their  partial  prevention.  My  opinion  was  confirmed  by  the 
following  experiment. 

7.  I  filled  three  quarters  of  the  contents  of  a  glass  flask 
with  dilute  sulphuric  acid,  and  then  placed  it  over  the  flame 
of  a  spirit-lamp  until  I  judged  that  all  the  atmospheric  air 
had  been  boiled  out.  I  then  removed  the  lamp,  and  imme- 
diately placed  in  the  mouth  of  the  flask  a  cork,  through  which 
a  small  piece  of  platinized  silver  and  a  stout  iron  wire  had 
been  passed.  On  connecting  the  metals  with  the  galvano- 
meter (5.)  its  needle  was  deflected  to  32^^  ;  and  on  shaking 
the  flask  very  briskly,  it  could  not  be  made  to  advance 
farther  than  to  34°.  This  advance,  slight  as  it  is,  was  pro- 
bably entirely  occasioned  by  air,  which,  notwithstanding  my 
precautions,  had  found  its  way  into  the  upper  part  of  the 
flask. 

8.  The  phenomena  originated  entirely  fr^m  the  platinized 
silver ;  and  although  a  slight  advance  of  the  needle  was  some- 
times produced  by  agitating  the  iron,  it  was  not  difScult  to 
see  that  the  real  cause  was  the  propulsion  thereby  occasioned 
of  the  aerated  liquid  against  the  negative  *  element,  for  when 
this  was  avoided  no  advance  of  the  needle  could  be  produced 
by  agitating  the  positive  metal. 

9.  I  thought  it  probable  that  an  increase  of  the  intensity 
of  the  current  would  be  produced  by  directing  a  stream  of 
oxygen  gas  against  the  negative  element.  On  making  the 
experiment,  I  found  that  the  needle  advanced  a  few  degrees, 
and  that  the  same  effect  could  be  produced  by  a  stream  of 
hydr<^en.  There  could  be  no  doubt  that  the  increase  of  in- 
tensity arose  rather  from  the  agitation  of  the  Uquid  than  from 

♦  To  avoid  mii*conception,  it  is  perhaps  as  well  to  observe  that  I 
call  those  elements  of  the  voltaic  batteiy  negative  which  attract  or 
comlnoe  with  those  bodies  which  are  called  "  positively  electrical,"  or 
"  cations." 
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any  specific  action,  of  the  gases^  and  that  this  experiment  was 
essentially  the  same  as  that  described  in  (5.)* 

10.  I  impregnated  some  dilute  sxdphuric  acid  with  a  very 
small  quantity  of  oxygen,  according  to  Thenard's  process,  and 
then  immersed  into  it  a  plate  of  platinized  silver  and  a  rod 
of  iron,  both  properly  connected  with  the  galvanometer. 
The  needle  stood  for  the  first  few  seconds  at  68*^ ;  in  three 
minutes  it  declined  to  50°,  in  five  minutes  more  to  49°,  and 
in  another  five  minutes  to  48^°.  On  agitating  the  platinized 
silver  so  as  to  bring  it  repeatedly  in  contact  with  the  yet  un- 
decomposed  deutoxide  of  hydrogen,  the  needle  advanced  to 
above  60°.  The  same  pair,  immersed  in  common  acid,  woxdd 
have  deflected  the  needle  no  further  than  29°  or  30°. 

11.  The  effect  of  the  presence  of  oxygen  at  the  negative 
element  is  well  observed  by  making  it,  in  water,  the  positive 
electrode  of  a  voltaic  battery.  By  this  means  oxygen  is  de- 
posited on  its  sur&ce^  and  is  there  ready  to  produce  an  extra- 
ordinary intensity.  This  deposit  of  oxygen  is  in  fact  the  cause 
of  the  action  of  Bitter's  secondary  piles. 

12.  The  following  was  also  a  very  convenient  method  of 
showing  the  increase  of  intensity  arising  from  the  presence  of 
oxygen.  Some  dilute  sulphuric  acid  was  agitated  with  chlo- 
rine until  the  former  had  taken  up  as  much  of  the  gas  as  it 
could.  By  pouring  a  solution  of  sulphate  of  silver  into  the 
liquid,  I  now  precipitated  chloride  of  silver,  leaving  sulphuric 
acid  and  oxygen  in  solution.  When  a  pair,  consisting  of 
platinized  silver  and  iron,  was  placed  in  the  acid  thus  pre- 
pared, the  galvanometer  was  permanently  deflected  50^ ;  and 
by  agitating  the  platinized  silver,  the  needle  advanced  as  far 
as  60°.  When  a  piece  of  amalgamated  zinc  was  substituted 
for  the  iron  the  permanent  deflection  of  the  needle  was  65^; 
and  by  agitating  the  negative  element  as  before,  the  needle 
advanced  to  70°.  Had  the  same  pairs  been  immersed  in  a 
simple  solution  of  sulphuric  acid,  the  permanent  deflections 
would  have  been  no  greater  than  30°  and  63°. 

13.  Similar  results  were  obtained  with  the  solution  of 
chlorine,  as  might  have  been  anticipated  from  its  strong  affi- 
nity for  hydrogen. 
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14.  From  the  above  experiments,  we  see  that  the  agitation 
of  the  negative  element  is  productive  of  an  increase  of  inten- 
sity, simply  because  it  is  thereby  brought  into  contact  with 
bodies  capable  of  combining  with  the  hydrogen,  which  would 
otherwise  have  been  evolved  from  it.  When  those  bodies  are 
present  in  considerable  quantities,  as  in  (10.),  (12.)^  ^^^  (13.), 
the  intensity  of  the  current  is  great,  even  though  the  pair  be 
left  quiet,  because  then  the  negative  plate  can  collect  them 
readily  upon  its  surface.  Again,  by  causing  the  current  to 
encounter  great  resistance,  the  eflTects  of  agitation  which  we 
have  noticed  are  proportionally  increased,  because  then  the 
number  of  particles  required  for  neutralizing  the  hydrogen  is 
less.  Hence  it  is  that  when  I  have  used  a  resistance  of  500 
or  600  yards  of  thin  wire,  I  have  frequently  found  the  devi- 
ation of  the  needle  (even  when  the  pair  was  left  quiet  in  a 
common  solution  of  sulphuric  acid)  considerably  greater  than 
was  due  to  that  resistance.  This  is  also  the  probable  reason 
why  De  la  Rive  in  one  instance  *  found  the  intensity  of  the 
copper-zinc  pile  the  same,  whether  chained  with  water  or 
nitric  acid. 

15.  In  the  course  of  the  preceding  experiments  I  was 
forcibly  struck  with  the  very  great  intensity  of  the  pairs  at 
the  moment  of  their  immersion,  compared  with  that  which 
they  were  able  to  maintain  permanently.  It  appeared  to  me 
that  the  theories  which  had  been  put  forward  to  explain  the 
first  effect  of  immersion,  though  seemingly  plausible  with 
regard  to  the  zinc  battery,  were  not  at  all  equal  to  account 
for  the  same  phenomenon  as  existing  to  a  far  greater  extent 
when  iron  is  used  as  a  positive  element. 

16.  A  rod  of  iron  and  a  small  plate  of  platinized  silver 
were  immersed  in  a  dilute  solution  of  sulphuric  acid.  On 
connecting  them  with  the  galvanometer  (5.),  the  needle  was 
permanently  deflected  29^°.  After  a  few  preliminary  trials 
to  ascertain  the  proper  point,  I  caused  the  needle  to  be  main- 
tained by  a  glass  weight  at  55°,  beyond  which  it  was  free  to 
travel.     I  then  exposed  the  platinized  silver  to  the  air  during 

•  Ann.  de  Chimie,  1836,  part  i.  p.  179. 
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one  minute  of  time.  On  re-immersing  it  the  needle  sprang 
as  far  as  60°,  and  then  immediately  recoiled  to  its  resting 
place  at  65°,  thus  indicating  a  transitory  current  of  about 
57i°. 

17.  On  exposing  the  platinized  silver  for  5  sec.  only,  the 
transitory  current,  ascertained  in  a  manner  similar  to  that 
just  mentioned,  was  41°. 

18.  Greater  effects  were  obtained  by  washing  and  drying 
the  platinized  silver  before  it  was  immersed.  In  this  way  the 
needle,  adjusted  at  62^,  would  spring  as  far  as  66^  indicating 
a  transitory  current  of  about  64°.  Having. now  removed  the 
glass  weight,  the  needle  took  up  a  permanent  position  at  29^°, 
as  at  the  beginning  of  the  experiments. 

19.  When,  instead  of  the  platinized  silver,  the  positive 
element  (iron)  was  exposed  to  the  air,  whether  simply  or  in 
conjunction  with  washing  and  drying,  no  appreciable  increase 
of  intensity  was  occasioned  by  its  immersion.  And  although, 
on  the  repetition  of  ihe  experiment,  I  sometimes  observed 
slight  effects,  I  conceive  that  they  were  owing  to  the  power 
which  the  negative  element  seems  to  possess  of  collecting 
upon  its  surface  the  air  held  in  solution  by  the  circumambient 
liquid. 

20.  With  an  arrangement  of  platinized  silver  and  amalga- 
mated zinc,  I  obtained  results  of  a  similar,  though  less  striking 
character.  The  galvanometer  indicated  a  permanent  deflec- 
tion of  62°,  and  after  washing  and  drying  the  platinized  silver 
I  had  a  transitory  deviation  of  72°.  The  immersion  of  the 
amalgamated  zinc,  after  washing  and  drying,  produced  no 
effect. 

21.  The  maa^imum  effects  of  immersion  were  produced  in 
the  following  manner.  A  plate  of  silver  was  rubbed  with  a 
little  nitric  acid,  and  then  exposed  to  a  red  heat,  by  means  of 
which  the  film  of  nitrate  of  oxide  of  silver  was  decomposed 
and  metallic  silver  reduced  *.    When  the  plate  prepared  in 

«  By  this  process  all  the  oxygen  is  not  driven  off,  but  a  considerable 
quantity  remains  adhering  to  the  silver  so  tenaciously  that  it  is  not  entirely 
removed  by  making  the  plate  quite  bright  with  glass  paper.  The  oxygen 
thus  depodted  (it  can  hardly,  1  think,  be  considered  as  chemically  com- 
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this  way  was  associated  in  dilute  snlphuric  add  with  a  piece 
of  iron,  the  needle  woxdd  deviate  63^°  for  some  time,  and 
then  gradoally  decline  imtil  it  took  up  a  permanent  situation 
at  29^°  By  experimenting  in  the  same  way  with  amalga- 
mated zinc  as  a  positive  element,  I  had  a  transitory  deflection 
of  76°,  and  a  permanent  deflection  of  63*^. 

22.  Very  trifling  transitory  eflfects  were  obtained  by  the 
immersion  of  iron,  when  that  metal  was  associated  with 
amalgamated  zinc.  But  this  might  have  been  anticipated, 
because  the  transitory  current  is  owing  to  the  presence  of 
oxygen  on  the  negative  plate,  and  it  is  obvious  that  the 
hydrogen  evolved  by  the  local  action  of  the  iron  would,  whilst 
in  a  nascent  state,  combine  with  that  oxygeu,  and  thus  prevent 
a  great  part  of  it  from  exercising  any  influence  upon  the  in- 
tensity of  the  current. 

23.  An  experiment  was  also  made  with  an  arrangement  of 
copper,  amalgamated* zinc,  and  dilute  sulphuric  acid.  It  was 
ablft  to  deflect  the  needle  51°  pretty  permanently.  On  wash- 
ing and  drying  the  copper,  and  experimenting  as  in  (16.),  I 
observed  a  transitory  deflection  of  72°.  This  experiment 
deserves  attention,  because  it  shows  that  the  transitory 
current  occasioned  by  the  copper  is  the  same  as  that  exhibited 
by  platinized  silver  when  experimented  with  in  the  same  way 
(20.).  I  take  it  as  an  argument,  that  when  copper  is  in  its 
best  state  it  forms  with  amalgamated  zinc  a  battery  as  intense 
as  the  platinized  silver. 

24.  That  the  transitory  currents  which  we  are  discussing 
are  not  occasioned  by  the  diffusion  of  the  salt  formed  about 
the  positive  element  during  the  cessation  of  voltaic  action,  is 
obvious  from  the  fact  that  (when  the  proper  precautions  are 
observed)  they  are  not  produced  by  the  agitation  (8.)  or  by 
the  immersion  (19.  and  20.)  of  the  metal  about  which  the  salt 
is  formed.  And  if  any  thing  can  render  this  more  evident,  it 
is  the  fact  that  the  immersion  of  the  copper  plate  of  a  DanieU^s 


bined  with  the  silver)  is  the  cause  of  the  great  intensity  of  the  cunreiKt 
immediately  after  immersion.  By  simply  heating  the  silTer  to  redness 
the  same  general  effects  can  be  produced,  though  not  to  the  same  extent. 
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battery  causes  the  needle  to  adyance  little  ot  no  higher  than 
its  permanent  situation^  as  might  have  been  anticipated  from 
the  theory  which  refers  the  transitory  effects  to  chemical 
combination  at  the  negative  plate,  on  account  of  the  slight 
affinity  of  copper  for  oxygen.  The  following  experiments  are 
also  decisive  of  this  question. 

25.  A  glass  jar,  a,  fig.  37,  containing  some  dilute  sulphuric 
acid,  was  placed  upon  the  plate  pp  oiKa  air-pump.  A  small 
rod  of  iron,  i,  was  immersed  in  the  liquid,  and  connected  by 

Fig.  37. 


means  of  the  pump-plate  to  the  galvanometer  (5.).  An  open 
receiver,  r,  was  now  placed  over  the  jar,  and  the  ground  brass 
plate  by  with  its  stuffing-box  and  sliding  rod  (the  latter  having 
the  small  piece  of  platinized  silver,  s,  affixed  to  its  extremity), 
was  placed  at  the  top  of  the  receiver.  A  copper  wire,  fastendl 
to  the  ring  of  the  sliding  rod,  connected  the  platinized  silver 
with  the  galvanometer. 

26.  The  sliding  rod  was  now  moved  until  the  platinized 
silver  in  connexion  with  it  was  immersed  in  the  acidulated 
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water.  Then  the  pump  was  worked  until  a  very  excellent 
yacuum  was  obtained ;  and  so  tight  was  every  part  of  the  ap- 
paratus^ that  it  could  be  left  alone  for  half  an  hour  without 
the  admission  of  any  appreciable  quantity  of  air.  The  gal- 
vanometer indicated  a  permanent  deflection*  of  27**.  I  now 
placed  a  piece  of  glass  so  as  to  prevent  the  needle  from  going 
lower  than  27^,  and  by  means  of  the  sliding  rod  I  removed 
the  platinized  silver  entirely  out  of  the  acid.  After  it  had 
been  exposed  during  a  quarter  of  an  hour  I  re-immersed  it, 
when  the  needle  sprang  from  27°  to  30**  and  back,  indicating 
a  transitory  deflection  of  about  28^**.  Although  the  effect  of 
immersion  exhibited  by  this  experiment  is  extremely  small, 
it  appeared  to  be  almost  entirely  occasioned  by  the  repose  of 
the  electric  condition  of  the  iron ;  for  when,  instead  of  entirely 
withdrawing  the  platinized  silver,  its  extremity  was  just 
allowed  to  touch  the  liquid,  the  transitory  deflection  was  only 
27^*^  aft;er  an  exposure  during  a  quarter  of  an  hour. 

27.  On  admitting  a  quantity  of  air  into  the  receiver  su$- 
cient  to  counterbalance  the  pressure  of  one  inch  of  mercury, 
the  effects  of  immersion  were  considerable  after  a  very  short 
exposure  of  the  platinized  silver.  In  a  quarter  of  an  hour  it 
collected  upon  its  surface  sufficient  oxygen  to  cause  the  needle 
to  spring  from  27*^  to  78°,  whether  it  had  or  had  not  remained 
in  contact  with  the  liquid  during  its  exposure. 

28.  When,  instead  of  the  vacuum,  I  used  an  atmosphere 
of  hydrc^en,  the  exposure  of  the  platinized  silver  for  any 
length  of  time  did  not  render  the  current  more  intense  at 
the  moment  of  immersion  than  it  remained  permanently. 
And  even  when  the  hydrogen  was  diluted  with  one  quarter 
of  its  bulk  of  atmospheric  air  the  transitory  effects  did  not 
appear,  on  account,  no  doubt,  of  the  union  t  of  the  oxygen 
with  the  hydrogen  as  fast  as  the  former,  or  both,  collected 

*  No  change  in  the  permanent  deflection  of  the  needle  was  occasioned 
by  the  removal  of  atmospheric  pressure. 

t  The  phenomenon  of  Doebereiner,  so  fully  investigated  by  Faraday,  to 
whose  paper,  published  in  the  PhiL  Trans,  for  1834, 1  refer  the  reader  for 
some  valuable  observations  on  the  power  possessed  by  metals  of  condensing 
gases  upon  their  sur&ces. 


90 


ELECTMO  ORIGIN  OF 


upon  the  plate.  On  using  a  mixture  of  equal  bulks  of  hy- 
drogen and  air,  the  transitory  effects  were  very  small^  even 
after  t}ie  platinized  silver  had  been  exposed  for  ten  minutes. 

29.  I  made  several  experiments  with  carbonic  acid^  but  the 
transitory  currents  did  not  entirely  disappear  as  was  antici- 
pated. The  gas,  though  prepared  carefully  and  in  diflferent 
ways,  could  not  be  obtained  perfectly  pure,  and  when  exposed 
to  an  alkaline  solution,  ^J^yth  of  it  woidd  remain  uncondensed. 
In  order  therefore  to  remove  any  free  oxygen  which  the  gas 
might  contain,  I  exposed  it  during  two  days  and  two  nights 
to  the  action  of  a  stick  of  phosphorus.  After  this,  immersion 
caused  no,  or  at  most  very  trivial,  transitory  eflfects;  but  on 
admitting  only  one  per  cent,  of  oxygen  they  became  very 
considerable — ^a  striking  example  of  the  power  possessed  by 
metals  of  collecting  and  condensing  oxygen  upon  their  sur- 
faces. I  do  not  bring  forward  this  experiment  as  a  proof  of 
the  entire  non-action  of  carbonic  acid,  because  the  phosphorus 
was  foimd  to  have  decomposed  it  partially. 

30.  All  these  phenomena  are  easily  understood,  if,  with 
the  great  body  of  philosophers,  we  keep  in*  view  the  intimate 
relation  whidi  subsists  between  chemical  aflinity  and  the 
electric  current.    For  let  j?,  fig.  88,  represent  a  plate  of  pla- 
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tinum;  z,  a  plate  of  zinc,  or  other  electro-positive  metal; 
and  e,  one  of  a  series  of  atoms  of  water  extending  from  p  to 
z.  The  intensity  of  the  current  along  the  wire  w  is  propor- 
tional to  the  affinity  of  oxygen  for  the  positive  metal,  minus 
the  affinity  of  oxygen  for  hydrogen.     But  ifp  be  covered  with 
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a  film  of  oxygen,  the  current  will  be  entirely  proportional  to 
the  aflEbity  of  the  positive  metal  for  oxygen.  In  the  form^ 
case,  c=j2r— A ;  in  the  latter,  d^z. 

31.  Considering  these  equations,  it  is  obvious  why,  as  I 
have  observed  (15.),  the  transitory  currents  are  better  exhi- 
bited with  iron  than  with  rinc  as  a  positive  element;  for  in 
proportion  to  the  smallness  of  z,  provided  it  remain  greater 
than  A,  will  the  difference  between  c  and  c'  be  more-manifest. 
If  (}—c  be  the  same  for  both  iron  and  zinc,  we  shall  have  a 
proof  of  the  accu^racy  of  these  principles. 

32.  Thus  from  (21.),  turning  the  deflections  of  the  needle 
into  quantities  of  electricities,  we  have  63i°=0°'034Cl,  and 
29^**= 0^0072  Q,  of  which  the  difference  is  0°-0268  Q  when 
iron  is  the  positive  element.  We  have  also  76° = 0^*056  Q, 
and  63°=0°027 Q,  of  which  the  difference  is  0°-029  Q  when 
zinc  is  the  positive  element.  I  consider  these  differences  as 
nearly  equal  as  could  have  been  expected  from  the  nature  of 
the  experiments. 

33.  I  might  now  proceed  to  consider  in  detail  several  phe- 
nomena (such  as  the  very  rapid  corrosion  of  metals  when 
they  are  exposed  to  the  joint  action  of  air  and  moisture,  &c.) 
which  are  occasioned  by  the  great  intensity  of  galvanic  action 
in  consequence  of  the  mixture  of  oxygen  with  the  liquid. 
But  I  hasten  to  fulfil  my  principal  design. 

Intensities  of  the  Affinities  which  unite  Bodies  mth  Oxygen. 

34.  In  order  to  ascertain  the  intensities  of  galvanic  arrange- 
ments, we  may  either  use  a  galvanometer  furnished  with  a  short 
and  thick  wire,  or  with  a  long  and  thin  wire  (within  certain 
limits  (14.)).  In  the  former  case  the  calculations  must  be 
conducted  on  the  principles  of  Ohm  ;  in  the  latter  it  is  only 
necessary  to  take  care  that  the  resistances  of  the  pairs  under 
comparison  are  pretty  nearly  equal,  in  order  that  the  devia- 
tions of  the  needle  may  be  depended  upon  in  calculating  the 
intensity  of  the  current.  I  have  adopted  the  latter  plan  on 
account  of  the  superior  facilities  which  it  presents. 

35.  Affinity  of  zinc  for  oxygen, — From  (82.)  we  have  the 
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intensity  of  the  action  of  zinc=0°-056Cl;  and  the  intensity 
required  for  the  electrolysis  of  water = 0^*029  Q.  Hence 
29  :  56  : :  1,  the  affinity  of  hydrogen,  :  1-93,  that  of  zinc  for 
oxygen. 

36.  Affinity  of  iron  for  oxygen,  likewise  obtained  fix)m  (32.), 
is  1-27;  for268:340::  1  :  127. 

37.  Affinity  of  potassium  for  oxygen. — ^Twenty  grains  of 
potassium  were  combined  with  about  ten  ounces  of  mercury. 
The  amalgam  was  poured  into  a  wooden  cup,  into  the  bottom 
of  which  a  copper  wire  connected  with  the  galvanometer  (5.) 
had  been  let.  At  about  half  an  inch  above  the  surface  of  the 
amalgam  T  secured  a  piece  of  platinum,-  also  in  connexion  with 
the  galvanometer.  On  pouring  dilute  sulphuric  acid  into  the 
cup  the  needle  was  deflected  74°  (=0°*05Q)  during  three 
successive  minutes;  but  the  local  action  of  the  amalgam  was  so 
vigorous  that  at  the  end  of  this  interval  of  time  most  of  the 
potassium  was  dissolved,  and  the  needle  dedined  very  fast. 
On  treating  20  grains  of  zinc  in  precisely  the  same  manner, 
I  had  a  deviation  of  49°  (=0°-0152  Q) .     Hence 

A-.A=0-05, 
and 

^-.A=0-0152, 
whence 

I52A=500;?-348A. 

But  from  (35.),  jar  =1-93,  and  A=l;  therefore  k,  the  affinity 
of  potassium,  =4*06. 

38.  It  is  necessary,  however,  to  pay  attention  to  the  circum- 
stances under  which  the  experiments  were  made,  in  order  to 
obtain  correct  ideas  concerning  the  above  intensities  of  affinity. 
The  increase  of  the  intensity  of  the  voltaic  apparatus  by  heat 
is  by  no  means  great ;  and  as  all  the  experiments  were  con- 
ducted at  common  temperatures,  no  regard  need  be  paid  to  it. 
But,  then,  the  intensities  of  affinity  were  obtained  by  comparing 
currents  which  had  been  produced  under  peculiar  circum- 
stances with  regard  to  the  condition  of  the  elements  of  the 
galvanic  arrangements :  in  one  case  the  hydrogen  was  evolved 
in  a  gaseous  state ;  whilst  in  the  other,  the  hydrogen,  by  com- 
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bining  with  free  and  condensed  oxygen,  did  not  escape.    Now 
we  shall  see  from  the  following  experiments  that  electric 
intensity  is  expended  in  the  act  of  converting  a  body  into  the 
gaseous  state. 
39.  I  took  ten  glass  jars  (see  fig.  39),  made  them  perfectly 

Fig.  89. 


clean  and  dry  "^^  and  placed  them  in  series  on  a  non-condacting 
substance.  Into  these  I  poured  a  quantity  of  dilute  sulphuric 
add,  taking  care  not  to  wet  the  glass  within  an  inch  of  the  top 
of  each.  Pairs  of  platinized  silver  and  amalgamated  zinc  were 
placed  in  the  jars ;  and  connexions,  furnished  with  the  mercury 
cups  1, 2,  3,  &c.,  were  established  between  them  seriatim.  A 
decomposing-cell,  d,  furnished  with  platinum  wires,  was  con- 
nected on  one  hand  with  the  battery,  and  on  the  other  with 
the  galvanometer  (5.).  Lastly,  I  provided  a  copper  wire,  w, 
by  means  of  which  connexion  could  be  conveniently  made 
between  the  galvanometer,  g,  and  any  of  the  mercury  cups, 
1,  2,  3,  8cc. 

40.  Into  d  I  poured  a  small  quantity  of  dilute  sulphuric 
acid.    Then,  by  placing  the  wire  w  in  each  of  the  mercury 

«  It  18  necessary  to  be  very  careful  in  insulating  the  apparatus,  in  order 
to  obtain  the  maanmum  intensity  of  a  battery.  The  divided  porcelain 
trough  has  frequently  great  conducting-powers  (particularly  when  the 
glaze  has  been  partially  destroyed),  which  render  it  unfit  for  accurate 
expenmentfi. 
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cups,  beginning  at  10  and  ending  at  10^  I  observed  the 
deviations  of  the  galvanometer  contained  in  the  following 
table :— 


No.  of  paini 
in  action. 

DefleotioQs  of  galvanometer. 

OomparatiTe  qoantitieB 
of  Electricity. 

Down. 

Up. 

Mean. 

10 

72i 

7l 

7\    45 

341 

9 

69 

68 

68    30 

284 

8 

66i 

66 

66      7 

236 

7 

60 

60 

60      0 

188 

6 

63 

63§ 

63    20 

141 

5 

42 

43 

42    30 

94i 

4 

25i 

27} 

26    37 

48i 

3 

5i 

H 

6    30 

8i 

2 

0 

0 

0      0 

0 

1 

0 

0 

0      0 

0 

41.  Now  if  we  divide  the  straight  line,  AB,  fig.  40,  into  ten 
equal  parts,  representing  pairs  on  Mr.  Smee^s  plan,  and  if  at 

Fig.  40. 
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each  division  we  erect  straight  lines  perpendicnlar  to  A  B, 
and  proportional  to  the  comparative  quantities  of  electricity 
just  given^  the  principles  of  electric  action  demand  that  the 
line  drawn  through  the  extremities  of  those  perpendiculars 
ahould  be  straight.  It  is  in  fact  so  nearly  a  straight  line^  that 
its  slight  discrepancies  therefrom  may  be  properly  referred  to 
unavoidable  errors  of  experiment.  Produce  the  straight  line 
C  D  so  as  to  meet  A  B  in  X^  and  the  straight  line  AX^  equal 
to  2*8,  will  indicate  the  number  of  pairs  necessary  to  decom- 
pose water. 

42.  Fig.  41  represents  an  experiment  of  the  same  kind^ 

Fig.  41. 


*w. 


fzsi'S6rs9fo 


with  a  solution  of  sulphate  of  oxide  of  zinc  in  the  decomposing 
ceU.  Oxide  of  zinc  was  decomposed,  the  oxygen  being  evolved 
at  the  positive^  and  the  zinc  being  reduced  at  the  negative 
electrode.  The  intensity  necessary  to  decompose  oxide  of 
sine  is  equal  to  that  of  3*7  of  Mr.  Smee's  pairs. 


Fig.  42. 


ItA'^SCfBSfO 


43.  With  sulphate  of  protoxide  of  iron  I  did  not  at  first 
succeed^  on  account  of  the  formation  of  peroxide  at  the  posi- 
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live  electrode.  However,  by  placing  the  negative  electrode 
among  some  crystals  of  the  salt,  pouring  water  thereon,  and 
suspending  the  positive  electrode  in  the  water,  I  obviated 
that  diflSculty,  and  obtained  the  results  which  are  projected 
in  fig.  42,  and  which  indicate  3*3  pairs  as  the  intensity  neces- 
sary to  decompose  protoxide  of  iron. 

44.  Now  from  (41.)  and  (42.)  we  have  (using  the  same 
letters  as  before)  2*8  pairs  =A*,  and  3-7  pairs  =;?  ;  whence 
2*8  2r=3*7  A,  and  2r=  1*32  A ;  or,  in  other  words,  the  intensity 
required  to  separate  oxide  of  zinc  into  metal  and  g(i8  is  to  the 
intensity  required  to  separate  water  into  its  gaseous  elements 
as  1*32  :  1.  But  from  (35.),  the  intensity  produced  by  the 
union  of  non-gaseous  oxygen  with  zinc  is  to  the  intensity  ne- 
cessary to  separate  water  into  non-gaseous  oxygen  and  gaseous 
hydrogen  as  193  :  1;  and  132  :  1  : :  193  + 19  :  1  +  1-9. 
Wherefore  the  intensity  necessary  to  give  oxygen  the  gaseous 
form  is  to  the  intensity  necessary  to  separate  water  into  non- 
gaseous oxygen  and  gaseous  hydrogen  as  1*9  f  :  1. 

45.  Thus  we  see  that  a  very  great  intensity  of  current  is 
employed  in  changing  the  condition  of  bodies,  as  well  as  in 
separating  them  from  their  combinations.  The  field  of  in- 
vestigation here  opened  is  very  extensive,  but  I  may  not  at 
present  enter  further  upon  it.  I  will  only  remark,  that  if  the 
intensity  necessary  to  convert  a  body  into  a  difierent  state, 
compared  with  the  heat  or  cold  due  to  the  mechanical  or 
other  production  of  that  different  state,  be  such  as  accords 
with  the  relations  of  intensity  and  heat  which  we  observe  in 
the  voltaic  apparatus,  we  have  a  proof  that  some  of  the  effects 
which  are  usually  referred  to  "latent  heat,''  are  in  fact 
nothing  more  than  the  recondite  operations  of  resistance  to 
the  electric  current  {, 

46.  In  our  investigation  into  the  cause  of  the  heat  of  com- 

*  It  must,  however,  be  obserred  that  h  here  means  the  intensity  for  the 
ordinary  electrolysis  of  water;  whereas  in  (37.)  it  means  that  required  to 
separate  hydrogen  gas  from  non-gaseous  oxygen. — NoUy  1881. 

t  This  is  much  too  high,  see  p.  118. — Note,  1881. 

X  Some  experiments,  which  I  have  not  time  to  refer  to  at  present, 
render  this  hypothesis  more  than  probable. 
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bustion,  it  will  be  necessary  to  deduce  our  calculations  from 
the  electric  intensity  which  is  required  in  order  to  reduce  the 
product  of  combustion  to  the  state  in  which  its  elements  were 
prior  to  combustion.  The  following  is  a  list  of  these  inten- 
sities^ reckoning  the  decomposition  of  water  into  its  gaseous 
elements  as  unity. 

47.  Intensity  necessary  to  decompose  oxide  of  zinc  into 
gaseous  oxygen  and  metal,  from  (42.)  and  (44.),  is  37  pairs 
of  Smee^s  battery,  or  1-32  A. 

48.  Intensity  necessary  to  decompose  protoxide  of  iron  into 
gaseous  oxygen  and  metal. — Prom  (43.),  3*3  of  Smee^s  pairs 
=1 ;  and  from  (41.),  2*8  pairs=A;  whence  2*8 1=3*3  A,  or 
f=118. 

49.  Intensity  necessary  to  decompose  potassa  into  potassium 
and  gaseous  oxygen, — From  (44.)  and  (37.)  we  have  1*93  + 1*9 
:  406+ 1-9  ::  1-32 A  :  205 A,  the  intensity  required,  which 
may  be  otherwise  expressed  by  5*74  of  Smee^s  pairs. 

Heat  evolved  by  Combustion,  when  it  terminates  in  the 
formation  of  an  Electrolyte. 

50.  Finding  that  our  information  on  the  quantity  of  heat 
evolved  by  the  combustion  of  metals  was  not  very  satisfactory, 
1  have,  without  wishing  to  depreciate  the  labours  of  Dxdong, 
Despritz,  and  others,  thought  it  right  to  bring  forward  such 
of  my  own  experiments  as  were  necessary  in  order  to  make 
my  investigation  complete. 

51.  I  provided  two  glass  jars.  The  smaller  had  an  internal 
capacity  of  90  cubic  inches;  and  when  placed  within  the 
other  jar,  as  represented  by  fig.  43,  the  space  left  between 
the  two  was  sufficient  to  contain  three  pounds  of  water.  By 
means  of  a  scale,  s,  suspended  by  wire  from  a  thick  fold  of 
moistened  paper,  I  was  able  to  introduce  a  combustible  within 
an  atmosphere  of  oxygen,  and  by  means  of  a  heavy  weight  I 
could  keep  the  paper  sufficiently  close  to  the  top  of  the  jar  to 
prevent  the  escape  of  any  considerable  quantity  of  heated  air, 
while  at  the  same  time  it  was  not  so  tight  as  to  prevent  the 
admission  of  air  as  the  oxygen  was  consumed.     The  increase 
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of  the  temperature  of  the  water  was  measured  by  a  thermo- 
meter of  great  sensibility. 

Fig.  43. 


52.  The  heat  evolved  by  the  combustion  of  zinc  was  ascer- 
tained in  the  following  manner.    The  smaller  jar  was  filled 
with  oxygen^  placed  in  the  other  jar^  and  surrounded  by  three 
pounds  of  water^  the  heat  of  which  was  contriyed  to  be  as 
much  below  the  temperature  of  the  surrounding  air  as  it  was 
expected  to  exceed  it  at  the  close  of  the  experiment.    A  piece 
of  phosphorus,  weighing  0*4  grain,  was  then  put  into  the 
scale,  and  over  it  I  placed  aheap  of  fine  zinc  turnings,  weigh- 
ing 50  grains.     I  now  ignited  the  phosphorus,  and  plunged 
the  scale  into  the  inner  jar.    After  the  combustion  had 
terminated,  and  the  heat  thereby  evolved  had  been  evenly 
distributed  throughout  the  water  by  stirring,  the  increase  of 
temperature  was  noted.     The  contents  of  the  scale  were  then 
thrown  into  dilute  sulphuric  acid,  and  the  volume  of  hydrogen 
thereby  evolved  indicated  the  quantity  (generally  about  15 
grains)  which  had  not  been  burnt.     Two  tenths  of  a  degree 
of  heat  were  deducted  from  the  observed  heat,  on  account  of 
the  phosphorus;  and  an  allowance  having  been  made  on 
account  of  the  capacity  of  glass  for  heat,  the  results  were 
reduced  to  the  standard  of  one  pound  of  water. 

53.  The  mean  of  several  experiments  conducted  in  the 
above  manner  showed  that  the  heat  evolved  by  the  combus- 
tion of  32*3  grains  of  zinc  is  able  to  increase  the  temperature 
of  a  pound  of  water  by  10°'8. 

64.  The  heat  evolved  by  the  combustion  of  iron  was  ascer- 
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tained  in  a  siinilar  way.  The  iron  was  in  the  state  of  fine 
wire^  and  that  portion  of  it  that  was  not  burnt  was  carefolly 
collected,  weighed,  and  deducted  from  the  original  quantity. 
The  mean  of  several  trials  indicated  that  28  grains  could 
increase  the  temperature  of  a  pound  of  water  by  9^'48. 

65.  Heai  evolved  by  the  combustion  of ' potassium. — ^This 
metal,  in  pretty  large  lumps,  was  introduced  into  an  atmo- 
sphere composed  of  equal  bulks  of  oxygen  and  air.     I  then 
introduced  a  stout  iron  wire,  sharpened  at  the  end,  into  the 
jar;   and  with  it  I  cut  the  potassium  into  small  pieces. 
Under  this  treatment  it  soon  became  so  soft;  that  every  time 
the  rod  was  lifted  it  would  draw  out  a  string  of  metal.    In 
this  state  it  often  ignited,  and  the  experiment  was  spoiled  on 
account  of  the  partial  formation  of  peroxide.     However,  by 
careful  management^  I  succeeded  in  making  some  good  expe* 
riments,  in  which  nearly  all  the  potassium  was  converted  into 
potassa;  and  the  exact  quantity  of  xmoxidized  metal  was 
ascertained  by  observing  the  volume  of  hydrogen  evolved 
when  the  contents  of  the  scale  were  exposed  to  the  action  of 
water.     The  mean  of  these  showed  that  the  heat  evolved  by 
the  conyersion  of  40  grains  of  potassium  into  potassa  is  able 
to  increase  the  temperature  of  a  pound  of  water  by  17^*6. 

56.  Heat  evolved  by  the  combustion  of  hydrogen. — ^The  gas 
was  burned  in  an  atmosphere  of  oxygen,  diluted  with  common 
air  by  means  of  a  jet  furnished  with  a  very  narrow  bore.  A 
grain  of  hydrogen  evolved  as  much  heat  as  is  able  to  increase 
the  temperature  of  a  pound  of  water  by  8**-36. 

57.  We  shall  now  proceed  to  examine  how  far  the  theory 
oi  resistance  to  electric  conduction  agrees  with  the  above 
experimental  results. 

58.  We  have  seen,  (47.),  (48.),  and  (49.),  that  the  intensities 
rf  the  aflSnities  which  unite  gaseous  oxygen  with  zinc,  iron, 
potasBium^  and  gaseous  hydrogen  are  as  1*32,  1*18,  205, 
and  1 ;  and  the  proportional  quantities  of  heat  which  were 
generated  by  the  combustion  of  the  equivalents  of  these 
bodies  are  10^8,  9^-48,  17^6,  and  8^-86,  or  129,  113, 
2*105,  and  1 — a  ratio  which  is  very  nearly  the  same  as  that 
of  Ae  intensities  just  given.     Hence  we  see  that  the  quan- 

h2 
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tiiies  of  heat  which  are  evolved  by  the  combustion  of  the 
equivalents  of  bodies  are  proportional  to  the  intensities  of  their 
affinities  for  oxygen.  Now  I  proved  in  my  former  paper* 
that  a  similar  law  obtains  in  the  voltaic  apparatus,  ih  con- 
sequence of  its  heat  being  produced  by  resistance  to  con- 
duction. And  hence  we  have  an  argument  that  the  heat  of 
combustion  has  the  same  origin. 

59.  But  our  proof  of  the  real  character  of  the  heat  of  com- 
bustion is  rendered  more  complete  by  regarding  quantities  as 
well  as  ratios  of  heat.  From  the  quantity  of  heat  generated 
by  the  motion  of  a  given  current  along  a  wire  of  known  re- 
sistance, we  can  deduce  the  quantities  of  heat  which,  according 
to  the  theory  of  resistance  to  electric  conduction,  ought  to 
be  produced  by  the  combustion  of  bodies ;  and  then  these 
theoretical  deductions  may  be  compared  with  the  results  of 
experiment. 

60.  The  mean  of  three  careful  experiments  detailed  in  my 
former  paperf  shows  that  if  a  wire,  the  resistance  of  which  is 
a  unit,  be  traversed  by  an  electric  current  of  1°*88  QJ  for 
one  hour,  the  heat  evolved  by  that  wire  will  be  able  to 
increase  the  temperature  of  a  pound  of  water  by  15°- 12. 
Now  I  have  ascertained  experimentally  that  a  pair  consisting 
of  amalgamated  zinc  and  platinized  silver,  excited  by  dilute 
sulphuric  acid,  is  able  to  propel  a  current  of  0°-168  Q  against 
the  whole  resistance  of  the  circuit  when  that  resistance  is 
5*2;  consequently  a  similar  pair  can  propel  a  current  of 
0^168  Qx  5-2=0°-874  Q  against  the  resistance  which  I  have 
called  a  unit.  But  fipom  (42.),  the  intensity  necessary  to 
separate  oxide  of  zinc  and  gaseous  oxygen  is  to  the  intensity 
of  one  of  Smee's  pairs  as  3'7 : 1.  Consequently  the  elec- 
tricity produced  by  the  union  of  zinc  and  gaseous  oxygen 

•  Philoeopbical  Magazine,  October  1841,  eer.  8.  vol.  xix.  p.  276  (70.). 

t  Ibid.  p.  266. 

X  I  beg  to  remind  the  reader  that  my  degree ,  expressed  thus  (1^  Q), 
indicates  that  quantity  of  current  electricity  which,  after  passing  con- 
stantly during  one  hour,  is  found  to  have  electrolyzed  a  chemical 
equivalent  expressed  in  grains — as  9  grains  of  water,  36  grains  of 
protoxide  of  iron,  &c. 
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must  be  suflBciently  intense  to  propel  a  current  of  0°'874  Q 
X  3-7= 8°-234  Q  against  a  unit  of  re  listance.  Now  V'8S  Q, 
when  urged  against  a  unit  of  resisiance^  was  able  in  one 
hour  of  time  to  increase  the  temperature  of  a  pound  of  water 
by  15°'12;  therefore  3°-234Q  could^  in  the  same  circum- 

(3*234\* 
-j:^  j  xl5°*12=44°-74  of  heat.     But  in 

(70.)  of  my  former  paper  I  proved  that  the  same  quantity  of 
heat  should  always  (according  to  the  theory  which  refers  the 
whole  of  the  heating  power  of  the  voltaic  apparatus  to 
resistance  to  the  electric  current)  be  produced  by  a  given 
quantity  and  intensity  of  electrolysis^  whether  the  resistance 
opposed  to  the  current  be  small  or  great.  Wherefore  the 
heat  which^  on  these  principles^  ought  to  be  generated  by  the 
combustion  of  3*234  equivalents  of  zinc  is  44°'74;  or,  in 
other  words,  one  equivalent,  or  32*3  grains  of  zinc,  should 
generate  heat  sufficient  to  increase  the  temperature  of  a 
pound  of  water  by  18°*83. 

61.  Now,  as  I  have  before  stated,  the  quantities  of  heat 
evolved  by  the  combustion  of  the  equivalents  of  bodies 
ought,  according  to  the  theory  of  resistance  to  electric  con- 
duction, to  be  proportional  to  the  intensities  of  their  affinities 
for  gaseous  oxygen.  These,  in  the  cases  of  zinc,  iron,  potas- 
sium, and  hydrogen,  are  1-82,  1*18,  2*05,  and  1.  Hence 
13^-83,  12°*30,  21°*47,  and  10°-47  are  the  quantities  of  heat 
which  ought,  according  to  our  theory,  to  be  produced  by  the 
combustion  of  32*3  grains  of  zinc,  28  grains  of  iron,  40  grains 
of  potassium,  and  1  grain  of  hydrogen. 

62.  By  comparing  these  results  of  theory  with  the  quantities 
of  heat,  10°*8,  9°-48,  17°-6,  and  8°*36^  which  were  (53.-56.) 
obtained  from  experiment,  it  will  be  seen  that  the  former 
exceed  the  latter  by  about  one  quarter.  Considering  the 
difficulty  of  preventing  some  loss  of  heat,  in  consequence  of 
the  escape  of  air  from  the  mouth  of  the  inner  jar  (51.)  during 
the  first  moments  of  combustion,  &c.,  it  will,  I  think,  be 


*  Crawford,  whose  method  was  well  adapted  to  prevent  loss  of  heat, 
obtained  9°*6.    More  recently,  Balton  oheeryed  about  8^*6. 
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admitted  that  experiment  agrees  with  the  theory  as  well  as 
could  have  been  expected. 

68.  I  conceive^  therefore^  that  I  have  proved  in  a  satis« 
factory  manner  that  the  heat  of  combustion  (at  least  when  it 
terminates  in  the  formation  of  an  electrolyte)  is  occasioned  by- 
resistance  to  the  electricity  which  passes  between  oxygen  and 
the  combustible  at  the  moment  of  their  union.  The  amount 
of  this  resistance^  as  well  as  the  manner  of  its  opposition,  is 
immaterial  both  in  theory  and  in  experiment ;  and  if  the 
resistance  to  conduction  be  great  (as  it  most  probably  is  when 
potassium  is  slowly  converted  into  potassa  by  the  action  of  a 
mixture  of  oxygen  and  common  air)  or  little  (as  it  probably 
is  when  a  mixture  of  oxygen  and  hydrogen  is  exploded),  still 
the  quantity  of  heat  evolved  remains  proportional  to  the 
number  of  equivalents  which  have  been  consumed  and  the 
intensity  of  their  affinity  for  gaseous  oxygen. 

64.  That  the  heat  evolved  by  other  chemical  actions, 
besides  that  which  is  called  combustion,  is  caused  by  resistance 
to  electric  conduction,  I  have  no  doubt.  I  cannot,  however, 
enter  in  the  present  paper  upon  the  experimental  proof  of 
the  fact. 


On  the  Electrical  Origin  of  Chemical  Heat 
By  James  P.  Joule. 

['  Fhilosophical  Magazine,'  ser.  8.  toI.  zziL  p.  204,  having  been  read  before 
the  British  Association,  at  Manchester,  on  June  25, 1842.] 

In  a  paper  which  I  read  on  the  2nd  of  last  November  before 
the  Literary  and  Philosophical  Society  of  Manchester,  I 
endeavoured  to  account  for  the  heat  evolved  by  the  combustion 
of  certain  bodies  on  the  hypothesis  of  its  arising  from  reaia^ 
tance  to  the  conduction  of  electricity  between  oxygen  and  the 
combustibles  at  the  moment  of  their  union.  Taking  this 
view  of  phenomena,  I  showed  that  the  heat  evolved  by  the 
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nnion  of  two  atoms  is  proportional  to  the  electromotive  force 
of  the  current  passing  between  them — ^in  other  words>  to  the 
intensity  of  their  chemical  affinity. 

In  that  paper  I  gave  the  results  of  my  own  experiments, 
and  I  apprehended  that  my  numbers  might  be  below  the 
truth,  on  account  of  the  simplicity  of  my  apparatus.  On 
comparing  them,  however,  with  the  experiments  of  Dulong, 
which  were  conducted  in  a  manner  very  well  calculated  to 
prevent  loss  of  heat,  I  now  find  that  they  agree  so  well  with 
the  results  of  that  accurate  philosopher  as  to  show  that  the 
method  I  adopted  of  carrying  on  the  combustion  in  the  inner 
of  the  two  glass  jars,  whilst  the  heat  evolved  was  measured  in 
water  placed  between  them,  was  not  unworthy  of  reliance. 
In  the  following  table  I  give  the  results  of  Dolong^s  experi- 
ments, reduced  to  degrees  Fahrenheit  acquired  by  a  pound  of 
water : — 


Qnantities 

ooiiTerted  into 

Protoxidee. 


Dulong^s 
leeultB. 


My  own      Theoretioal 
experimentB.      resultB. 


Ooireeted 

theoretical 

reBults. 


40  grs.  Potassium 

83     „   Zinc 

28     „   Iron 

81*6  „   Copper ... 
1  gr.  Hydrogen 


10-98 
9-00 
6-18 
8-98 


17-6 
11-03 
9-48 

8-36 


21-47 
13-83 
12-36 
9-97 
10-47 


11-01 
8-06 
5-97 

10-40* 


Z7 

In  the  above  table  there  is  one  metal  (copper)  of  which  I 

did  not  treat  in  my  former  paper;  it  wiU  therefore  be  well  to 

explain  the  manner  in  which  the  theoretical  results  for  it 

were  obtained. 

Platinum  wires  were  immersed  in  a  saturated  solution  of 

sulphate  of  copper.    These  were  successively  connected  with 


*  Since  Daniell  has  proved  the  remarkable  ftust  that,  during  the  eleo- 
trolysiB  of  dilute  sulphuric  acid,  one  quarter  of  an  equivalent  of  acid  goes 
along  with  the  oxygen  to  the  positive  electrode,  the  true  theoretical 
result  will  be  9*47. 
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the  poles  of  different  voltaic  arrangements^  consisting  of 
various  numbers  of  Smee's  pairs  in  series.  Using  two  pairs, 
I  had  neither  current  nor  decomposition;  but  with  three 
there  were  electrolytic  effects,  oxygen  being  evolved  from  the 
positive,  and  copper  being  deposited  on  the  negative  electrode. 
The  ratio  of  the  current  passed  by  three  compared  with  that 
passed  by  four  pairs,  was  as  nearly  as  possible  1 : 4.  There- 
fore 2|  pairs  are  equal  to  the  resistance  to  electrolysis  of 
sulphate  of  copper. 

Now  if  I  calculate,  as  I  did  in  my  former  paper  for  zinc, 
iron,  and  hydrogen,  I  must  argue  that  electricity  equal  in 
intensity  to  that  of  2f  pairs  passes  between  oxygen  and  copper 
when  they  unite  by  combustion.  But  one  pair  of  Smee's 
battery  can  produce  electricity  of  the  intensity  that  a  degree* 
of  it  will  evolve  8°'74  Fahr.  in  a  pound  of  water ;  and  multi- 
plying by  2f ,  we  have  9°'97  as  the  theoretical  result  for 
copper,  if  we  suppose  that  the  intensity  required  to  overcome 
the  resistance  to  electrolysis  of  sulphate  of  copper  is  equal  to 
the  intensity  of  current  arising  from  the  union  of  oxygen  and 
copper  in  combustion. 

There  is,  however,  since  the  experiments  of  Daniell,  reason 
to  think  that  this  is  not  quite  the  case,  but  that  part  of  the 
electromotive  force  engaged  in  electrolyzing  these  compound 
bodies  is  used  in  separating  the  acid  from  the  base  prior  to  or 
(according  to  that  philosopher's  view)  simultaneously  with  the 
decomposition  of  the  latter.  Unfortunately  we  cannot  bring 
forward  a  direct  experiment  to  prove  the  fact,  inasmuch  as 
the  oxidest  are  by  themselves,  and  at  common  temperatures, 
non-conductors  of  voltaic  electricity,  and  therefore  refuse  to 
yield  up  their  elements.  But  if,  on  the  principles  of  our 
theory,  we  argue  that  the  heat  evolved  on  the  combination  of 
one  chemical  equivalent  with  another  is  a  measure  of  the 
intensity  of  the  electric  current  passing  between  them  at  the 
time,  we  shall  have  the  means  of  eliminating  the  electro- 

*  My  degree  of  electricity  is  the  quantity  necessary  to  electrolyse  an 
equivalent  expressed  in  grains,  as  9  grains  of  water,  &c. 

t  I  find  that  pure  water  is  not  at  all  decomposed  by  ten  pairs  of  Smee's 
battery. 
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motive  force  employed  otherwise  than  in  separating  the 
elements  forming  the  oxides. 

I  suppose  that  there  are  three  forces  in  operation^  of  which 
two  are  against,  and  one  is  for,  a  current  engaged  in  elec- 
trolyzing  the  solution  of  the  sulphate  of  a  metallic  oxide. 
The  first  two  are  the  affinity  of  the  elements  of  the  oxide  for 
one  another  and  the  affinity  of  the  oxide  for  the  acid ;  and  the 
third  (which  is  in  a  contrary  direction  to  the  two  others, 
and  generally  less  than  either)  is  the  affinity  of  water  for 
sulphuric  acid.  The  latter  two  forces  may  be  eliminated  as 
follows : — 

Ist.  For  Zinc. — ^I  find  that  41  grains,  or  an  equivalent  of 
oxide  of  rinc,  evolves  2°*82  when  dissolved  in  dilute  sulphuric 
acid.  This,  which  is  the  quantity  of  heat  due  to  the  intensity 
of  current  resulting  from  the  difference  of  the  affinities  of 
sulphuric  acid  for  the  oxides  of  zinc  and  hydrogen,  leaves, 
when  subtracted  from  13^-83,  11°01,  the  corrected  theo- 
retical result  which  I  have  given  in  the  5th  column  of  the 
table. 

2nd-  For  Iron. — The  black  oxide  is  dissolved  with  such 
difficulty  by  dilute  sulphuric  acid  that  the  heat  thereby 
evolved  cannot  be  accurately  measured.  However,  the 
dissolution  of  the  hydrate  of  the  protoxide  is  easily  eflected, 
the  quantity  of  heat  generated  thereby  being,  per  equivalent, 
2^-74.  But  we  probably  arrive  nearer  the  truth  by  sub- 
tracting from  the  heat  evolved  by  the  dissolution  of  iron  in 
dilute  sulphuric  acid  that  portion  which  is  due  to  the  oxida- 
tion of  the  iron.  In  this  way  I  have  5°-2— 0°-9=4°-3  as 
the  heat  due  to  the  solution  of  protoxide  of  iron  in  dilute 
sulphuric  acid.  This,  when  subtracted  from  12°-36,  leaves 
8°'06,  the  corrected  theoretical  result. 

8rd.  For  Copper. — The  protoxide  of  copper  does  not 
dissolve  readily  in  dilute  sulphuric  acid.  Nevertheless,  by 
keeping  the  temperature  of  the  surrounding  atmosphere 
equal  to  that  of  the  liquid,  for  the  long  interval  of  time 
required  by  the  experiment,  I  obtained,  per  equivalent  of 
oxide,  4^0,  which,  being  subtracted  from  d'^'Q?,  leaves  6®-97 
as  the  corrected  theoretical  result. 
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4th.  For  Hydrogen  little  correction  is  needed^.  The 
liquid  used  in  the  experiments  made  to  ascertain  the  re- 
sistance to  electrolysis  of  water  was  mixed  with  a  small 
quantity  only  of  sulphuric  acid.  Consequently  there  were 
plenty  of  atoms  of  water^  either  xmcombined  or  only  slightly 
attached  to  the  acid,  prepared  to  give  up  their  elements  to 
the  current  with  little  or  no  additional  resistance  in  con- 
sequence  of  its  presence. 

By  inspecting  the  table  it  will  be  seen  that  the  above 
corrected  theoretical  results  agree  very  well  with  the  experi- 
meuts  of  Dulong  and  myself.  The  agreement  is  accurate  in 
the  case  of  zinc.  Iron  gives  results  which  are  not  so  satis- 
factory ;  but  we  must  remember  that  this  metal  is  converted 
by  combustion  into  the  magnetic  oxide,  and  that  a  correction 
ought  therefore  to  be  applied  on  account  of  heat  evolved  by 
the  uuion  of  protoxide  with  oxygen,  which  it  is  very  difilcult 
entirely  to  prevent.  Potassium  gives  theoretical  and  experi- 
mental results  as  accordant  as  can  be  well  expected,  con- 
sidering the  complicated  processf  by  which  the  former  was 
obtained  and  the  practical  difficulty  of  the  latter.  In  the 
case  of  hydrogen,  we  might  have  anticipated  that  theory 
would  give  a  larger  result  than  experiment ;  for  the  resistance 
to  the  electrolysis  of  water  appears  generally  greater  than  it 
really  is,  on  account  of  the  peculiar  state  which  the  platinum 
evolving  hydrogen  is  apt  to  assume,  which  has,  of  course,  the 
effect  of  increasing  the  theoretical  value. 

Besides  the  corrections  to  the  theoretical  results  which 
I  have  supplied,  I  thought  that  there  might  be  a  slight  one 
needed  on  account  of  light,  which  is  evolved  in  such  abundance 
in  some  instances  of  combustion.  It  was  of  importance  to 
ascertain  whether,  in  the  evolution  of  light,  an  equivalent  of 
heat  was  absorbed.  With  this  view  I  have  made  an  extensive 
series  of  experiments  with  the  voltaic  apparatus,  comparing 
the  heat  evolved  when  no  light  was  exhibited  with  that 
evolved  when  the  conducting  wire  was  ignited  to  whiten^s. 

*  On  thlB  question  see  the  note  appended  to  the  table.    Prof.  DanieU's 
discovery  indicated  a  correction  of  not  leas  than  1°. 
t  See  p.  97  (48.). 
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The  mean  of  twelve  experiments  showed  that  the  heat  evolved 
by  a  certain  quantity  of  wire  immersed  in  water  was,  for  a 
given  quantity  of  current  and  a  given  length  of  time,  24°'75 ; 
and  the  mean  of  sixteen  experiments,  in  which  a  platinum 
wire  enclosed  in  a  glass  tube  surrounded  with  water  was 
ignited  so  as  to  give  out  a  quantity  of  light  equal  to  that  of 
a  common  tallow  candle,  gave  24^*4  as  the  quantity  of  heat 
due  in  this  latter  case  to  similar  circumstances  of  resistance 
and  quantity  of  current.  These  experiments  seem  to  indicate 
that  heat  is  lost  when  light  is  evolved,  but  in  so  slight  a 
degree  that  my  experiments  on  the  heat  of  combustion  need 
not  be  corrected  for  it.  The  combustion  in  Dulong^s  expe- 
riments was  performed  in  a  box  of  copper,  which,  being 
opaque,  would  entirely  obviate  this  source  of  error. 

I  conceive  that  the  correctness  of  the  idea,  entertained,  I 
believe,  by  Davy,  and  afterwards  more  explicitly  mentioned 
by  Berzelius,  that  the  heat  of  combustion  is  an  electrical 
phenomenon,  is  now  rendered  sufilciently  evident.  I  have 
shown  that  the  heat  arises  firom  resistance  to  the  conduction 
of  electricity  between  the  atoms  of  combustibles  and  oxygen 
at  the  moment  of  their  union.  Of  the  nature  of  this 
resistance  we  are  still  ignorant. 

Some  time  ago  I  commenced  an  investigation  on  the  heat 
arising  firom  the  union  of  sulphuric  acid  with  potash,  soda, 
and  ammonia.  This  inquiry  is  more  difficult  than  I  expected, 
and  my  experiments  are  not  as  yet  sufficiently  complete  to 
lay  before  the  British  Association.  In  a  future  paper  I  hope 
to  extend  my  inquiry,  and  also  to  show  the  relation  of  latent 
heat  to  electrical  intensity. 
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On  Sir  0.  C.  HaughtorCs  Experiments.  By  J.  P. 
Joule.  [In  a  letter  to  the  Editors  of  the  '  Philo- 
Bophical  Magazine  and  Journal  of  Science.'] 

['  Philosophical  Magazine,'  ser.  3.  voL  xxii.  p.  265.] 

Oentlemen^ 

Allow  me  to  occupy  a  small  portion  of  your  space  with 
a  few  observations  on  the  subject  of  an  interesting  communi- 
cation by  Sir  G.  C.  Haughton  inserted  in  your  last  Number. 

On  repeating  the  experiments  on  the  action  of  frictional 
electricity  upon  the  galvanometer^  I  find  that  the  phenomenon 
to  which  Sir  Graves  has  called  attention  is  simply  an  example 
of  the  repulsion  of  bodies  which  are  in  the  same  electrical 
state^  and  is  not  sensibly  owing  to  the  minute  currents  which 
are  put  into  play  by  the  electrifying  machine.  This  may  be 
easily  shown  by  the  following  experiment : — 

Take  half  an  inch  of  copper  wire,  and  suspend  it  by  a  fila- 
ment of  silk  in  the  centre  of  a  vertical  insulated  metallic  ring, 
having  an  aperture  of  about  an  inch  and  a  quarter.  Electrify 
positively  both  the  ring  and  the  copper  wire,  and  the  latter 
will  immediately  place  itself  at  right  angles  to  the  plane  of 
the  former.  Now  cause  the  copper  wire  to  communicate  with 
the  ground  for  an  instant ;  then,  becoming  of  course  nega- 
tively electrical  by  induction,  it  will  be  immediately  attracted 
to  the  plane  of  the  ring,  and  will  vibrate  from  one  side  to 
another  of  it  with  the  same  eneigy  as  it  did  about  the  angle 
of  90®  when  positively  electrical. 

It  is  manifest  that  the  unstable  equilibrium  of  the  wire,  when 
it  is  similarly  electrical  with  the  ring,  and  is  also  exactly  in  the 
same  plane,  may  be  converted  into  a  stable  equilibrium  by 
superadding  an  attractive  force  which  urges  it  to  remaib 
there.  Hence  it  is  that  Sir  Graves  found  that  a  delicately 
suspended  magnetic  needle  remained  steady,  though  a  needle 
without  directive  energy  was  in  similar  circumstances  deflected 
to  90°. 

The  interesting  and  important  case  of  static  electrical  action 
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observed  by  Sir  Graves  ought  to  be  carefully  guarded  against 

by  those  who  wish  to  ascertain  the  quantity  of  current  fric- 

tional  electricity  by  the  multiplier.   In  Prance  this  instrument 

has  been  employed  by  M.  Peltier  for  measuring  the  electricity 

of  the  atmosphere;  and  whilst  it  cannot  be  doubted  that 

that  able  electrician  used  great  precautions^  the  danger  of 

the  apparatus  receiving  a  charge  of  electricity  sufficient  to 

interfere  seriously  with  the  results,  cannot  be  too  strongly 

urged  upon  the  attention   of  those  who  may  repeat  his 

experiments. 

Yours  truly. 

Broom  Hill,  near  Manchester,  Jambs  P.  JoULE. 

March  4, 1843. 


On  the  Heat  evolved  during  the  Electrolysis  of  Water. 
By  James  P.  Joule*. 

['  Memoirs  of  the  Manchester  Literary  and  Philosophical  Society/ 
2nd  ser.  vol.  vii.  p.  87.    Read  January  24th,  1843.] 

In  former  papers  I  have  endeavoured  to  prove  that  the  heat 
evolved  by  voltaic  electricity  is  proportional  to  the  resistance 
to  conduction  and  the  square  of  the  quantity  of  current, 
during  electrolysis,  and  in  the  cells  of  the  battery  as  well  as 
in  metallic  conductors.  The  heat,  however,  which  is  liberated 
in  cases  of  electrolysis  was  very  imiformly  found  to  exceed 
the  product  of  resistance  and  the  square  of  the  current ;  and 
I  attributed  this  to  the  solution  of  oxide  of  zinc  and  to  other 
actions  which  are  regarded  as  secondary.  The  circumstance 
is  evidently  of  great  importance  to  the  whole  subject  of  voltaic 
heat.  I  have  therefore  undertaken  a  series  of  experiments  to 
ascertain  its  real  character,  the  results  of  which  are,  I  hope, 
of  sufficient  importance  to  merit  the  attention  of  this  Society. 
It  would  be  quite  useless  to  attempt  an  inquiry  of  this  kind 
without  the  assistance  of  a  galvanometer  of  very  considerable 

*  The  experiments  were  made  at  Broom  Hill,  near  Manchester. 
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mocancy.  Sensible  of  this,  I  hsre  from  time  to  time  eodea- 
▼oored  to  improre  my  measures  (rf'yidtaism.  The  instroment 
used  in  the  present  inrestigation  is  of  large  dimensions  and 
of  great  exactness.  It  is  eonstmcted  mnch  on  the  same  plan 
as  Ponillet^s  galyanometer  of  tangents,  the  electricity  being 
carried  by  a  thick  copper  wire  bent  into  a  circle  of  a  fix>t 
diameter.  The  magnetic  needle,  6  inches  in  length,  trayerses 
a  circle  of  pnre  brass  divided  by  a  machine.  Its  deflections, 
appreciable  to  5^,  are  tamed  into  quantities  of  dectric  current 
with  the  help  of  a  table  formed  by  exact  and  careful  ex- 
periments. 

Another  piece  of  essential  apparatus  is  a  standard  of 
resistance  to  conduction.  Mine  consists  of  eight  yards  of 
copper  wire,  ^  of  an  inch  in  diameter.  It  is  well  insulated, 
bent  double  to  obviate  any  action  on  the  needle  of  the  gal- 
yanometer, and  then  arranged  into  a  coil.  When  used,  it  is 
immersed  in  water,  in  order,  by  keeping  it  cool,  to  prevent 
the  increase  of  its  resistance. 

The  battery  I  used  is  on  Prof.  Darnell's  plan.  Each  of  its 
cells  is  25  inches  high  and  5^  inches  in  diameter.  They 
were  charged,  in  the  usual  way,  with  acidulated  sulphate  of 
copper  in  contact  with  the  copper;  and  dilute  sulphuric  acid, 
mingled  with  a  variable''^  quantity  of  sulphate  of  zinc,  in  con- 
tact with  the  amalgamated  zinc.  Six  of  these  cells  in  series 
formed  the  battery  used  in  all  the  subsequent  experiments ; 
but  at  the  same  time  I  may  observe  that  trials  were  also  made 
with  only  three  in  series,  in  order  to  satisfy  myself  that  the 
results  are  independent  of  the  extent  of  the  battery. 

The  electrolytic  apparatus  consisted  of  a  glass  jar,  con- 
taining a  pound  of  liquid,  and  furnished  with  electrodes,  each 
of  which  exposed  an  active  surface  of  about  six  square  inches. 

By  ascertaining,  immediately  before  and  after  each  expe- 
riment, the  current  which  could  pass  when  the  battery  and 

*  As  I  do  not  throw  away  my  old  solution,  but  content  myself  with 
mixing  it  occasionally  with  new>  the  liquid  must  have  contained  consi- 
derably more  free  add  at  one  time  than  at  another.  This  cannot,  how- 
ever, interfere  with  my  results,  because  it  did  not  interfere  with  the 
electromotive  force  of  the  batteiy. 
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connecting- wires  (indnding  that  of  the  galvanometer)  were 
only  in  the  circuity  and  that  which  could  pass  when  a  unit 
was  added  to  this  resistance  bj  means  of  the  standard  of 
resistance^  we  have^  on  the  principles  of  Ohm^  the  equation 

ax^b{x-\-l)f  or  *=— ;;;nc>  '^hcre  a  and  b  are  the  above  cur- 
rents and  w  is  the  resistance  of  the  battery  and  connecting- 
wires. 

This  being  known^  we  have  the  means  of  ascertaining  the 
resistance  to  conduction  of  the  electrolytic  cell.   It  is  obtained 

from  the  equation  c(a?+y)=ap— ^,  or  y^\M—j-  )"^)"* 

where  (the  other  letters  remaining  as  before)  c  is  the  current 
observed  during  electrolysis^  d  is  the  number  of  cells  in  the 
battery^  and  z  is  the  resistance  to  electrolysis  of  the  electrolytic 
apparatus^  calling  (as  I  intend  to  do  throughout  this  paper) 
the  electromotive  force  of  DamelFs  cell  unity. 

This  resistance  to  electrolysis  is  obtained  by  observing  the 
currents  which  pass  through  the  electrolytic  cell  when  different 
numbers  of  the  battery-cells  are  employed  in  propelling  them. 
For  this  purpose  the  lowest  two  numbers  adequate  to  effect 
electrolysis  were  chosen;  and  having  reduced  the  current 
observed  when  using  the  fewest  number  of  cells,  on  account 
of  Ae  absence  in  that  case  of  the  resistance  to  conduction  of 
one  cell  of  the  battery,  the  resistance  to  electrolysis  is  found 

by  the  equation  j2r=:E— (^^-— V  where  E  is  the  smallest 

number  of  cells  which  can  effect  decomposition,  e  is  the 
corrected  current  observed  with  it,  and  /  is  the  current 
passed  when  one  cell  more  is  added  to  the  battery. 

The  appended  table  contains  the  particulars  of  some  expe- 
riments on  electrolysis  in  which  various  electrodes  and 
solutions  were  used.  Each  of  them  is  the  mean  of  two  expe- 
riments, in  one  of  which  the  needle  was  deflected  towards  the 
right  and  in  the  other  towards  the  left  hand  of  the  magnetic 
meridian,  so  as  to  neutralize  any  slight  inaccuracy  in  the 
position  of  the  galvanometer.  The  first  three  numbers  of 
the  table,  giving  the  heating-powers  of  wire,  were  obtained. 
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not  in  immediate  succession,  but  at  considerable  intervals  of 
time^  during  which  other  experiments  were  tried.  By  this 
means  I  assured  myself  that  the  important  condition  of  uni- 
form conductibility  of  the  standard  coil  had  not  suffered 
by  its  repeated  use.  The  heat  evolved  by  wire,  having 
been  ascertained  by  these  three  experiments,  furnished  the 
means  of  calculating  the  subsequent  numbers  in  column  8, 
according  to  the  law  of  resistance  to  conduction  and  square 
of  current. 

The  time  during  which  the  electrolysis  was  allowed  to  pro- 
ceed varied  from  7^  to  10  minutes.  The  results  are,  however, 
for  the  sake  of  uniformity,  invariably  reduced  to  10  minutes. 
The  quantities  of  heat  are  reduced  to  the  capacity  of  a  pound 
avoirdupois  of  water,  by  making  the  requisite  corrections 
(deduced  from  careful  experiments)  for  specific  heat  and  the 
influence  of  the  atmosphere.  The  current  is,  as  in  my 
former  papers,  expressed  in  degrees :  1°,  passing  uniformly 
during  an  hour,  decomposes  a  chemical  equivalent  expressed 
in  grains — as,  9  grs.  of  water,  41  grs.  of  oxide  of  zinc,  &c. 

By  inspecting  the  table,  it  will  be  observed  that  the  heat 
actually  evolved  is,  in  every  case  of  electrolysis,  greater  than 
that  which  is  due  to  the  product  of  the  resistance  to  conduc- 
tion and  the  square  of  the  current.  In  a  former  paper  I 
ascribed  this  to  the  solution  of  oxygen  at  the  positive 
electrode.  Faraday  has  shown  that  this  occurs  sometimes  to 
a  considerable  extent.  In  the  present  experiments  I  ascer- 
tained that  the  gases  were  evolved  exactly  in  the  right  pro- 
portions ;  and  this  because  the  small  quantity  of  oxygen  dis- 
solved by  the  solution  at  the  positive  electrode  was  immediately 
carried  by  currents  to  the  negative,  and  there  neutralized  by 
hydrogen,  as  the  liquid  was  not  divided  by  a  diaphragm.  In 
this  way,  however,  not  more  than  one  sixteenth  of  the  mixed 
gases  was  re-formed  into  water.  Nor  can  this  account  in  any 
degree  for  the  diflference  between  the  numbers  in  columns  7 
and  8  ;  for  in  proportion  to  the  quantity  of  gas  redissolved  is 
the  intensity  required  for  electrolysis  undoubtedly  diminished, 
and  this,  entering  the  equations,  has  the  efiect  of  increasing 
the  calculated  resistances  to  conduction,  and,  in  the  same  pro- 
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portion,  the  numbers  in  column  8.  We  must  therefore  seek 
another  cause. 

And  in  order  to  do  so  with  convenience  I  have  enlarged 
the  table.  Column  9  contains  the  diflference  between  co- 
lumns 7  and  8,  reduced  to  an  equivalent  of  electrolysis.  In 
other  words,  the  diflferences  of  the  numbers  in  columns  7 
and  8  would  have  been  equal  to  those  in  column  9,  had  the 
several  experiments  been  continued  just  long  enough  to  effect 
the  evolution  of  a  grain  of  hydrogen.  Now,  I  had  ascertained 
by  careful  experiments,  given  in  the  first  three  numbers  of 
the  table,  that  the  intensity  of  a  Daniell's  cell  such  as  I  used 
is  equivalent  to  6°'129  in  a  pound  of  water  per  degree 
of  current;  and  hence  I  have  obtained,  by  simple  pro- 
portion, the  numbers  in  column  10,  representing,  in  terms 
of  the  intensity  of  a  DanielFs  cell,  the  resistances  to  electro- 
lysis due  to  the  quantities  of  heat  in  column  9.  By  sub- 
tracting these  from  the  numbers  in  column  5  we  obtain  those 
in  column  11,  which,  as  we  shall  presently  see,  represent  the 
intensity  or  electromotive  force  requisite  to  separate  water 
into  its  elements  and  to  evolve  the  constituent  gases.  Co- 
lumns 12  and  13,  containing  new  resistances  to  conduction* 
and  the  heat  due  to  them,  are  calculated  from  column  11. 

It  will  be  observed  that  the  resistances  to  electrolysis  (con- 
tained in  column  5)  vary  according  to  the  nature  of  the 
electrodes.  VtTith  platinized  surfaces  the  resistance  is  consi- 
derably less  than  with  polished  platinum;  and  the  latter, 
again,  is  exceeded  in  this  respect  when  the  electrode  evolving 
hydrogen  is  of  amalgamated  zinc.  Now,  in  all  the  experi- 
ments with  dilute  acid,  the  '^  chemical ''  effect  was  the  same, 
consisting  in  the  separation  of  the  gaseous  elements  of  water 
and  the  transfer  of  quarter  t  of  an  equivalent  of  sulphuric 
acid  from  the  negative  to  the  positive  electrode ;  and  in  the  ex- 

*  I  call  these  "  new  resistances  to  conduction  ^  merely  from  the  want 
of  a  more  appropriate  term  to  specify  what  is  really  a  mixture  of  two 
distinct  sources  of  resistance.  Column  6  contains  the  ordinary  resistances 
to  conduction. 

t  Phil.  Trans.  1840,  pt.  i.  p.  214  I  have  myself  made  some  rough 
experiments  confirmatory  of  this  remarkable  £ftct. 
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periment  with  solution  of  potassa  the  same  gases  were  evolved, 
accompanied,  according  to  Prof.  Daniell,  by  the  transfer  of 
the  fifth  part  of  an  equivalent  of  alkali  from  the  positive  to 
the  negative  electrode,  which  could  not  fail  to  require  nearly 
the  same  intensity  as  the  transfer  of  acid  in  the  contrary 
direction.  It  is  quite  evident,  then,  that  the  resistances  in 
column  5  are  not  entirely  due  to  chemical  changes,  though  I 
have  no  doubt  that  they  arise  from  the  joint  action  of  resist- 
ance to  chemical  change  and  chemical  repulsion — ^repulsion 
principally,  owing  to  the  presence  of  electro-positive  materials 
on  the  negative  electrode.  If  the  resistance  to  electrolysis 
which  is  over  and  above  that  due  to  chemical  change  were 
not  accounted  for  elsewhere,  it  would  prove  the  annihilation 
of  part  of  the  power  of  the  circuit,  without  any  corresponding 
effect.  We  shall  see  that  this  is  not  the  case,  but  that  in 
the  evolution  of  heat,  where  the  excess  of  resistance  takes 
place,  an  exact  equivalent  is  restored. 

For,  by  inspecting  column  9  we  see  that  the  excess  of 
heat  is  greatest  when  the  resistance  to  electrolysis  is  greatest, 
and  least  also  when  the  latter  is  least.  Now,  when  this 
excess  of  heat  is^  in  the  manner  I  have  before  described, 
turned  into  the  resistance  to  electrolysis  of  which  it  is  an 
equivalent,  and  then  subtracted  from  the  compound  resistance 
in  column  5,  we  obtain  the  numbers  in  column  11,  which 
represent  the  resistance  due  to  the  separation  of  water  into 
its  gaseous  elements  alone,  and  apart  not  only  from  the 
resistance  owing  to  the  state  of  the  electrodes  but  also  from 
that  which  is  due  to  the  transfer  of  the  fraction  of  an  equi- 
valent of  acid  or  alkali ;  for  since  these  are  remingled  with 
the  liquid  as  fast  as  they  are  determined  to  their  respective 
electrodes,  and  the  heat  evolved  by  this  remingUng  appears 
in  column  7,  the  equivalents  of  resistance  due  to  these 
transfers  appear  in  column  10,  and  are  subtracted  from  the 
compound  itesistances  in  column  5. 

According  to  these  principles,  all  the  numbers  in  column  1 1 
should  be  equal ;  and,  indeed,  they  do  not  differ  fix)m  each 
other  more  than  might  have  been  anticipated  from  the  nature 
of  the  experiments.    An  error  of  only  the  fourth  part  of  a 
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degree  in  column  7  is  sufficient  to  produce  the  greatest 
deviation  from  the  mean  in  column  11 ;  and  the  results  are 
likewise  dependent  upon  the  accuracy  with  which  the  re- 
sistance of  the  battery  is  ascertained. 

1"35,  the  mean  of  column  11,  will  very  nearly  represent 
the  intensity  or  electromotive  force  required  for  the  separa- 
tion of  the  elements  of  water  and  the  assumption  by  them  of 
the  gaseous  state.  By  these  means  heat  becomes  '^  latent/' 
and  a  reaction  on  the  intensity  of  the  battery  takes  place 
without  the  evolution  of  tree  heat.  It  is  most  interesting  to 
inquire  what  part  of  the  whole  intensity  is  due  to  each  action* 
I  have  endeavoured  to  ascertain  it  in  the  following  manner : — 

I  removed  the  thick  copper  wire  of  the  galvanometer^  and 
substituted  for  it  a  coil  of  a  foot  diameter,  consisting  of  200 
turns  of  well-covered  copper  wire  ^  of  an  inch  in  thickness. 
As  the  resistance  to  conduction  of  a  voltaic  pair  of  3-inch- 
square  plates  is  seldom  greater  than  that  of  a  yard  of  this  thin 
wire,  the  galvanometer  thus  fitted  could  be  depended  on  as  an 
indicator  of  the  intensity  of  different  arrangements,  particu- 
larly when  care  was  taken  to  make  their  resistances  as  nearly 
equal  to  each  other  as  possible.  In  this  way,  calling  the  in- 
tensity of  a  Daniell's  cell  unity,  I  found  the  intensity  of  Mr. 
Orove's  arrangement,  consisting  of  platinum  in  nitric  acid 
associated  with  amalgamated  zinc  in  dilute  sulphuric  acid,  to 
be  1*732  j  while  that  of  Mr.  Smee's  arrangement  of  platinized 
platinum  and  amalgamated  zinc  plunged  in  dilute  sulphuric 
acid  (avoiding  the  first  effect  of'immersion*)  was  0-731 ;  also 
that  the  intensities  of  similar  arrangements  in  which  iron  was 
substituted  for  zinc  as  the  positive  metal  were  respectively 
1-14  and  0149. 

Now,  on  account  of  the  extreme  facility  with  which  oxygen 
parts  from  nitric  acid,  there  can  be  no  doubt  that  the  intensites 
of  the  above  arrangements  of  Mr.  Grove  very  nearly  represent 
the  respective  affinities  of  the  positive  metals  for  oxygen  which 
is  not  in  the  gaseous  state.   For  the  separation  of  the  hydrogen 

•  Bacquerel  was,  I  believe,  the  first  who  referred  the  great  intensity  of 
a  pair  at  the  moment  of  its  immersion  to  the  reaction  of  the  air  adhering 
to  the  negative  plate. 
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from  the  oxygen  of  the  water  is  simultaneous  with  the  union 
of  hydrogen  with  the  oxygen  which  may  aknost  be  regarded 
as  free  at  the  platinum ;  and  these  actions  neutralizing  each 
other,  it  follows  that  the  intensity  of  the  current  in  the  case 
of  either  positive  metal  very  nearly  represents  its  affinity  for 
oxygen  in  a  non-gaseous  state. 

But  with  the  pairs  on  Mr.  Smee's  arrangement  two  things 
tend  to  counteract  the  effect  of  this  affinity.  One  of  them  is 
the  force  required  to  separate  the  elements  of  water;  the 
other  is  that  required  to  give  hydrogen  the  gaseous  form. 
Hence  we  have  1*732— 0731  =  1001  with  the  zinc,  and 
1-14 -0-149=0-991  with  the  iron.  We  shall  take  1  (which 
is  very  nearly  the  mean  of  these  numbers)  as  the  electro- 
motive force  or  intensity  necessary  to  separate  the  elements 
of  water  and  give  hydrogen  the  gaseous  state. 

Again,  I  placed  platinum  wires  as  electrodes  in  a  solution 
of  sulphate  of  zinc,  and,  connecting  them  with  the  long- wire 
galvanometer,  I  found  the  currents  which  passed  when  three 
and  then  four  cells  of  Daniell  were  used  to  be  in  the  ratio  of 
160  to  615.  Hence  2*648  is  the  resistance  to  electrolysis  of 
this  solution.  Of  it,  part  is  due  to  the  separation  of  zinc 
from  oxygen  and  part  to  the  transfer  of  sulphuric  acid  from 
the  oxide  of  zinc  to  the  water.  We  must  eliminate  the 
latter;  and  I  know  not  a  better  way  of  doing  so  than  by 
converting  2^*82,  the  heat  evolved  when  oxide  of  zinc  is 
dissolved  in  dilute  sulphuric  acid,  into  0*46,  its  equivalent  of 
resistance  to  electrolysis,  and  subtracting  this  from  2*648. 
Thus  we  obtain  2*188*  as  the  intensity  occupied  in  sepa- 
rating zinc  from  oxygen,  and  giving  the  latter  the  gaseous 
state. 

But  we  have  seen  that  the  intensity  of  the  union  of  non- 
gaseous oxygen  with  zinc  is  represented  by  1*732.  Therefore 

•  I  think  this  number  may  be  rather  over  the  truth,  for  reasons  after- 
wards stated ;  hut  since  I  have  found  by  an  experiment,  in  which  oxy- 
water  was  substituted  for  the  nitric  acid  of  a  Grove's  cell,  that  the  intensity 
of  his  arrangement  (why,  I  cannot  imagine)  is  probably  greater  than  is 
represented  by  the  union  of  non-gaseous  oxygen  with  zinc,  there  is  pro- 
bably a  compensating  error. 
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2*188— 1*732=0*456,  the  intensity  due  to  the  assumption  by 
oxygen  of  the  gaseous  state. 

Again^  the  resistance  to  electrolysis  of  solution  of  sulphate 
of  copper  is  1*702;  and  although  it  is  diflScult  to  ascertain 
with  precision  the  quantity  of  heat  evolved  by  the  solution  of 
oxide  of  copper  in  dilute  sulphuric  acid^  I  am  persuaded  that 
it  is  not  less  than  3^  nor  more  than  4^  per  equivalent.  Sup- 
pose it  to  be  3°-5 =0*571  of  resistance  to  electrolysis.  Then 
1-702— 0*571  =  1-131,  the  intensity  due  to  the  separation  of 
oxide  of  copper  into  metal  and  gas.  But  0*731  represents 
the  intensity  of  the  union  of  non-gaseous  oxygen  with  copper ; 
therefore  1*181—0*731=0-4,  a  result  not  widely  different 
from  what  we  obtained  with  zinc.  We  may,  I  think,  take 
0*45  as  a  near  approximation  to  the  intensity  due  to  the 
gaseous  condition  of  oxygen. 

As  we  have  already  stated  that  the  intensity  necessary  to 
separate  oxygen  from  hydrogen,  and  give  the  latter  the 
gaseous  state,  is  almost  exactly  1,  1*45  is,  according  to  the 
above  calculations,  the  intensity  required  to  electrolyze 
water.  This  is  not  very  widely  different  from  1*35*,  the 
mean  of  the  numbers  in  column  11.  0*45  resistance  to 
electrolysis  is  equal  to  2^*76.  It  would  be  curious  to  aacer- 
tain  whether  the  same  amount  of  caloric  would  be  evolved  by 
the  mechanical  condensation  of  eight  grains  of  oxygen  gas. 

We  have  given  1*35, 1*131,  and  2-188  as  the  intensities  due 
to  the  separation  of  gaseous  oxygen  from  hydrogen  gas,  copper, 
and  zinc.  The  quantities  of  heat  corresponding  with  these 
are  respectively  8°-27,  6°*93,  and  13°*4l ;  which  are  therefore 
the  quantities  of  heat  per  pound  of  water  which,  according  to 
the  above  data,  should  be  evolved  by  the  combustion  of  1  gr, 
of  hydrogen  gas,  31*6  grs.  of  copper,  and  33  grs.  of  zinc. 
To  the  first  of  these,  however,  about  one  sixteenth  ought  to 

♦  If  we  put  hydrogen  as  requiring  an  intensity  of  0*9  to  give  it  the 
gaseous  condition,  the  intensity  of  the  union  of  non-gaseous  hydrogen 
■with  non-gaseous  oxygen  would  be  1  -SS— 0*9--0"45=k0.  So  that  probably 
in  the  decomposition  of  water  nearly  all  the  energy  is  taken  up  in  giving 
the  gases  their  elastic  condition.  See  Dr.  Wright,  Phil.  Mag.  vol.  LxviL 
p.  178.— iVofe,  1881. 
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be  added  on  account  of  the  dissolution  and  recombination  of 
the  gases  in  the  electrolytic  cell,  which  has  the  effect  of 
diminishing  the  numbers  in  column  1 1.  On  the  other  hand, 
the  results  for  copper  and  zinc  are  certainly  somewhat  over- 
stated, on  account  of  that  species  of  resistance  to  electrolysis 
which  forms  column  10.  The  error  thus  arising  is  not  indeed 
great,  and  in  the  case  of  copper  is,  I  have  ascertained,  not 
more  than  0'13 ;  but  nevertheless  it  ought  to  be  eliminated, 
for  the  same  reason  as  we  eliminated,  in  the  case  of  water, 
the  resistance  in  column  10.  After  making  these  corrections, 
as  far  as  we  are  able,  the  above  quantities  of  heat  become 
altered  to  8°-79,  6°-14,  and  12°-62;  which  approximate  pretty 
closely  to  8°-98,  5°-18,  and  10°-98,  the  quantities  of  heat  of 
combustion  which  Dulong  obtained  by  his  experiments. 

In  concluding,  I  would  make  a  few  general  observations : — 

Ist.  In  an  electrolytic  cell  there  are  three  distinct  obstacles 
to  the  flow  of  a  voltaic  current.  The  first  of  these  is  the 
ordinary  resistance  to  conduction ;  the  second  is  resistance  to 
electrolysis  unthout  the  necessity  of  chemical  change,  arising 
simply  from  chemical  repulsion ;  and  the  third  is  resistance  to 
electrolysis  accompanied  by  chemical  changes. 

2nd.  By  the  first  of  these  heat  is  evolved,  exactly  as  it  is 
by  a  wire,  according  to  the  amount  of  the  resistance  and  the 
square  of  the  current ;  and  it  is  thus  that  a  part  of  the  heat 
belonging  to  the  chemical  actions  of  the  battery  is  evolved. 
By  the  second,  a  reaction  in  the  intensity  of  the  battery 
occurs ;  and  wherever  it  exists,  heat  is  evolved  exactly  equiva^ 
lent  to  the  loss  of  heating-power  of  the  battery  arising  from  its 
diminished  intensity.  But  'the  third  resistance  differs  from 
the  second  inasmuch  as  the  heat  due  to  its  reaction  is  l*en- 
dered  latent,  and  is  thus  lost  by  the  circuit. 

3rd.  Hence  it  is  that,  however  we  arrange  the  voltaic  appa- 
ratus, and  whatever  cells  for  electrolysis  we  include  in  the 
circuit,  the  caloric  of  the  whole  circuit  is  exactly  accounted 
for  by  the  whole  of  the  chemical  changes. 

4th.  Faraday  has  shown  that  the  qiLantiiy  of  current  elec- 
tricity depends  upon  the  number  of  chemical  equivalents 
which  suffer  electrolysis  in  each  cell,  and  that  the  intensity 
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depends  on  the  sum  of  chemical  affinities.  Now  both  the 
mechanical  and  heating  powers  of  a  current  are^  per  equi- 
valent of  electrolysis  in  any  one  of  the  battery-cells,  propor- 
tional to  its  intensity  or  electromotive  force.  Therefore  the 
mechanical  and  heating  powers  of  a  current  are  proportional 
to  each  other. 

5th.  The  magnetic  electrical  machine  enables  us  to  convert 
mechanical  power  into  heat  by  means  of  the  electric  currents 
which  are  induced  by  it.  And  I  have  little  doubt  that,  by 
interposing  an  electromagnetic  engine  in  the  circuit  of  a 
battery,  a  diminution  of  the  heat  evolved  per  equivalent 
of  chemical  change  would  be  the  consequence,  and  this  in 
proportion  to  the  mechanical  power  obtained*. 

6th.  Electricity  may  be  regarded  as  a  grand  agent  for 
carrying,  arranging,  and  converting  chemical  heat.  Suppose 
two  of  Daniell^s  cells  in  series  to  be  connected,  by  thick 
wires,  with  platinized  plates  immersed  in  dilute  sulphuric 
acid.  Owing  to  the  near  balance  of  affinities,  very  little 
free  heat  will  be  evolved,  per  equivalent  of  chemical  action, 
in  any  part  of  the  circuit ;  and  that  little  will  be  equivalent 
to  the  difference  of  the  intensity  of  the  battery  and  the  in- 
tensity due  to  the  electrolysis  of  water,  or  to  2— 1-35 =0*65, 
if  we  do  not  regard  the  heat  arising  from  secondary  action  in 
the  battery.  But  then  a  great  transfer  of  latent  heat,  equal 
to  8***27  per  equivalent,  will  take  place  from  the  battery 
to  the  electrolytic  cell ;  and  this  by  the  immediate  agency  of 
the  current.  Again,  if  a  large  battery  be  connected  by  thick 
conducting-wires  with  a  coil  of  very  thin  wire,  nearly  the 
whole  of  the  heat  due  to  the  chemical  changes  taking  place 
in  the  battery  will  be  evolved  by  that  coil,  while  the  battery 
itself  will  remain  cool. 

7th.  Pouillet  having  deduced  from  his  experiments,  repeated 
with  great  caution  by  Becquerel,  the  general  conclusion  that, 
during  combustion,  the  oxygen  disengages  positive  and  the 
combustible  negative  electricity,  and  Faraday  having  proved 
that  a  constant  quantity  of  electricity  is  associated  with  the 

•  I  am  preparing  for  experiments  to  test  the  accuracy  of  this  proposi- 
tion.—JVb<e,  Feb.  18th,  1843. 
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combining  proportions  of  all  bodies,  it  only  remained  to 
prove  that  the  intensity  of  the  electricity  passing  from  the 
oxygen  to  the  combustible  at  the  moment  of  their  union  is 
just  that  which  is  equivalent  to  the  actual  heat  of  combi- 
nation. This  I  have  attempted ;  and  in  so  doing  have  met,  I 
think  it  will  be  admitted,  with  such  success  as  to  put  the 
beautiful  electrical  theory  of  chemical  heat,  first  suggested  by 
Davy  and  Berzelius,  beyond  all  question. 


Appendix. 

[Read  February  20, 1844.] 

Since  the  above  paper  was  read  I  have  found  that  the 
intensity  of  Mr.  Grovels  voltaic  arrangement  may  be  in- 
creased in  the  ratio  of  100  to  118  by  the  use  of  a  mixture  of 
peroxide  of  lead  and  sulphuric  acid  instead  of  nitric  acid. 
Hence  it  would  appear  that  the  intensity  of  the  nitric-acid 
battery  is  considerably  less  than  the  intensity  due  to  the 
union  of  the  positive  metal  with  oxygen.  Some  of  the  fore- 
going calculations,  based  on  the  intensity  of  Grove's  battery, 
therefore,  require  correction*. 

I  have  once  or  twice  made  use  of  the  terms  "  latent  heat,'' 
'*  caloric,"  &c.;  but  I  wish  it  to  be  understood  that  those 
words  were  only  employed  because  they  conveniently  expressed 
the  facts  brought  forward.  I  wa^  then  as  strongly  attached 
to  the  theory  which  regards  heat  as  motion  among  the  par- 
ticles of  matter- as  I  am  now.  In  this  spirit  Proposition  6 
was  written,  the  correctness  of  which  I  have  since  established 
by  experiment. 

There  are  many  phenomena  which  cannot  be  accounted  for 
by  the  theory  which  recognizes  heat  as  a  substance;  and 
there  are  several  which,  though  sometimes  adduced  as 
triumphant  objections  to  the  other  theory,  tend,  when 
rightly  considered,  only  to  confirm  it.     The  heat  of  fluidity 

•  I  do  not  think  so.  For  in  the  peroxide-of-lead  arrangement  there  is 
an  additional  source  of  electromotive  force — ^the  affinity  of  sulphuric  acid 
for  oxide  of  lead.— J.  P.  J.,  1881, 
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may  very  naturally  be  regarded  as  the  momentum  or  me- 
chanical force  necessary  to  overcome  the  aggregation  of 
particles  in  the  solid  sts^te.  The  heat  of  vaporization  may 
be  regarded  partly  as  the  mechanical  force  requisite  to 
overcome  the  aggregated  condition  of  atoms  in  the  fluid 
state^  and  partly  as  the  force  requisite  to  overcome  atmo- 
spheric pressure.  Again,  the  heat  of  combination  is  only 
the  manifestation^  in  another  form^  of  the  mechanical  force 
with  which  atoms  combine;  on  the  other  hand,  the  phe- 
nomena of  electrolysis  by  the  voltaic  battery  give  us  positive 
proof  that  the  mechanical  force  of  the  current  requisite 
to  procure  the  decomposition  of  an  electrolyte  is  the  equi- 
valent of  the  heat  due  to  the  recombination  of  the  elements. 
Thus  it  appears  that  electricity  is  a  grand  agent  for  con- 
verting heat  and  the  other  forms  of  mechanical  power  into 
one  another. 

I  have  lately  been  at  some  pains  in  firaming  the  following 
theory  of  heat.     Setting  out  with  the  discovery  by  Faraday, 
that  each  atom  is  associated  with  the  same  absolute  quantity 
of  electricity,  I  assume  that  these  atmospheres  of  electricity 
revolve  with  enormous  rapidity  round  their  respective  atoms ; 
that  the  momentum  of  the  atmospheres  constitutes  ''caloric,'* 
while  the  velocity  of  their  exterior  circumferences  determines 
temperature.     This  theory  may  be  made  to  apply  to  the  phe- 
nomena of  conduction,  and  satisfies  the  law  of  Boyle  and 
Mariotte  with  respect  to  elastic  fluids.     When  applied  to  the 
doctrine  of  specific  heat,  it  demands  the  extCDsion  of  the  law 
of  Dulong  and  Petit  to  iall  bodies,  whethelr  compounds  or 
not,  and  points  out  the  following  general  law,  applicable  to 
all  bodies  except,  perhaps,  compound  gases,  viz.  the  specific 
heat  of  a  body  is  proportional  to  the  number  of  atoms  in  com^ 
bination  divided  by  the  atomic  weight — a  law  which  agrees 
very  well  with  the  results  of  experiment  when  some  atomic 
weights  (as,  for  instance,  those  of  hydrogen,  nitrogen,  and 
chlorine)  are  halved,  while  others   (as  that  of  carbon)   are 
doubled.     According  to  this  theory,  the  zero  of  temperature 
is  only  480°  below  the  freezing-point,  indicating  that  the 
momentum  of  the  levolving  atmospheres  of  electricity  in  a 
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pound  of  water  at  the  freezing-point  is  equal  to  a  mecha- 
nical force  able  to  raise  a  weight  of  about  400^000  pounds  to 
the  height  of  one  foot. 
February  20, 1844. 


On  the  Calorific  Effects  of  Magneto-Electricity,  and 
on  the  Mechanical  Value  of  Heat,  By  J.  P. 
Joule,  Esq.^ 

[Phil.  Mag.  ser.  3.  voL  xziii.  pp.  263, 347,  and  435 ;  read  before  the  Chemical 
Section  of  Mathematical  and  Physical  Science  of  the  British- Associa- 
tion meeting  at  Cork  on  the  21st  of  August,  1843.] 

It  is  pretty  generally^  I  believe^  taken  for  granted  that  the 
electric  forces  which  are  put  into  play  by  the  magneto-elec- 
trical machine  possess,  throughout  the  whole  circuit,  the 
same  calorific  properties  as  currents  arising  from  other  sources. 
And  indeed  when  we  consider  heat  not  as  a  substance,  but  as 
a  state  of  vibration,  there  appears  to  be  no  reason  why  it 
should  not  be  induced  by  an  action  of  a  simply  mechanical 
character,  such,  for  instance^  as  is  presented  in  the  revolution 
of  a  coil  of  wire  before  the  poles  of  a  permanent  magnet.  At 
the  same  time  it  must  be  admitted  that  hitherto  no  experi- 
ments have  been  made  decisive  of  this  very  interesting  ques- 
tion ;  for  all  of  them  refer  to  a  particular  part  of  the  circuit 
only^  leaving  it  a  matter  of  doubt  whether  the  heat  observed 
was  generated,  or  merely  transferred  from  the  coils  in  which 
the  magneto-electricity  was  induced,  the  coils  themselves  be- 
coming cold.  The  latter  view  did  not  appear  untenable  with- 
out further  experiments^  considering  the  facts  which  I  had 
already  succeeded  in  proving,  viz.  that  the  heat  evolved  by 
the  voltaic  battery  is  definite  f  for  the  chemical  changes 
taking  place  at  the  same  time ;  and  that  the  heat  rendered 

*  The  experiments  were  made  at  Broom  Hill,  near  Manchester, 
t  PhiL  Mag.  ser.  3.  vol.  xbc.  p.  276. 
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"  latent  ^'  in  the  electrolysis  of  water  is  at  the  expense  of  the 
heat  which  would  otherwise  have  been  evolved  in  a  free  state 
by  the  circuit  * — facts  which,  among  others,  might  seem  to 
prove  that  arrangement  only,  not  generation  of  heat,  takes 
place  in  the  voltaic  apparatus,  the  simply  conducting  parts 
of  the  circuit  evolving  that  which  was  previously  latent  in  the 
battery.  And  Peltier,  by  his  discovery  that  cold  is  produced 
by  a  current  passing  from  bismuth  to  antimony,  had,  I  con- 
ceived, proved  to  a  great  extent  that  the  heat  evolved  by 
thermo-electricity  is  transferred  t  from  the  heated  solder,  no 
heat  being  generated.  I  resolved  therefore  to  endeavour  to 
clear  up  the  uncertainty  with  respect  to  magneto-electrical 
heat.  In  this  attempt  I  have  met  with  results  which  will,  I 
hope,  be  worthy  the  attention  of  the  British  Association. 

Part  I. — On  the  Calorific  Effects  of  Magneto -Electricity. 

The  general  plan  which  I  proposed  to  adopt  in  my  experi- 
ments under  this  head,  was  to  revolve  a  small  compound 
electro-magnet,  immersed  in  a  glass  vessel  containing  water, 
between  the  poles  of  a  powerful  magnet,  to  measure  the 
electricity  thence  arising  by  an  accurate  galvanometer,  and 
to  ascertain  the  calorific  efiect  of  the  coil  of  the  electro- 
magnet by  the  change  of  temperature  in  the  water  surround- 
ing it. 

The  revolving  electro-magnet  was  constructed  in  the  fol- 
lowing manner: — Six  plates  of  annealed  hoop-iron,  each  8 
inches  long,  1^  inch  broad,  and  ^  inch  thick,  were  insu- 
lated from  each  other  by  slips  of  oiled  paper,  and  then 
bound  tightly  together  by  a  ribbon  of  oiled  silk.  Twenty- 
one  yards  of  copper  wire  ^  inch  thick,  well  covered  with 

♦  '  Memoirs  of  the  Literary  and  Philosophical  Society  of  Manchester,* 
2nd  series,  vol.  vii.  p.  97. 

t  The  quantity  of  heat  thus  transferred  is,  I  doubt  not,  proportional  to 
the  square  of  the  difference  between  the  temperatures  of  the  two  solders. 
I  have  attempted  an  experimental  demonstration  of  this  law,  but,  owing 
to  the  extreme  minuteness  of  the  quantities  of  heat  in  question,  I  have 
not  been  able  to  arrive  at  any  satisfactory  resiQt. 
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silk,  were  wound  on  the  bundle  of  insulated  iron  plates,  from 
one  end  of  it  to  the  other  and  back  again,  so  that  both  of  the 
terminals  were  at  the  same  end. 

Having  next  provided  a  glass  tube  sealed  at  one  end,  the 
length  of  which  was  8|  inches,  the  exterior  diameter  2*33 
inches,  and  the  thickness  0*2  of  an  inch,  I  fastened  it  in  a 
round  hole,  cut  out  of  the  centre  of  the  wooden  revolving 
piece  a,  fig.  44.    The  glass  was  then  covered  with  tinfoil. 

Fig.  44    Scale  A. 


excepting  a  narrow  slip  in  the  direction  of  its  length,  which 
was  left  in  order  to  interrupt  magneto-electrical  currents  in  the 
tinfoil  during  the  experiments.  Over  the  tinfoil  small  cylin- 
drical sticks  of  wood  were  placed  at  intervals  of  about  an  inch, 
and  over  these  again  a  strip  of  flannel  was  tightly  bound,  so 
as  to  inclose  a  stratum  of  air  between  it  and  the  tinfoil. 
Lastly,  the  flannel  was  well  varnished.  By  these  precautions 
the  injurious  eflects  of  radiation,  and  especially  of  convection 
of  heat  in  consequence  of  the  impact  of  air  at  great  velocities 
of  rotation,  were  obviated  to  a  great  extent. 

The  small  compound  electro-magnet  was  now  put  into  the 
tube,  and  the  terminals  of  its  wire,  tipped  with  platinum, 
were  arranged  so  as  to  dip  into  the  mercury  of  a  commu- 
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tator  *,  consisting  of  two  semicircular  grooves  cut  out  of  the 
base  of  the  frame^  fig.  44.  By  means  of  wires  connected 
with  the  mercury  of  the  commutator,  I  could  connect  the 
revolving  electro-magnet  with  a  galvanometer  or  any  other 
apparatus. 

In  the  first  experiments  I  employed  two  electro-magnets 
(formerly  belonging  to  an  electro-magnetic  engine)  for  the 
purpose  of  inducing  the  magneto-electricity.  They  were 
placed  with  two  of  their  poles  on  opposite  sides  of  the  revolv- 
ing electro-magnet,  and  the  other  two  joining  each  other  be- 
neath the  frame.    I  have  drawn  fig.  45  representing  these 

Fig.  45.    Scale  j'j. 


electro-magnets  by  themselves,  to  prevent  confusing  fig.  44. 
The  iron  of  which  they  were  made  was  1  yard  6  inches 
long,  3  inches  broad,  and  i  inch  thick.  The  wire  which 
was  wound  upon  them  was  ^  inch  thick ;  it  was  arranged 
so  as  to  form  a  sixfold  conductor  a  hundred  yards  long. 

The  following  is  the  method  in  which  my  experiments 
were  made: — Having  removed  the  revolving  piece  from 
its  place  (which  is  done  with  great  facility  by  lifting  the  top 
of  the  frame,  and  with  it  the  brass  socket  in  which  the 
upper  steel  pivot  of  the  revolving  piece  works),  I  filled  the 

*  I  liad  made  previous  experiments  in  order  to  ascertain  the  beet  form 
of  commutator,  but  found  none  to  answer  my  purpose  as  well  as  the  above* 
I  found  an  advantage  in  covering  the  mercury  with  a  little  water.  The 
steadiness  of  the  needle  of  the  galvanometer  during  the  experiments  proved 
the  efficacy  of  this  arrangement. 
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tube  containing  the  small  compound  electro-magnet  with 
9^  oz.  of  water.  After  stirring  the  water  until  the  heat  was 
equally  diffused^  its  temperature  was  ascertained  by  a  very 
delicate  thermometer^  by  which  I  could  estimate  a  change  of 
temperature  equal  to  about  ^  of  Fahrenheit's  degree.  A 
cork  covered  with  several  folds  of  greased  paper  was  then 
forced  into  the  mouth  of  the  tube,  and  kept  in  its  place  by  a 
wire  passing  over  the  whole,  and  tightened  by  means  of  one 
or  two  small  wooden  wedges.  The  revolving  piece  was  then 
restored  to  its  place  as  quickly  as  possible,  and  revolved 
between  the  poles  of  the  large  electro-magnets  for  a  quarter 
of  an  hour,  during  which  time  the  deflections  of  the  galva- 
nometer and  the  temperature  of  the  room  were  carefully 
noted.  Finally,  another  observation  with  the  thermometer 
detected  any  change  that  had  taken  place  in  the  temperature 
of  the  water. 

Notwithstanding  the  precautions  taken  against  the  injurious 
effects  of  radiation  and  convection  of  heat,  I  was  led  into 
error  by  my  first  trials  :  the  water  had  lost  heat,  even  when 
the  temperature  of  the  room  was  such  as  led  me  to  anticipate 
a  contrary  result.  I  did  not  stop  to  inquire  into  the  cause  of 
the  anomaly,  but  I  provided  effectually  against  its  interference 
with  the  subsequent  results  by  alternating  the  experiments 
with  others  made  under  the  same  circumstances,  except  as 
regards  the  communication  of  the  battery  with  the  stationary 
electro-magnets,  which  was  in  these  instances  broken.  And 
to  avoid  any  objection  which  might  be  made  with  regard  to 
the  heat,  however  trifling,  evolved  by  the  wires  of  the  large 
electro-magnets,  the  thermometer  employed  in  registering 
the  temperature  of  the  air  was  situated  so  as  to  receive  the 
influence  arising  from  that  source  equally  with  the  revolving 
piece. 

I  win  now  give  a  series  of  experiments  in  which  six  Daniell's 
cells,  each  25  inches  high  and  5^  inches  in  diameter,  were 
alternately  connected  and  disconnected  with  the  large  station- 
ary electro*magnets.  The  galvanometer,  connected  through 
the  commutator  with  the  revolving  electro-magnet,  had  a 
coil  a  foot  in  diameter,  consisting  of  five  turns  of  copper  wire. 
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aud  a  needle  six  iuches  long.  Its  deflections  could  be  turned 
into  quantities  of  current  by  means  of  a  table  constructed 
from  previous  experiments.  The  galvanometer  was  situated 
80  as  to  be  out  of  the  reach  of  the  attractions  of  the  large 
electro-magnets,  and  every  other  precaution  was  taken  to 
render  the  experiments  worthy  of  reliance.  The  rotation 
was  in  every  instance  carried  on  for  exactly  a  quarter  of  an 
hour. 
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Having  thus  detected  the  evolution  of  heat  from  the  coil  of 
the  magneto-electrical  apparatus^  my  next  business  was  to 
confirm  the  fact  by  exposing  the  revolving  electro-magnet  to 
a  more  powerful  magnetic  influence ;  and  to  do  so  with  the 
greater  convenience,  I  determined  on  the  construction  of  a 
new  stationary  electro-magnet,  by  which  I  might  obtain  a 

•  Throughout  the  paper  I  have  called  that  quantity  of  current  umtyy 
-which,  passing  equably  for  an  hour  of  time,  can  decompose  a  chemical 
equivalent  expressed  in  grains. 
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more  advantageous  employment  of  the  electricity  of  the 
battery.  Availing  myself  of  previous  experience,  I  succeeded 
in  producing  an  electro-magnet  possessing  greater  power  of 
attraction  from  a  distance  than  any  other  I  believe  on  record. 
On  this  account  a  description  of  it  in  greater  detail  than  is 
absolutely  necessary  to  the  subject  of  this  paper  will  not,  I 
hope,  be  deemed  superfluous. 

A  piece  of  half-inch  boiler  plate-iron  was  cut  into  the 
shape  represented  by  fig.  46.     Its  length  was  32  inches ;   its 


Fig.  46.    Scale  T^. 


breadth  in  the  middle  part  8  inches,  at  the  ends  3  inches. 
It  was  bent  nearly  into  the  shape  of  the  letter  U,  so  that  the 
shortest  distance  between  the  poles  was  slightly  more  than 
10  inches. 

Twenty-two  strands  of  copper  wire,  each  106  yards  long 
and  about  one  twentieth  of  an  inch  in  diameter,  were  now 
bound  tightly  together  with  tape.  The  insulated  bundle  of 
wires,  weighing  more  than  sixty  pounds,  was  then  wrapped 
upon  the  iron,  which  had  itself  been  previously  insidated  by 
a  fold  of  calico.  Fig.  47  represents  the  electro-magnet  in  its 
completed  state. 


Fig.  47.    Scale  - 
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In  arranging  the  voltaic  battery  for  its  excitation,  care 
was  taken  to  render  the  resistance  to  conduction  of  the 
battery  equal,  as  nearly  as  possible,  to  that  of  the  coil.  Prof. 
Jacobi  having  proved  that  to  be  the  most  advantageous 
arrangement.  Ten  of  my  large  Daniell's  cells,  arranged  in 
a  series  of  five  double  pairs,  fulfilled  this  condition  very 
well,  producing  a  magnetic  energy  in  the  iron  superior  to 
any  thing  I  had  previously  witnessed.  I  will  mention  the 
results  of  a  few  experiments  in  order  to  give  some  definite 
idea  of  it. 

1st.  The  force  with  which  a  bar  of  iron  three  inches  broad 
and  half  an  inch  thick  was  attracted  to  the  poles  was  equal, 
at  the  distance  of  j^  of  an  inch,  to  100  lb.,  at  ^  of  an 
inch  to  80  lb.,  at  ^  an  inch  to  10^  lb.,  and  at  1  inch  to 
4  lb.  13  oz.*  2nd.  A  small  rod  of  iron  three  inches  long, 
weighing  148  grains,  held  vertically  under  one  of  the  poles, 
would  jump  through  an  interval  of  If  inch :  a  needle  three 
inches  long,  weighing  4  grains,  woidd  jump  from  a  distance 
of  3^  inches. 

Having  fixed  the  electro-magnet  just  described  with  its 
poles  upwards  and  on  opposite  sides  of  the  revolving  electro- 
magnet, I  arranged  to  it  the  battery  of  ten  cells,  in  a  series 
of  five  double  pairs,  and,  experimenting  as  before,  I  obtained 
a  second  series  of  results.  The  galvanometer  used  in  the 
present  instance  was  in  every  respect  similar  to  that  previ- 
ously described,  with  the  exception  of  the  coil,  which  now 
consisted  of  a  single  turn  of  thick  copper  wire.  Great  care 
was  taken  to  prevent,  by  its  distance  from  and  relative 
positibn  with  the  electro-magnet,  any  interference  of  the 
latter  with  its  indications. 

*  The  above  electro-magnet  being  constructed  for  a  specific  purpose, 
was  not  adapted  for  displaying  itself  to  the  best  adTantage  in  one  respect. 
On  account  of  the  extension  of  its  poles  (three  inches  by  half  an  inch) 
many  of  the  lines  of  magnetic  attraction  were  necessarily  in  very  oblique 
directions.  Theoretically,  circular  poles  should  give  the  greatest  attzac- 
tion  from  small  distances. 
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No.  2. 


Beroln- 
tiontof 
Eleotro- 
magnet 

per 
mmote. 


Ddleo- 
tiontof 

nometer 
of  one 
torn. 


Mean 

Tempe- 
rature of 
Boom. 


Mean 
Differ- 
ence. 


Temperature  of 
Water. 


Before. 


After. 


Lots  or 
Gttin. 


CO 

I' 

I 


r 


Batteiy    in 
coDoezion. 

Battery  con- 
tact broken. 

Batteiy    in 
connexion. 

Battery  con- 
tact broKen. 

Battery    in 
connexion. 

Batterer    in 
connexion. 

Battery  con- 
tact broken. 

Battery    in 
connexion. 


Mean, 
Battery  in 
connexion. 

Mean, 
Battery  con- 
tact broken. 


Corrected 
Result 


600 
600 
600 
600 
600 
600 
600 
600 


[eoo 

600 


22  0 
0    0 

24  0 
0    0 

24  46 

22  0 
0    0 

21  20 


22  49 
0    0 


58-93 
59-60 
59-55 
59-45 
58-30 
57-74 
58-36 
58-73 


5-17+ 
0-40+ 
1-23+ 
0-19+ 
0<>5+ 
0-32+ 
0-49+ 
0-78+ 


0-51t 
0-36+ 


6§-20 
6002 
59-90 
59-78 
57-35 
67-28 
58-83 
68-88 


69-98 
61-67 
59-50 
59-35 

68-83 
58-86 
60-20 


1-80  gain 

0-04  l088 

1-77  gain 
0-28  loss 
2-00  gain 
1*55  gain 
0O2gain 
1-37  gain 


l-70gain 
0-10  loss 


[  600  22^  49'=0-902  of  cur.  mag.-elect.       l-84gain 


The  corrected  result  is  obtained^  as  before^  by  adding  the 
loss  sustained  when  contact  with  the  battery  was  broken  to 
the  heat  gained  when  the  battery  was  in  connexion.  I  have 
in  the  present  instance^  however^  made  a  further  correction 
of  0^*04  on  account  of  the  difference  between  the  mean  differ- 
ences (f'51  and  0°*36.  The  ground  of  this  correction  is  the 
result  of  a  previous  experiment^  in  which,  by  revolving  the 
apparatus  at  94°  in  an  atmosphere  of  60^,  the  water  sustained 

k2 
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a  loss  of  7°*6,  or  about  one  quarter  of  the  difference  between 
the  temperature  of  the  atmosphere  and  the  mean  tenlperature 
of  the  water. 

With  the  same  electro-magnet,  but  using  a  battery  of  only 
four  cells  arranged  in  a  series  of  two  double  pairs,  by  which 
I  expected  to  obtain  about  half  as  much  magnetism  in  the 
iron,  the  following  results  were  obtained : — 


No.  8. 


s 

EcTolu- 
tions  of 
Electro- 
magnet 

minute. 

Deflec- 
tions of 
Ghilva- 
nometer 
of6 
turns. 

Mean 
Tempe- 
rature of 
Boom. 

Mean 
Differ- 
ence. 

-KT- 

Loss  or 
Gain. 

Before. 

After. 

Battery    in 
connexion. 

Battery  con- 
tact broken. 

Batteij    in 
connexion. 

Batteiy    in 
connexion. 

Battery  con- 
tact broken. 

Batteiy    in 
connexion. 

600 
600 
600 
-  600 
600 
600 

&  6 

0    0 

38  30 

39  45 
0    0 

38  45 

57-00 
57-25 
57-53 
56-37 
56-75 
57-14 

0-02- 

0-0 

0-09+ 

0-45- 

0-39- 

0-37- 

5§-73 
67-23 
57-35 
55-60 
66-27 
66-50 

5'5'-23 
67-27 
57-90 
56-25 
56-46 
67-05 

5-50  gain 
0-04  gain 
0'55gadn 
0-65  gain 
0-18  gain 
0-55  gain 

Mean, 
Battery  in 
connexion. 

Mean, 
Battery  con- 
tact broken. 

ieoo 

[600 

38  45 
0    0 

0-19- 
0-19- 

•• 

•• 

0-56  gain 
0-11  gain 

Corrected 
Result. 

1  600  38°  46'  =0-418  of  cur.  mag.-elect.       0*45  gain 

In  the  next  experiments  a  battery  of  ten  cells  in  a  series  of 
five  double  pairs  was  used  for  the  purpose  of  exciting  the 
large  stationary  electro-magnet.  But,  dismissing  the  galva- 
nometer and  the  other  extra  parts  of  the  circuit,  I  connected 
the  terminal  wires  of  the  revolving  electro-magnet  together, 
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so  as  to  obtain  the  whole  effect  of  the  magneto-electricity. 
The  resistance  of  the  coil  of  the  revolving  electro-magnet 
being  to  that  of  the  whole  circuit  employed  in  the  experi- 
ments No.  2  as  1  :  1-13,  and  0*902  of  current  being  obtained 
in  those  experiments,  I  expected  to  obtain  the  calorific  effect 
of  1 '01 9  in  the  new  series. 


No.  4. 


1— ♦ 

1- 

Bevola- 
tions  of 
Electro- 
magnet 

per 
minate. 

Mean 
Tempe- 
rature of 
Boom. 

Mean 
Differ- 
ence. 

Temperatore  of 
Water, 

Lofiflor 
Gain. 

Before.  |   After. 

Battery    in 
connexion. 

Battery  con- 
tact broken. 

Battery    in 
connexion. 

}600 

}600 

■600 
J 

56-85 
57-37 
67-52 

0-61- 

012+ 

1-08+ 

54-98 

67-48 
57-48 

57-50 
57-60 
59-73 

2-52  gain 
0-02  gain 
2-25  gain 

Mean, 
Battery  in 
connexion. 

Mean, 
Battery  con- 
tact broken. 

600 
600 

0-23+ 
0-12+ 

2-38  gain 
0-02  gam 

Corrected 
Eesult 

]600 

1-Olt 

}  of  cur 

.  mag.-< 

sleet. 

2-39  gain 

It  seemed  to  me  very  desirable  to  repeat  the  experiments, 
substituting  steel  magnets  for  the  stationary  electro-magnets 
hitherto  used.  With  this  intention  I  constructed  two  mag- 
nets, each  consisting  of  a  number  of  thin  plates  of  hard  steel, 
— an  arrangement  which  we  owe  to  Dr.  Scoresby.  My  metal 
was,  unfortunately,  not  of  very  good  quality;  but  nevertheless 
an  attractive  force  was  obtained  suflSciently  powerful  to  over- 
come the  gravity  of  a  small  key  weighing  47  grains,  placed  at 
the  distance  of  three  eighths   of  an  inch.     The  following 


134 


CALORIFIC  EFFECTS 


results  were  obtained  by  revolving  the  electro-magnet  acted 
on  by  the  poles  of  the  steel  magnets. 


No.  5. 


< 

1 

Berolu- 
tioiuof 

magnet 

minute* 

Defleo- 
tionsof 
Galva- 
nometer 
of6 
tarns. 

Mean 
Tempe- 
rature of 
Room. 

Mean 
Differ- 
ence. 

Temperatoreof 
Water. 

LoMor 
0«in. 

Before. 

After. 

Circuit 
complete. 

Circuit 

broken. 

Circuit 
complete. 

Circuit 

broken. 

Circuit 
complete. 

600 
600 
600 
600 
600 

26  0 
0    0 

29    0 
0    0 

27  0 

5§-72 
59-82 
59-95 
59-58 
59-65 

6-0 

0-20- 
0-41- 
012- 
0-25- 

58-73 

59-70 
59-55 
59-52 
59-40 

lilll 

0-03 1088 
015  loss 
0-02  loss 
0-12  loss 
0 

Mean, 

Circuit 

complete. 

Mean, 
Circuit 
broken. 

iooo 

.600 

27  20 
0    0 

. . 

0-22- 
0-16- 

•• 

0-016  loss 

0-1351068 

Corrected 
Result 

|600  27*20'=0-236ofcur.mag.-elect        0-10  gain 

In  order  to  obtain  the  whole  calorific  effect,  I  now,  as  in 
Series  No.  4,  connected  the  terminal  wires  of  the  revolving 
electro-magnet,  and  alternated  the  experiments  with  others 
in  which  that  connexion  was  broken.  The  resistance  of  the 
coil  of  the  revolving  electro-magnet  being  to  the  resistance 
of  the  whole  circoit  used  in  the  experiments  marked  No.  5  as 
1  :  1*44,  and  0*236  of  cnrrent  electricity  being  obtained  in 
those  experiments,  I  expected  to  obtain  in  the  present  series 
the  calorific  effect  of  0*34  of  current  magneto-electricity. 
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BeTolu- 
tions  of 
Bleofcro- 
magnet 

per 
minute. 

Mean 
Tempe- 
rature of 
Boom. 

Mean 
Differ- 
ence. 

Temperatore  of 
Water. 

Loss  or 
Gain. 

Before. 

After. 

Terminals 

joined. 
Terminals 
separated. 
Terminals 
joined. 
Terminals 
separated. 

(600 
600 

[eoo 
[eoo 

59-07 
59-07 
58-96 

58-88 

8-20- 
0-22- 
0-20- 
0-18- 

^•82 
58-92 
58-75 

58-78 

^•92 

68-78 
58-78 
58-63 

0-10  gain 
0-14  loss 
0-03  gain 
015  loss 

Mean, 
Terminals 

joined. 

JMean, 
Terminals 
separated.  , 

>600 

teoo 

0-20- 
0-20- 

0-065  gain 
0-145  loss 

Corrected 
Result. 

^  eoo       0-34  of  cur.  mag.-elect.        0*21  gain 

Although  any  considerable  development  of  electrical  cur- 
rents in  the  iron  of  the  revolving  electro-magnet  was  prevented 
by  its  disposition  in  a  number  of  thin  plates  insulated  &om 
each  other^  I  apprehended  that  they  mighty  under  a  powerfcd 
inductive  influence^  exist  separately  in  each  plate  to  such  an 
extent  as  to  produce  an  appreciable  quantity  of .  heat.  To 
ascertain  the  fact^  the  terminals  of  the  wire  of  the  revolving 
electro-magnet  were  insulated  from  each  other^  while  the 
latter  was  revolved  between  the  poles  of  the  large  electro- 
magnet excited  by  ten  cells  in  a  series  of  five  double  pairs. 
The  experiments  were  alternated  with  others  in  which  con- 
tact with  the  battery  was  broken.  As  we  shall  hereafter  give 
in  detail  experiments  of  the  same  class^  it  will  not  be  neces- 
sary to  do  more  at  present  than  to  state  that  the  mean  result 
of  the  present  series,  consisting  of  eight  trials,  gave  (f'28  as 
the  quantity  of  heat  evolved  by  the  iron  alone. 

We  are  now  able  to  collect  the  results  of  the  preceding 
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experiments,  so  as  to  discover  the  laws  by  which  the  develop- 
ment of  the  heat  is  regulated.  The  fourth  column  of  the 
following  table,  containing  the  heat  due  to  the  currents  cir- 
culating in  the  iron  alone,  is  constructed  on  the  basis  of  a 
law  which  we  shall  subsequently  prove,  viz.  the  heat  evolved 
by  a  bar  of  iron  revolving  between  the  poles  of  a  magnet  is  pro- 
portionat  to  the  square  of  the  inductive  force.  Column  5  gives 
the  heat  evolved  by  the  coils  of  the  electro-magnet  alone.  No 
elimination  is  required  for  the  results  of  Series  Nos.  5  and  6, 
because  in  them  the  iron  of  the  revolving  electro-magnet  was 
subject  to  the  influence  of  the  steel  magnets  in  the  alternating 
as  well  as  in  the  other  experiments. 

Table  I. 


•si 


M 


«S  2 


i 


s"" 


111 

m 


Pi 


No.  1. 
No.  2. 
No.  3. 
No.  4. 
No.  5. 
No.  6. 


0177 
0-902 
0-418 
1019 
0-236 
0-340 


010 
1-84 
0-46 
2-39 
0-10 
0-21 


8-02 
0-28 
0-09 
0-28 
0 
0 


8-08 
1-50 
0-36 
2-11 
0-10 
0-21 


0-062 
1-614 
0-346 
2-060 
0109 
0-229 


0-040 
1-040 
0-224 
1-327 
0-071 
0-148 


0-053 
1-386 
0-299 
1-769 
0-091 
0-197 


1. 


2. 


3. 


4. 


5. 


6. 


7. 


On  comparing  the  corrected  results  in  column  5  with  the 
squares  of  magneto-electricity  given  in  column  6,  it  will  be 


*  This  proportion  \&  arbitraiy,  and  greater  than  that  in  Table  2.  Co- 
lumn 6  is  superfluous.  It  will  be  found  that  in  both  tables  the  numben 
in  column  7  are  to  those  in  column  5  nearly  as  2  to  3,  which  difference, 
as  explained  in  the  text,  is  owing  to  the  uniform  intensity  of  the  current 
in  the  former  case  and  its  pulsatory  character  in  the  latter. — Note,  1881. 
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abundantly  manifest  that  the  heat  evolved  by  the  coil  of  the 
maffneto-electrical  machine  is  proportional  {cmteria  paribus)  to 
the  square  of  the  current. 

Column  7,  containing  the  heat  due  to  voltaic  currents  of 
the  quantities  stated  in  column  2^  is  constructed  on  the  basis 
of  three  very  careful  experiments  on  the  heat  evolved  by 
passing  currents  through  the  coil  of  the  small  compound 
electro-magnet.  I  observed  an  increase  in  the  temperature 
of  the  water  equal  to  5**'3,  5°'46,  and  5°'9  respectively,  when 
2*028,  2*078,  and  2*145  of  current  voltaic  electricity  were 
passed,  6ach  during  a  quarter  of  an  hour,  through  the  coil. 
Reducing  the  first  and  second  experiments  to  the  electricity 
of  the  third  according  to  the  squares  of  the  current,  we  have 
5^-93,  5*'*82,  and  5°-9  for  2*145  of  current.  The  mean  of 
these  is  5^*88,  a  datum  &om  which  the  theoretical  results  of 
the  preceding  and  subsequent  tables  are  calculated. 

But  in  comparing  the  heat  evolved  by  magneto-  with  that 
evolved  by  voltaic  electricity,  we  must  remember  that  the 
former  is  propagated  by  pulsations,  the  latter  uniformly. 
Now,  since  the  square  of  the  mean  of  unequal  numbers  is 
always  less  than  the  mean  of  their  squares,  it  is  obvious  that 
the  magnetic  effect  at  the  galvanometer  will  bear  a  greater 
proportion  to  the  heat  evolved  by  the  voltaic,  than  the  mag- 
neto-electricity ;  so  that  it  is  impossible  to  institute  a  strict 
comparison  without  ascertaining  previously  the  intensity  of 
the  magneto-electricity  at  every  instant  of  the  revolution  of 
the  revolving  electro-magnet.  I  have  not  been  able  to  devise 
any  very  accurate  means  for  attaining  this  object ;  but  judg- 
ing from  the  comparative  brilliancy  of  the  sparks  when  the 
commutator  was  arranged  so  as  to  break  contact  with  the 
mercury  at  different  positions  of  the  revolving  electro- 
magnet with  respect  to  the  poles  of  the  stationary  electro- 
magnet, there  appeared  to  be  but  little  variation  in  the 
intensity  of  the  magneto-electricity  during  f  of  each  revo- 
lution. The  remaining  \  (during  which  the  revolving 
electro-magnet  passes  the  poles  of  the  stationary  electro- 
magnet) is  occupied  in  the  reversal  of  the  direction  of 
the  electricity.     In  the  experiments  all  flow  of  electricity 
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daring  this  i  is  cut  off  by  the  divisions  of  the  commu- 
tator. In  illustration  of  this  I  have  drawn  fig.  48,  in 
which  the  direction  and  intensity  of  the  magneto-electricity 
are  represented  by  ordinates  Aa?,  Sec,,  perpendicular  to 
the  straight  line  ABODE;  the  intermediate  spaces  6  C^ 
DE,  &c.  represent  the  time  during  which  the  electricity 
is  wholly  cut  off  by  the  divisions  of  the  commutator. 
Were  Aa?a/B  &c.  perfect  rectangles,  it  is  obvious  that  the 
heat  due  to  a  given  deflection  of  the  galvanometer  ^ould  be 

Fig.  48. 

C D 


L 


I  of  that  due  to  the  same  deflection  and  a  uniform  current, 
and  column  8  of  the  table  would  contain  exact  theoretical 
results.  But  as  this  is  not  precisely  the  case,  the  numbers  in 
that  colunm  are  somewhat  under  the  truth. 

Bearing  this  in  mind  in  the  comparison  of  colunms  5 
and  8,  it  will,  I  think,  be  admitted  that  the  experiments 
afford  decisive  evidence  that  the  heat  evolved  by  the  coil  of 
the  magneto-electrical  machine  is  governed  by  the  same  laws 
as  those  which  regtUate  the  heat  evolved  by  the  voltaic  ap- 
paratus, and  exists  also  in  the  same  quantity  under  compa- 
rable circumstances. 

Although  very  little  doubt  coidd  exist  with  regard  to  the 
heating  power  of  magneto-electricity  beyond  the  coil,  I 
thought  it  would  nevertheless  be  well  to  follow  it  there,  in 
order  to  render  the  investigation  more  complete :  I  am  not 
aware  of  any  previous  experiments  of  the  kind. 

I  immersed  five  or  six  yards  of  insulated  copper  wire 
of  ^  inch  diameter  in  a  flask  holding  about  12  oz.  of 
water.  The  terminals  of  the  wire  were  connected  on  the  one 
hand  with  the  galvanometer  of  five  turns  and  on  the  other 
with  the  commutator,  and  the  circuit  was  completed  by  a 


to  0-298  of  current  we  have  (1^7^)  xl2°=0°-261.     The 
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wire  extending  firom  the  galvanometer  to  the  other  compart- 
ment of  the  commutator.  The  revolving  electro-magnet, 
being  now  subjected  to  the  inductive  influence  of  the  large 
electro-magnet  excited  by  ten  cells  in  a  series  of  five  double 
pairs,  was  rotated  at  the  rate  of  600  revolutions  per  minute 
during  a  quarter  of  an  hour.  The  needle  of  the  galvano- 
meter, which  remained,  as  usual,  pretty  steady,  indicated  a 
mean  deflection  of  82°  40'=0'31  of  current;  and  the  heat 
evolved  was  found  to  be  0^-46,  after  the  correction  on  account 
of  the  temperature  of  the  surrounding  air  had  been  applied. 
Another  experiment  gave  me  0°'4  for  0*286.  The  mean  of 
the  two  is  0°'43  for  0*298  current  magneto-electricity. 

By  passing  a  voltaic  current  from  four  cells  in  series 
through  the  wire,  I  foimd  that  2*02  of  current  flowing  uni- 
formly evolved  12°*0  in  a  quarter  of  an  hour.     Reducing  this 

/0-298\«, 

product  of  this  by  f  (on  account  of  the  pulsatory  character 
of  the  magneto-current)  gives  0°'348,  which,  as  theory  de- 
mands, is  somewhat  less  than  the  quantity  found  by  experi- 
ment. 


On  the  Calorific  Effects  of  Magneto^  with  Voltaic 
Electricity. 

I  now  proceeded  to  consider  the  heat  evolved  by  voltaic 
currents  when  they  are  counteracted  or  assisted  by  magnetic 
induction.  For  this  purpose  it  was  only  necessary  to  intro- 
duce a  battery  into  the  magneto-electrical  circuit :  then,  by 
turning  the  wheel  in  one  direction,  I  coidd  oppose  the  voltaic 
current;  or,  by  turning  in  the  other  direction,  I  could 
increase  the  intensity  of  the  voltaic  by  the  assistance  of  the 
magneto-electricity.  In  the  former  case  the  apparatus  pos- 
sessed all  the  properties  of  the  electro-magnetic  engine ;  in 
the  latter  it  presented  the  reverse,  viz.  the  expenditure  of 
mechanical  power. 
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> 

r 

Bevoln- 
tionsof 
Electro- 
magnet 

minute. 

Deflec- 
tions of 
Galva- 
nometer 
ofl 
torn. 

Mean 
Tempe- 
rature of 

M««n 
Differ- 
ence. 

Temperatai«  of 
Water. 

Loss  or 
Gain. 

Boom. 

Before.'  After. 

Circuits 
complete. 

Circuits 

broken. 

Circuits 
complete. 

Circuits 

broken. 

Circuits 
complete. 

600 
600 
600 
600 
600 

2§  40 

0    0 
20  46 

0    0 
23    0 

67-43 
67-46 
69-40 
69-40 
59-10 

i03- 
0-41- 
0-08- 
0-61+ 
1-29+ 

65-62 
67-08 
58-66 
60O0 
69-78 

67-18 
67-00 
60-00 
59-83 
61-00 

i-66gain 
008  loss 
1-36  gain 

0171088 

1-22  gain 

Mean, 

Circuits 

complete. 

Mean, 
Circuits 
broken. 

600 
600 

22    8 

.... 

O-OO-f 
0-06+ 

.... 

1-38  gain 

0121088 

Corrected 
Result. 

I  600    22°  8'=0-864  of  current.                    1-60  gain 

In  the  preceding  series  I  used  the  steel  magnets  previously 
described,  as  the  inductive  force ;  and  I  had  two  of  the  large 
Danieirs  cells  in  series,  arranged  so  as  to  pass  a  current  of 
electricity  through  the  revolving  electro-magnet  and  galvano- 
meter. The  wheel  was  turned  in  the  direction  which  it  would 
have  taken  had  the  firiddon  been  sufficiently  reduced  to  allow 
of  the  motion  of  the  apparatus  without  assistance. 

I  give  another  series,  in  which  every  thing  else  remaining 
the  same,  the  direction  of  revolution  was  reverse,  so  as  to 
increase  the  intensity  of  the  voltaic  electricity  by  superadding 
that  of  the  magneto-electricity. 
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Seroln- 
tionsof 
Electro- 
magnet 

mumte. 

Deflec- 
tions of 
Galva- 
nometer 
ofl 
torn. 

Mean 
Tempe- 
ratoreof 

Boom. 

Mean 
DifTer- 
enoe. 

Temperatore  of 
Water. 

Loesor 
eain. 

Before. 

After. 

Circuits 

complete. 

Circuits 

broken. 

Circuits 

complete. 

Circuits 

broken. 

Circuits 

complete. 

Circuits 

broken. 

600 
600 
600 
600 
600 
600 

36  16 
0     0 

29  40 
0    0 

29  60 
0    0 

66-55 
62-28 
60-90 
59-50 
61-85 
60-90 

6-19+ 

0-48+ 

0-03- 

00 

0-18- 

0-49- 

5§-30 
62-92 
59-60 
59-50 
60-33 
60-50 

6^-18 
62-60 
62-25 
59-60 
63-02 
60-33 

2-88  gain 
0-32  loss 
2-75  gain 
0 

2-69  gain 
0-17  loss 

Mean, 

Circuits 

complete. 

Mean, 
Circuits 
broken. 

600 
600 

29  56 

.... 

0-02- 
0-01- 

.... 

.... 

2-77  gain 
0-16  loss 

Corrected 
Result. 

600    29°  55'«l-346  of  current                  2-93gain 

Dismissing  the  steel  magnets^  which  did  not  appear  to  have 
lost  any  of  the  magnetic  virtue  which  they  possessed  at  first, 
I  now  substituted  for  them  the  large  stationary  electro- 
magnet, excited  by  eight  of  the  Daniell's  cells  arranged  in  a 
series  of  four  double  pairs.  The  revolving  electro-magnet 
completed,  as  before,  a  circuit  containing  the  galvanometer 
and  two  of  Daniell's  cells  in  series.  The  motive  power  of  the 
apparatus  was  now  so  great  that  it  would  revolve  rapidly  in 
spite  of  very  considerable  friction.  In  order  to  give  the  re- 
quisite velocity  it  was  necessary^  however,  to  assist  the  motion 
by  the  hand. 
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No.  9. 


^  ( 

Beyoln- 
tionfof 
Eleotro- 
maffnet 

Defleo- 

tionsof 

ealv»- 

nometer 

ofl 

torn. 

Mean 
Tempe- 
rature of 

Boom. 

Mean 
Differ- 
ence. 

-nor' 

LoMor 
Gain. 

Before. 

After. 

Circuits 
complete. 
Circuits 
broken. 
Circuits 
complete. 
Circuits 
broken. 

[600 
600 
600 

600 

16 
0 

14 
0 

6§-60 

63O0 

62-66 
63-16 

6-11- 

0-23- 
0-11- 
0-20- 

6§-00 
62-73 
6218 
62-90 

62-78 
62-82 
62-90 
63-00 

6-78  gam 
0-09  gain 
0-72  gain 
0-10  gain 

Mean, 

Circuits 

complete. 

Mean, 
Circuits 
broken. 

600 
600 

16 

.... 

0-11- 
0-21- 

.... 

.... 

0-76  gain 
0-096  ga. 

Corrected 
Result. 

600       16°  =  0-643  of  current.                    0-68  gain 

The  following  series  of  results  was  obtained  with  the  same 
apparatus^  by  turning  the  wheel  in  the  opposite  direction. 

No.  10. 


June  3,   June  2, 

A.M.            A.M. 

Bevoln- 
tionsof 
Electro- 
magnet 

jper 
mrnnte. 

Defleo- 

tionfof 

GalTa- 

nometer 

ofl 

tarn. 

Mean 
Tempe- 
rature of 

Boom. 

Mean 
Differ- 
ence. 

Temmratore  of 

Lots  or 
Gain. 

Before. 

After. 

Circuits 
complete. 
Circuits 
broken. 
Circuits 
complete. 
Circuits 
broken. 

[600 

[ooo 

600 
600 

36  l6 
0    0 

37  10 
0    0 

6S-38 
64-73 
6610 
64-93 

6-62+ 
0-76+ 
1-40+ 
1-23+ 

63-26 
66-61 
63-33 
66-28 

6§-76 
66-46 
69-66 
66-06 

§'60  gain 
OOOloaa 
6-33  gain 

0-231068 

Mean, 

Circuits 

complete. 

Mean, 

Circuits 

broken. 

600 
600 

36  10 

.... 

1-01+ 
0-99+ 

.... 

6-916  ga. 
0-146  loss 

Result. 

[  600   36°  10^=1-846  of  current.                  6-06  gain 

OF  MAGNETO-ELECTRICITY. 
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I  gire  two  series  more^  in  which  only  one  cell  was  connected 
with  the  revolving  electro-magnet^  and  the  revolution  was  in 
the  direction  of  the  attractive  forces.   The  magneto-electricity 

No.  11. 


•-> 

Beroln- 
tionBof 
Electro- 
magnet 

mmate. 

Deflec- 
tions of 

GftlTS- 

nometer 
ofl 

Mean 
Tempe- 
rature of 

Boom. 

Mean 
DilTer- 
enoe. 

Water. 

LoMor 
Gain. 

Before. 

After. 

Circuits 
complete. 
Circuits 
broken. 
Circuits 
complete. 
Circuits 
broken. 

350 
350 

400 
400 

0 
0 
0 
0 

64-02 
63-76 
63-80 
64-36 

6-38- 
0-02- 
0-02- 
008- 

6§-67 
63-73 
63-70 
64-27 

63-72 
63-73 
63-86 
64-27 

0-16  gab 

0 

0-16  gain 

0 

Mean, 

Circuits 

complete. 

Mean, 
Circuits 
broken. 

875 

375 
1 

0 

0 

.... 

0-20- 
0-05- 

0-165  ga. 
0 

Corrected 
Result. 

375        0                                                    0-12  gain 

No.  12. 


*  a  J 

§  •<  J 

•-> 

Beroln- 
tionsof 
Bleotro- 
magnet 

minnte. 

Deflec- 

tionsof 

Galta- 

nometer 

ofl 

torn. 

Mean 
Tempe- 
rature of 

Boom. 

Mean 
Differ- 
ence. 

-«j"' 

LoMor 
Gain. 

Before. 

After. 

Circuits 

complete. 

Circuits 

broken. 

|600 
600 

§40 
0 

66-40 
60-64 

6I6- 
017- 

66K)2 

60-47 

66-47 
60-47 

0-46  gain 
0 

Corrected 
Eesult 

[600   90  40^=0-34  {<^^-*j?2^;^^^     0-46gain 

was  so  intense,  at  a  velocity  of  600  per  minute,  as  to  over- 
power the  intensity  of  the  single  cell,  causing  the  needle  to  be 
permanently  and  steadily  deflected  to  between  9°  and  10^  in 
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the  opposite  direction.  The  command  of  the  magneto-elec- 
tricity over  the  voltaic  current  arising  from  one  cell  was  beau- 
tifully illustrated  by  the  sparks  at  the  commutator.  Turning 
slowly,  they  were  bright  and  snapping*:  increasing  the  rapi- 
dity of  revolution,  they  decreased  in  brightness ;  until  at  a 
velocity  of  about  370  per  minute  they  ceased  altogether. 
They  were  plainly  visible  again  when  the  velocity  reached 
600  per  minute. 

The  results  of  the  preceding  series  of  experiments  are  col- 
lected in  the  following  table  along  with  theoretical  results 
calculated  in  precisely  the  same  manner  as  those  of  Table  I. 
The  correction  for  heat  evolved  by  the  iron  of  the  revolving 
electro-magnet  is  estimated  at  0°-18,  the  product  of  0°'28  by 

(s)  ^  ^^^^^^^  ^  *^^  above  experiments  the  large  electro- 
magnet was  excited  by  ^  of  the  battery  used  when  0°'28  was 
obtained.  No  correction  is  needed  for  the  series  in  which  the 
steel  magnets  were  used,  because  they  remained  in  their  places 
during  the  alternating  experiments. 

Table  II. 


No.  7. 
No.  a 
No.  9. 
No.  10. 
No.  11. 
No.  12. 


1. 


0-864 
1-346 
0-643 
1-845 

0 
0-340 


15 


i-60 
2-93 
0-68 
606 
012 
0-46 


6 

0 

0-18 

0-18 

018 

018 


3. 


i-50 
2-93 
0-60 
6-88 
-0-06 
0-27 


i-291 
3133 
0-510 
5-886 

0 
0-200 


6. 


8-954 
2-316 
0-377 
4-351 

0 
0-148 


I 


1- 


i-272 
3-088 
0-503 
5-801 

0 
0-197 


8. 


*  The  most  splendid  sparks  are  obtained,  when  the  voltaic  is  assisted 
by  the  magneto-electricity,  by  turning  an  electro-magnetic  engine  in  a 
direction  contrary  to  the  attractive  forces. 

t  See  note  to  Table  I.  (p.  136). 
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In  all  these  experiments,  as  well  as  in  those  collected  in 
Table  I.^  the  time  occupied  by  the  platinum  wires  in  crossing 
the  divisions  of  the  commutator  was  found  to  be  exactly  ^  of 
that  occupied  by  an  entire  revolution ;  hence  the  multipli- 
cation by  ^  in  order  to  obtain  true  theoretical  results  on  the 
supposition  that  the  current  flows  uniformly  during  i  of  a 
revolution.  It  will  be  observed  that  these  theoretical  results 
are  not  so  much  inferior  to  the  experimental  results  of  column 
5  as  they  were  in  Table  I.  The  principal  reason  of  this 
arises  from  the  mixture  of  the  constant  effect  of  the  battery 
with  the  variable  magneto-electrical  current,  as  will  be  readily 
seen  on  inspecting  figs.  49  and  50^  the  former  of  which  repre- 
sents the  currents  in  series  No.  9 ;  the  latter^  those  in  series 
No.  10.  The  dotted  rectangles  abed,  &c.,  represent  the 
constant  effect  of  the  battery  of  two  cells,  which  is  in  one 
instance  diminished,  in  the  other  increased  by  the  magneto- 
electricity. 


^ 


Fig.  49. 


"1 


J 


d 

e 

Fig.  60. 

^                ^ 

a 

If 

• 

k                   J 

On  comparing  columns  6  and  8  with  column  5,  it  is  ma- 
nifest that  the  law  of  the  square  of  the  electric  current  still 
obtains,  and  is  not  affected  either  by  the  assistance  or  resist- 
ance which  the  magneto-electricity  presents  to  the  voltaic 
current.  Now  the  increase  or  diminution  of  the  chemical 
effects  occurring  in  the  battery  during  a  given  time  is  proper- 
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tional  to  the  magneto-electrical  effect^  and  the  heat  evolved  is 
always  proportional  to  the  square  of  the  current ;  therefore 
the  heat  due  to  a  given  chemical  action  is  subject  to  an  in- 
crease or  to  a  diminution  directly  proportional  to  the  intensity 
of  the  magneto-electricity  assisting  or  opposing  the  voltaic 
current. 

We  have  therefore  in  magnetO'electricUy  an  agent  capable  by 
simple  mechanical  means  of  destroying  or  generating  heat.  In 
a  subsequent  part  of  this  paper  I  shall  make  an  attempt  to 
connect  heat  with  mechanical  power  in  absolute  numerical 
relations.  At  present  we  shall  turn  to  a  question  intimately 
connected  with  the  previous  investigations^  and  which  indeed 
has  already  been  partly  developed. 

On  the  Heat  evolved  by  a  Bar  of  Iron  rotating  under 
Magnetic  Influence, 

Having  removed  the  small  electro-magnet  from  the  tube 
of  the  revolving  piece,  I  fixed  in  its  stead,  in  the  centre 

No.  13. 


Bevoln- 
tions  of 
the  Bar 

per 
minute. 

Deflec- 
tions of 

OalTa- 
nometer 
ofltom. 

Mean 
Tempe- 
rature 

of 
Boom. 

Mean 
Differ- 
ence. 

Temperatnre  of 
Water. 

Gain  or 
Lon. 

Before 

After. 

Electro-mag- 
net in  action. 

Battery  con- 
tact broken. 

Electro-mag- 
net in  action. 

Battery  con- 
tact broken. 

[ooo 

[600 
1  GOO 
[600 

70  5fe 
70  46 

67-38 
67-60 
67-85 
68-92 

6-35- 
0-23-1- 
0-67+ 
0-30-1- 

66-27 
67-77 
67-85 
69-18 

67-80 
67-90 
69-20 
69-27 

i-53gain 
0-13  gain 
1*35  gain 
0-09  gain 

Mean, 
Electro-mag- 
net in  action. 

Mean, 
Battery  con- 
tact broken. 

600 
600 

70  50 
•  • 

•• 

0-16-1- 
0-26+ 

•• 

• . 

1-44  gain 
0-11  gain 

Corrected 
Result. 

1  600    70°  60'=9-86  current                         1-31  gain 
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of  the  tube^  a  solid  cylinder  of  iron  8  inches  long  and  f  inch 
in  diameter.  The  tube  was  then,  as  before,  filled  with 
water  and  rotated  for  a  quarter  of  an  hour  between  the  poles 
of  the  large  electro-magnet.  In  the  first  experiments  the 
electro-magnet  was  excited  by  ten  cells  in  a  series  of  five 
double  pairs,  a  galvanometer  being  included  in  the  circuit  in 
order  to  indicate  the  electric  force  applied.  It  was  of  course 
placed,  as  before,  so  as  not  to  be  aflfected  by  the  powerful 
attraction  of  the  electro-magnet.  The  precaution  of  alter- 
nating the  experiments  was  adopted  as  usual.  The  results 
are  recorded  in  No.  13. 

Every  thing  else  remaining  the  same,  I  now  used  a  battery 
of  six  cells  arranged  in  a  series  of  three  double  pairs  to  excite 
the  electro-magnet  in  the  experiments  of  No.  14. 

No.  14. 


< 

HcToln- 

tionsof 

the  Bar 

per 

Defleo- 
tiozuof 
QalT»- 
nometer 
of  1  turn. 

Mean 
Tempe- 
rature 

of 
Boom. 

Mean 
Differ- 
ence. 

Water. 

Gain  or 
Loes. 

Before. 

After. 

Electro-mag- 
net in  action. 

Battery  con- 
tact broken. 

Electro-mag- 
net in  action. 

Battery  con- 
tact broken. 

[600 
600 
600 
600 

0      < 

64  10 
64  10 

68-42 
66-66 
66-42 
66-76 

6-17- 
0-10^ 
017-1- 
0-03-h 

66-00 
66-48 
66-33 
66-80 

66-60 
66-42 
66-86 
66-77 

•I  J  i  J 
Jill 

Mean, 
Electro-mag- 
net in  action. 

Mean, 
Battery  con- 
tact broken. 

600 
600 

64  10 

0 
0-03- 

.. 

•• 
•• 

0*616  gain 
0-0461088 

Cotrected 
Result 

I  600    64^10' =6-67  current.                         0*66  gain 

l2 
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I  give  another  series  obtained  with  a  battery  of  two  cells  in 
series. 

No.  15. 


SeTolu- 
tions  of 
theBw 

Defleo- 
tions  of 

Mean 
Tempe- 
rature 

of 
Boom. 

Mean 
Differ- 
ence. 

T«.^jj^or 

Gainer 

LOM. 

minate. 

nometer 
ofltara. 

Before. 

After. 

Electro-mag- 
net in  action. 

Battery  con- 
tact broken. 

Electro-mag- 
net in  action. 

Battery  con- 
tact broken. 

ieoo 

600 

[600 

600 

5l 
54 

63-65 
63-80 
63-75 
64-07 

6-43- 
0-38- 
0-20- 
0-37- 

6§12 

63-40 
63-45 
63-68 

63-32 
63-45 
63-65 
63-73 

1-  1  1-  f 

Mean, 
Electro-naag- 
net  in  action. 

Mean, 
Battery  con- 
tact broken. 

iooo 

600 

54 

•• 

0-32- 
0-38- 

" 

0-20  gain 
005  gain 

Result. 

ioOO    54° =4-17  current                              0-16  gain 

The  results  of  the  preceding  experiments  are  collected  in 
the  following  table : — 

Table  III. 


Series  of 
JSxperimente. 

in  exciting  the 
Elaotro-Maffnet. 

Heat  eroWed. 

Sqnare  of  Kombera 
thoMofColomna. 

No.  13. 

9-85 

1-31 

1-2290 

No.  14. 

6-77 

0-56 

0-5807 

No.  15. 

4-17 

016 

0-2203 

1 

2 

3 

4 

It  was  discovered  by  Prof.  Jacobi^  and  by  myself  also  one  or 
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two  months  afterwards^^that  the  attraction  of  electro-magnets^ 
either  towards  one  another  or  for  their  armatures,  is  (below 
the  point  of  saturation  t)  proportional  to  the  square  of  the 
electric  force.  The  magnetism  in  an  electro-magnet  is  there- 
fore simply  as  the  electric  force.  Consequently  the  numbers 
in  column  2  are  proportional  to  the  magnetic  virtue  of  the 
electro-magnet.  But  on  comparing  columns  3  and  4  together, 
it  wiQ  be  seen  that  the  heat  evolved  is  as  the  square  of  the 
electricity.  Therefore  the  heat  evolved  by  a  revolving  bar  of 
iron  is  proportional  to  the  square  of  the  magnetic  influence  to 
which  it  is  exposed. 

After  the  preceding  experiments  there  can  be  no  doubt  that 
heat  would  be  evolved  by  the  rotation  of  non-magnetic  sub- 
stances in  proportion  to  their  conducting  power.  Dr.  Faraday 
having  proved  the  existence  of  currents  in  such  circumstances, 
and  that  their  quantity  is  proportional,  ceteris  paribus,  to  the 
conducting  power  of  the  body  in  which  they  are  excited.  I 
have  not  made  any  experiments  on  this  subject ;  but  in  the 
next  part  we  shall  have  occasion  to  avail  ourselves  of  the  good 
conducting  power  of  copper,  in  conjunction  with  the  magnetic 
virtue  of  the  bar  of  iron,  in  order  to  obtain  a  maximum  result 
from  the  revolution  of  a  metallic  bar. 

Part  II. — On  the  MecJianical  Value  of  Heat. 

Having  proved  that  heat  is  generated  by  the  magneto-elec- 
trical machine,  and  that  by  means  of  the  inductive  power 
of  magnetism  we  can  diminish  or  increase  at  pleasure  the 
heat  due  to  chemical  changes,  it  became  an  object  of  great 
interest  to  inquire  whether  a  constant  ratio  existed  between 
it  and  the  mechanical  power  gained  or  lost.  For  this  purpose 
it  was  only  necessary  to  repeat  some  of  the  previous  experi- 
ments, and  to  ascertain,  at  the  same  time,  the  mechanical 
force  necessary  in  order  to  turn  the  apparatus. 

•  Annals  of  Electricity,  yoL  iv.  p.  131.  Jacobi  and  Lenz  commimicated 
their  report  to  the  Petersburg  Academy  in  March  1889— two  months 
preTions  to  the  date  of  my  paper. 

t  I  am  not  aware  that  Jacobi  and  Lenz  made  any  limitation  to  the 
law.— Ao^,  1881. 
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To  accomplish  the  latter  purpose,  I  resorted  to  a  very  simple 
device,  yet  one  peculiarly  free  from  error.  The  axle  A,  fig.  44 
(p.  125),  was  wound  with  a  double  strand  of  fine  twine,  and  the 
strings  (as  represented  in  fig.  51)  were  carried  over  very  easily- 
working  pulleys,  placed  on  opposite  sides  of  the  axle,  at  a 
distance  from  each  other  of  about  30  yards.  By  means  of 
weights  placed  in  the  scales  attached  to  the  ends  of  the  strings,  I 
could  easily  ascertain  the  force  necessary  to  move  the  apparatus 
at  any  given  velocity ;  for,  having  given  in  the  first  instance  the 
required  velocity  with  the  hand,  it  was  easily  observed,  in  the 
course  of  about  40  revolutions  of  the  axle,  corresponding  to 

Fig.  61. 


o 
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about  270  revolutions  of  the  revolving  piece,  whether  the 
weights  placed  in  the  scales  were  just  able  to  maintain  that 
velocity. 

The  experiments  selected  for  repetition  first  were  those  of 
series  No.  2.  Ten  cells,  in  a  series  of  five  double  pairs,  were 
connected  with  the  large  electro-magnet ;  and  the  small  com- 
pound electro-magnet  (restored  to  its  place  in  the  centre  of 
the  revolving  tube)  was  connected,  through  the  commutator^ 
with  the  galvanometer.  Under  these  circumstances  a  velocity 
of  600  revolutions  per  minute  was  found  to  produce  a  steady 
deflection  of  the  needle  to  24°  15',  indicating  0*983  of  current 
magneto-electricity. 

To  maintain  the  velocity  of  600  per  minute,  5  lb.  8  oa.  had 
to  be  placed  in  each  scale ;  but  when  the  battery  was  thrown 
out  of  conmiunication  with  the  electro-magnet,  and  the  motion 


AND  THE  MECHANICAL  VAI.UE  OF  HEAT.  151 

was  opposed  solely  by  friction  and  the  resistance  of  the  air, 
only  2  lb.  13  oz.  were  required  for  the  same  purpose.  The 
difference^  2  lb.  6  oz.,  represents  the  force  spent  during  the 
connexion  of  the  battery  with  the  electro-magnet  in  over- 
coming magnetic  attractions  and  repulsions.  The  perpendi- 
cular descent  of  the  weights  was  at  the  rate  of  517  feet  per 
15  minutes. 
According  to  series  No.  2,  Table  I.,  the  heat  due  to  0-983 

qtt^)     X    l°'56=l°-85. 

But  as  the  resistance  of  the  coil  of  the  revolving  electro- 
magnet was  to  that  of  the  whole  circuit  as  1  :  1*13,  the  heat 
evolved  by  the  whole  conducting  circuit  was  l°-85  x  1*13 
=2°*09.  Adding  to  this,  0^*33  on  account  of  the  heat  evolved 
by  the  iron  of  the  revolving  electro-magnet,  and  0°'04  on  ac- 
count of  the  sparks  *  at  the  commutator,  we  have  a  total  of 
2°-46.  Now  in  order  to  refer  this  to  the  capacity  of  a  lb.  of 
water,  I  found : — 

lb.  lb. 

Weight  of  glass  tube  ....  =s  1-65  =  capacity  for  heat  of  0'300  of  water. 

Weight  of  water =061=  ..  ..        0*610       .. 

Weight  of  electro-magnet.  =  1-67=  ..  ..        0204       .. 

Total  weight  ..=  3-93  =  ..  ..         rll4       .. 

2*^-46  X  l-114=2'^'74t;  and  this  has  been  obtained  by  the 
power  which  can  raise  4  lb.  12  oz.  to  the  perpendicular 
height  of  517  feet. 

1°  of  heat  per  lb.  of  water  is  therefore  equivalent  to  a  me- 
chanical force  capable  of  raising  a  weight  of  896  lb.  to  the 
perpendicular  height  of  one  foot. 

Two  other  experiments,  conducted  precisely  in  the  same 
manner,  gave  a  degree  of  heat  to  mechanical  forces  repre- 
sented respectively  by  1001  lb.  and  1040  lb. 

*  The  heat  evolved  by  sparks  in  the  ahove  and  subsequent  instances 
liad  been  determined  by  previous  experiments. 

t  The  thermal  effects  on  the  large  stationary  electro-magnet  appear  to 
have  been  neglected  in  this  summary  as  insignificant.  But  they  were 
nevertheless  in  all  probability  sufficiently  great  to  account  for  the  dif- 
ference between  838,  the  equivalent  deduced  from  these  experiments,  and 
772  which  was  ultimately  arrived  at. — Note,  1881. 
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I  now  made  an  experiment  similar  to  those  of  series  No.  10. 
Eight  cells  in  a  series  of  four  double  pairs  were  connected  with 
the  large  electro-magnet^  and  two  in  series  with  the  small  re- 
volving electnro-magnet.  The  velocity  of  revolution  was  at  the 
rate  of  640  per  minute,  contrary  to  the  direction  of  the  attrac- 
tive forces,  causing  the  needle  to  be  deflected  to  87^  20',  which 
indicates  a  current  of  1*955. 

A  weight  of  6  lb.  4  oz.  placed  in  each  scale  was  just  able 
to  maintain  the  above  velocity  when  the  circuits  were  com- 
plete ;  but  when  they  were  broken,  and  friction  alone  opposed 
the  motion,  a  weight  of  2  lb.  8  oz.  only  was  required,  which 
is  less  than  the  former  by  3  lb.  12  oz.  The  fall  of  the  weights 
was  in  this  instance  551  feet  per  15  minutes. 

According  to  series  10,  Table  II.,  the  heat  due  to  the  cur- 

J7T— J    X  5***88 

ss:6°'6.  But  I  had  found  by  calculations,  based  as  usual 
upon  the  laws  of  Ohm,  that  in  the  present  experiment  the 
resistance  of  the  coil  of  the  revolving  electro-magnet  was  to 
that  of  the  whole  circuit,  including  the  two  cells,  as  1 :  1*303. 
Therefore  the  heat  evolved  by  the  whole  circuit,  including 
0°*18  on  account  of  the  iron  of  the  revolving  electro-magnet, 
and  0^*12  on  account  of  sparks  at  the  commutator,  was  8^*9, 
or  9°"92  per  capacity  of  a  lb.  of  water. 

Now,  when  the  revolving  electro-magnet  was  stationary,  the 
two  cells  could  pass  through  it  a  uniform  current  of  1*483. 
The  heat  evolved  from  the  whole  circuit  by  such  a  current  is 

(llSy  X  5°*88  X  1-803  X  1114=4^08  per  lb.  of  water 

per  15  minutes,  according  to  data  previously  given.  Hence 
the  quantity  of  heat  due  to  the  chemical  reactions  in  the  ex- 

1*955 
periment  is  j^g^  x  4^*08 =5^*38,  instead  of  9^-92,  the  quan- 
tity actually  evolved. 

Hence  4^*54  were  evolved  in  the  experiment  over  and  above 
the  heat  due  to  the  chemical  changes  taking  place  in  the  bat- 
tery, by  the  agency  of  a  mechanical  power  capable  of  raising 
7  lb.  8  oz.  to  the  height  of  551  feet.     In  other  words,  one 
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degree  is  equivaleiit  to  910  lb.  raised  to  the  height  of  one 
foot. 

An  experiment  was  now  made^  using  the  same  apparatus  as 
an  electro-magnetic  engine.  The  power  of  the  magnetic  at- 
tractions and  repulsions  alone^  without  the  assistance  of  any 
weights,  was  able  to  maintain  a  velocity  of  320  revolutions  per 
minute.  But  when  the  circuits  were  broken,  a  weight  of  1  lb. 
2  oz.  had  to  be  placed  in  each  scale  in  order  to  obtain  the 
same  velocity.  The  deflection  of  the  needle  was  in  this  in- 
stance 17°  15'=0'63  of  current  electricity.  The  perpen- 
dicular descent  of  the  weights  was  275  feet  per  15  minutes. 

Now,  calculating  in  a  similar  manner  to  that  adopted  in  the 
last  experiment,  we  have,  from  series  9,  Table  II.,  and  other 

r^j    X  0°-50  X  1-303  =  0''-877, 

which,  on  applying  a  correction  of  0^-012  on  account  of 
sparks  at  the  commutator,  and  0°'18  on  account  of  the  iron 
of  the  revolving  electro-magnet,  and  then  reducing  to  the 
capacity  of  a  pound  of  water,  gives  1°*191  as  the  quantity  of 
heat  evolved  by  the  .whole  circuit  in  15  minutes. 

The  quantity  of  current  which  the  two  cells  could  pass 
through  the  revolving  electro-magnet  when  the  latter  was 

stationary  was  in  this  instance  1*538;  and  (    ,    .J    x  5^-88 

X  1-303  X  1-114=4^-38.  Hence,  as  before,  the  quantity 
of  heat  due  to  the  chemical  reactions  during  the  experiment  is 

^^  X  4^-38= l°-794,  which  is  0''-603  more  than  was  ob- 

tained  during  the  revolution  of  the  electro-magnet. 

Hence  0°-603  has  been  converted  into  a  mechanical  power 
equal  to  raise  2  lb.  4  oz.  to  the  height  of  275  feet.  In  other 
words,  one  degree  per  lb.  of  water  may  be  converted  into  the 
mechanical  power  which  can  raise  1026  lb.  to  the  height  of 
one  foot. 

Another  experiment,  conducted  in  precisely  the  same  man- 
ner as  the  above,  gave,  per  degree  of  heat,  a  mechanical  power 
capable  of  raising  587  lb.  to  the  height  of  one  foot. 

As  the  preceding  experiments  are  somewhat  complicated. 
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and  therefore  subject  to  the  accumulation  of  small  errors  of 
observation,  I  thought  it  would  be  desirable  to  execute  some 
of  a  more  simple  character.  For  this  purpose  I  determined 
upon  an  arrangement  in  which  the  whole  ^  of  the  heat  would 
be  evolved  in  the  revolving  tube. 

The  iron  cylinder  used  in  previous  experiments  was  placed 
in  an  electrotype  apparatus  constructed  in  such  a  manner  as 
to  render  every  part  of  it  equally  exposed  to  the  voltaic  action. 
In  four  days  11  oz.  of  copper  were  deposited  in  a  hard  com- 
pact stratum.  The  ends  of  the  cylinder  were  then  filed  until 
the  iron  just  appeared.  Thus  I  had  a  cylinder  of  iron  imme- 
diately surrounded  by  a  hollow  cylinder  of  pure  copper  nearly 
one  eighth  of  an  inch  thick.  This  was  placed  in  the  centre  of 
a  new  revolving  tube  fitted  up  in  precisely  the  same  manner 
as  the  former  one  (which  had  been  accidentally  broken),  and 
surrounded  with  11  ^  oz.  of  water,  I  give  the  following 
series  of  experiments  in  which  the  above  was  rotated  between 

No.  16. 


Revolu- 
tions of 
the  Bar 

minute. 

Defleo- 
tionaof 
OalTft- 
nometer 
of  1  turn. 

MeftQ 
Tempe- 
rature 

of 
Boom. 

Meui 
Differ- 
ence. 

Temperature  of 
Water. 

Oainor 

LOM. 

Before. 

After. 

Battery  con- 
tact broken. 
Electro-mag- 
net in  action. 
Battery  con- 
tact broken. 
Electro-mag- 
net in  action. 

[eoo 

600 

600 

[600 

O         1 

72  35 
72  25 

67°50 
69-32 
68-80 
69-70 

8-15- 
0-42- 
016-f 
0-56-h 

67-37 
67-50 
69-00 
6900 

67-33 
70-30 
63-93 
71-52 

0*04  low 
2-80  gain 
007  loss 
2-52  gain 

2-66  gain 
0-06  loss 

Mean, 
Electro-mag- 
net in  action. 

Mean, 
Battery  con- 
tact  broken. 

[  600 

leoo 

72  30 

•• 

007+ 

•• 

Corrected 
Result. 

[eoo    72°  30' =  10-93  current.                     2-73  gain 

♦  See 

note  p. 
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the  poles  of  the  large  electro-magnet  excited  by  ten  cells 
arranged  in  a  series  of  five  double  pairs^  a  galvanometer 
being  included  in  the  circuit  to  indicate  the  electric  force  to 
Yfbich.  the  electro-magnet  was  exposed. 

I  now  proceeded  to  ascertain,  by  means  already  described, 
the  mechanical  power  by  which  the  above  eflfects  were  pro- 
duced. First,  I  ascertained  the  current  passing  through  the 
coil  of  the  electro-magnet ;  then  the  weights  necessary  to 
maintain  the  velocity  of  600  revolutions  per  minute,  both 
when  the  magnet  was  in  action  and  when  contact  with  the 
battery  was  broken.  I  have  collected  the  results  of  my  expe- 
riments on  this  subject  in  the  following  table.     The  first  five 

Table  IV. 


DefleotionB  of 

theG«lTanometer 

of  one  torn 

oirouit  of  the 

Weight  in 
each  scale,  the 

Electro- 
magnet being 

inaction. 

Weightineaofa 
sSdcthe 

net  being" 
not  in  action. 

Difference. 

7§  80 
72  30 
72  26 
72  16 
72    5 
68    0 
66  10 

lb.  OZ. 
4     4 
4     4 

4  2 

5  0 
4    0 
3  14 
3    0 

lb.  OZ. 
2     6 

2    8 
2    0 
2  10 
2    0 
2    8 
2    0 

lb.  OZ. 

1  15 

2  1 
2     2 
2    6 
2    0 
1    6 
1    0 

Mean  of  the  first 
5  experiments 

1  72^  21' =10-82  cvirrent.                         21  lb. 

Mean  of  the  last 
2  experiments 

167^    5'= 7-91  current.                          M9  lb. 

were  obtained  with  a  battery  of  ten  cells  in  a  series  of  five  • 
the  last  two  with  a  battery  of  five  pairs  in  series. 

Eeferring  to  Series  16,  we  see  that  2°-73  were  obtained 
when  the  bar  was  revolved  between  the  poles  of  the  electro- 
magnet excited  by  a  current  of  10*93.  Therefore  the 
quantity  of  heat  due  to  the  mean  current  in  the  first  five 

(JQ.QO\a 
TTTTg^J  X  2^*73=2°-675. 
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To  reduce  this  to  the  capacity  of  a  pound  of  water,  I  had  in 
the  present  instance  the  following  data : — 

lb.  lb. 

Weight  of  glass  tube  .  s  1*125  =  capacity  for  heat  of  0*205  of  water. 
Weight  of  water  ....  =0*687=  ..  ..         0-687       .. 

Weight  of  metallic  bar  =  1*688  =  ..  ..         0*20^      .. 

Total  weight  =  3*500  =  . .  . .  1*0«4       . . 

2°-926,  the  product  of  1094  and  2°-675,  is  therefore  the  heat 
generated  by  a  mechanical  force  capable  of  raising  4*2  lb.  to 
the  height  of  517  feet. 

In  other  words,  one  degree  of  heat  per  lb.  of  water  may  be 
generated  by  the  expenditure  of  a  mechanical  power  capable 
of  raising  742  lb.  to  the  height  of  one  foot. 

By  a  similar  calculation,  I  find  the  result  of  the  last  two 
experiments  of  the  table  to  be  860  lb. 

The  foregoing  are  all  the  experiments  I  have  hitherto  made 
on  the  mechanical  value  of  heat.  I  admit  that  there  is  a 
considerable  diflference  between  some  of  the  results,  but  not, 
I  think,  greater  than  may  be  referred  with  propriety  to  mere 
errors  of  experiment.  I  intend  to  repeat  the  experiments 
with  a  more  powerful  and  more  delicate  apparatus.  At 
present  we  shall  adopt  the  mean  result  of  the  thirteen 
experiments  given  in  this  paper,  and  state  generally  that, 

The  quantity  of  heat  capable  of  increasing  the  temperature 
of  a  pound  of  water  by  one  degree  of  Fahrenheit's  scale  is 
equal  to,  and  may  be  converted  into,  a  mechanical  force 
capable  of  raising  838  lb.  to  the  perpendicular  height  of  one 
foot. 

Among  the  practical  conclusions  which  may  be  drawn 
from  the  convertibility  of  heat  and  mechanical  power  into 
one  another,  according  to  the  above  absolute  numerical 
relations,  I  will  content  myself  with  selecting  two  of  the 
more  important.  The  former  of  these  is  in  reference  to  the 
duty  of  steam-engines;  the  latter,  to  the  practicability  of 
employing  electro-magnetism  as  an  economical  motive  force. 

1.  In  his  excellent  treatise  on  the  Steam-engine,  Mr.  Rus- 
sell has  given  a  statistical  table  *,  containing"  the  number  of 
•  EdcjcL  Brit.,  7th  Edition,  vol.  xx.  part  2,  p.  685. 
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pounds  of  fuel  evaporating  one  cubic  foot  of  water^  from  the 
initial  temperature  of  the  water^  and  likewise  from  the 
temperature  of  212^.  From  these  facts  it  appears  that  in 
the  Cornish  boilers  at  Huel  Towan,  and  the  United  Mines^  the 
combustion  of  a  lb.  of  Welsh  coal  gives  183®  to  a  cubic  foot 
of  water,  or  otherwise  11,437°  to  a  lb.  of  "Water .""^ut  we  have 
shown  that  one  degree  is  equal  to  838  lb.  raised  to  the  height 
of  one  foot.  Therefore  the  heat  evolved  by  the  combustion 
of  a  lb.  of  coal  is  equivalent  to  the  mechanical  force  capable 
of  raising  9,584,206  lb.  to  the  height  of  one  foot,  or  to  about 
ten  times  the  duty  of  the  best  Cornish  engines. 

2.  From  my  own  experiments,  I  find  that  a  lb.  of  zinc 
consumed  in  DanielFs  battery  produces  a  current  evolving 
about  1320°;  in  Grove's  battery,  about  2200°  per  lb.  of 
water.  Therefore  the  mechanical  forces  of  the  chemical 
affinities  which  produce  the  voltaic  currents  in  these  arrange* 
ments  are,  per  lb.  of  zinc,  equal  respectively  to  1,106,160  lb, 
and  1,843,600*  lb.  raised  to  the  height  of  one  foot.  But 
since  it  will  be  practically  impossible  to  convert  more  than 
about  one  half  of  the  heat  of  the  voltaic  circuit  into  useful 
mechanical  power,  it  is  evident  that  the  electro-magnetic 
engine,  worked  by  the  voltaic  batteries  at  present  used,  will 
never  supersede  steam  in  an  economical  point  of  view. 
Broom  Hill,  Pendleburj, 
near  Manchester,  July  1843. 

P.S. — We  shall  be  obliged  to  admit  that  Count  Rumford 
was  right  in  attributing  the  heat  evolved  by  boring  cannon 
to  friction,  and  not  (in  any  considerable  degree)  to  any 
change  in  the  capacity  of  the  metal.  I  have  lately  proved 
experimentally  that  heat  is  evolved  by  the  passage  of  water 
through  narrow  tubes.  My  apparatus  consisted  of  a  piston 
perforated  by  a  number  of  small  holes,  working  in  a  cylin- 
drical glass  jar  containing  about  7  lb.  of  water.  I  thus 
obtained  one  degree  of  heat  per  lb.  of  water  from  a  me- 
chanical force  capable  of  raising  about  770  lb.  to  the  height 
of  one  foot,  a  result  which  will  be  allowed  to  be  very  strongly 
confirmatory  of  our  previous  deductions.     I  shall  lose  no 
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time  in  repeating  and  extending  these  experiments^  being 
satisfied  that  the  grand  agents  of  nature  are,  by  the  Creator's 
fiat^  indestructible  I  and  that  wherever  mechanical  force  is 
expended^  an  exact  equivalent  of  heat  is  always  obtained. 

On  conversing  a  few  days  ago  with  my  friend  Mr.  John 
Davies,  he  told  me  that  he  had  himself^  a  few  years  ago,  at- 
tempted to  account  for  that  part  of  animal  heat  which  Craw- 
ford's theory  had  left  unexplained,  by  the  friction  of  the  blood 
in  the  veins  and  arteries,  but  that,  finding  a  similar  hypothesis 
in  Bailer's  '  Physiology '  *,  he  had  not  pursued  the  subject 
further.  It  is  unquestionble  that  heat  is  produced  by  such 
friction,  but  it  must  be  understood  that  the  mechanical 
force  expended  in  the  fiiction  is  a  part  of  the  force  of  affinity 
which  causes  the  venous  blood  to  unite  with  oxygen  ;  so  that 
the  whole  heat  of  the  system  must  still  be  referred  to  the 
chemical  changes.  But  if  the  animal  were  engaged  in  turn- 
ing a  piece  of  machinery,  or  in  ascending  ^  mountain,  I 
apprehend  that  in  proportion  to  the  muscular  effort  put 
forth  for  the  purpose,  a  diminution  of  the  heat  evolved  in 
the  system  by  a  given  chemical  action  would  be  experienced. 

I  will  observe,  in  conclusion,  that  the  experiments  detailed 
in  the  present  paper  do  not  militate  against,  though  they 
certainly  somewhat  modify,  the  views  I  had  previously  enter- 
tained with  respect  to  the  electrical  origin  of  chemical  heat. 
I  had  before  endeavoured  to  prove  that  when  two  atoms 
combine  together,  the  heat  evolved  is  exactly  that  which 
would  have  been  evolved  by  the  electrical  current  due  to  the 
chemical  action  taking  place,  and  is  therefore  proportional  to 
the  intensity  of  the  chemical  force  causing  the  atoms  to 
combine.  I  now  venture  to  state  more  explicitly,  that  it  is 
not  precisely  the  attraction  of  affinity,  but  rather  the 
mechanical  force  expended  by  the  atoms  in  falling  towards 
one  another,  which  determines  the  intensity  of  the  current, 
and  consequently  the  quantity  of-  heat  evolved ;  so  that  we 
have  a  simple  hypothesis  by ^ which  we  may  explain  why  heat 
is  evolved  so  freely  in  the  combination  of  gases,  and  by 

»  Haller's '  Phyaiology,'  vol.  ii.  p.  304. 
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which,  indeed,  we  may  account  'Matent  heat'^  as  a  mecha- 
nical power  prepared  for  action  as  a  watch-spring  is  when 
wound  up.  Suppose,  for  the  sake  of  illustration,  that  8  lb. 
of  oxygen  and  1  lb.  of  hydrogen  were  presented  to  one  another 
in  the  gaseous  state,  and  then  exploded,  the  heat  evolved 
would  be  about  one  degree  Fahr.  in  60,000  lb.  of  water, 
indicating  a  mechanical  force  expended  in  the  combination 
equal  to  a  weight  of  about  50,000,000  lb.  raised  to  the 
height  of  one  foot.  Now  if  the  oxygen  and  hydrogen  could 
be  presented  to  each  other  in  a  liquid  state,  the  heat  of  com- 
bination would  be  less  than  before,  because  the  atoms,  in 
combining,  would  fall  through  less  space.  The  hypothesis  is, 
I  confess,  sufficiently  crude  at  present ;  but  I  conceive  that 
ultimately  we  shall  be  able  to  represent  the  whole  phenomena 
of  chemistry  by  exact  numerical  expressions,  so  as  to  be 
enabled  to  predict  the  existence  and  properties  of  new 
compounds. 
August,  1843.  J.  P.  J. 


On  the  Intermittent  Character  of  the  Voltaic  Cur^ 
rent  in  certain  cases  of  Electrolyaia  ;  and  on  the 
Intensities  of  varums  Voltaic  Arrangements, 
By  James  P.  Joule*. 

[Phil.  Mag.  ser.  8.  vol.  xxiv.  p.  106.    Read  before  the  Manchester 
Literary  and  Philosophical  Society,  December  2^^  1843.] 

It  can  hardly  have  escaped  the  notice  of  electricians  that,  in 
some  instances  of  electro-chemical  decomposition,  the  needle 
of  a  galvanometer  included  in  the  circuit  will  indicate  by  its 
unsteadiness  a  very  irregular  flow  of  electricity.  I  have  not, 
however,  been  able  to  meet  with  any  description  of  the  phe- 
nomena, which  are  generally  so  trifling  in  the  extent  of  their 
manifestation  as  to  induce  the  belief  that  they  arise  from 

•  The  experiments  were  made  at  Broom  Hill,  near  Manchester. 
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accidental  and  unimportant  causes.  It  is  now  more  than  a 
year  since  I  observed  some  very  striking  examples  of  the 
phenomena  in  the  course  of  some  experiments  on  the  calorific 
effects  of  electrolysis ;  but  I  was  too  much  interested  in  the 
subject  immediately  in  hand  to  allow  them  to  occupy  much 
of  my  attention.  They  have  since,  however,  appeared  to  me 
to  have  an  important  bearing  on  the  theory  of  electrolysis, 
and  on  this  account  to  deserve  the  attention  of  philosophers. 
I  propose  to  begin  by  mentioning  the  old  experiments  just 
referred  to,  and  then  to  relate  the  progress  I  have  recently 
made  in  the  investigation. 

The  following  experiment  was  made  on  the  9th  of  July, 
1842.  Two  plates  of  iron  were  immersed  in  a  dilute  solution 
of  sulphuric  acid,  and  then  connected  with  the  poles  of  a 
battery,  consisting  of  six  large  cells  of  Daniell  in  series. 
After  electrolysis  had  proceeded  for  a  few  minutes,  I  observed 
that  the  needle  of  a  galvanometer,  which  was  included  in  the 
circuit,  indicated  by  its  unsteadiness  a  very  great  irregularity 
in  the  electrical  current.  On  connecting  only  one  cell  of  the 
battery  with  the  iron  electrodes,  the  electrolysis  appeared  to 
be  carried  on  with  freedom,  and  the  needle  was  pretty  steady. 

About  the  same  time  I  made  some  experiments  with 
electrodes  of  copper  immersed  in  a  solution  consisting  of 
seven  parts  water  and  one  part  strong  oil  of  vitriol.  In 
this  case  the  sudden  jerking  motion  of  the  needle  was  not 
observed;  but  it  invariably  happened  that  the  current  dimi- 
nished very  rapidly  during  the  first  one  or  two  minutes,  and 
then  began  to  increase,  and  continued  to  do  so  until,  after  a 
certain  interval  of  time,  it  arrived  nearly  at  the  same  degree 
of  intensity  that  it  had  at  first.  I  give  the  following  as  a 
fair  example,  selected  out  of  a  number  of  experiments,  which 
did  not  differ  much  from  one  another. 

A  vessel  containing  dilute  sulphuric  acid  was  divided  into 
two  compartments  by  a  diaphragm  of  animal  membrane.  In 
each  of  these  a  bright  plate  of  copper,  exposing  a  surface  of 
about  ten  square  inches,  was  immersed.  The  copper  plates 
were  then  connected  with  a  battery,  consisting  of  six  large 
cells  of  Daniell  in  series,  a  galvanometer  furnished  with  a 
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thick  copper  wire  bent  into  a  circle  of  a  foot  diameter  being 
included  in  the  circuit.  Immediately  after  the  circuit  was 
closed  the  current  was  sufficiently  powerful  to  deflect  the 
needle  to  69°.  Then,  noting  the  position  of  the  needle  at  the 
end  of  each  quarter  of  a  minute,  I  observed  the  following 
deflections,  viz.  68^  60^  55°,  10°,  20°,  30°,  35°,  41°,  43°. 
Turning  these  deflections  into  quantities  of  electricity,  it 
appeared  that  in  the  short  space  of  one  minute  the  voltaic 
current  declined  to  ^  of  its  first  intensity,  and  that  at  the 
end  of  a  further  interval  of  one  minute  and  a  quarter  it  had 
eight  times  the  intensity  that  it  had  when  at  its  lowest  ebb* 

I  met  with  very  curious  results  in  using  amalgamated 
«inc  as  the  positive  electrode  of  a  battery  of  six  large  cells. 
The  needle  was  pretty  steady  at  first,  but  after  a  short  time 
it  began  to  oscillate  in  the  most  capricious  manner  through 
an  arc  of  about  10°.  Sometimes  it  would  remain  steady  for 
a  few  seconds,  then  it  would  suddenly  spring  forwards,  and 
before  I  had  time  to  make  it  steady  in  its  new  position  it 
would  move  backwards  again. 

It  was  natural  enough  to  suppose  that  such  extraordinary 
irregularities  of  the  current  might  be  accompanied  by  a 
visible  change  in  the  character  of  the  electrode.  And  in  this 
I  was  not  deceived,  for  on  examining  the  amalgamated  zinc, 
T  observed  the  following  very  curious  phenomenon  : — At  in- 
tervals of  one  or  two  seconds  a  white  shade,  as  of  frosted 
silver,  overspread  the  surface  of  the  amalgamated  zinc  and 
then  suddenly  disappeared,  leaving  the  metal  brilliant.  The 
pulsations  of  the  current  were  evidently  simultaneous  with 
these  sudden  changes  in  the  appearance  of  the  electrode,  and 
the  needle  received  a  sudden  impulse  every  time  the  white 
film  suddenly  disappeared. 

All  the  above  experiments  were  made  more  than  a  year 
ago ;  those  which  follow  are  the  experiments  I  have  recently 
made  on  the  subject. 

A  plate  of  amalgamated  zinc  and  a  stout  iron  wire  were 
immersed  in  a  solution  consisting  of  one  part  strong  oil  of 
vitriol  to  six  parts  of  water.  The  iron  was  connected  with 
the  positive,  the  zinc  with  the  negative  electrode  of  a  battery 
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of  five  large  Daniell^s  cells^  and  a  galvanometer  was  included 
in  the  circuit.  The  instant  that  the  circuit  was  completed  a 
powerful  current  was  transmitted  through  it,  hydrogen  being 
evolved  from  the  negatively  electrified  zinc,  while  the  posi- 
tively electrified  iron  was  oxidized  and  began  to  dissolve 
away.  In  a  short  time,  however,  the  intensity  of  the  current 
began  to  decline  very  rapidly,  and  the  iron  electrode,  ceasing 
to  be  dissolved,  assumed  the  passive  state  ^  described  by 
Schoenbein,  and  began  to  evolve  oxygen  gas,  and  continued 
to  do  so  as  long  as  I  had  patience  to  watch  it.  On  breaking 
the  circuit  and  then  closing  it  afresh,  the  same  phenomena 
were  repeated.  Having  now  reduced  the  battery  from  five 
to  three  cells,  the  action  of  the  iron  became  intermittent. 
First  it  was  dissolved,  the  needle  being  at  the  same  time  de- 
flected 45°;  then  it  began  to  evolve  oxygen,  the  needle  at  the 
same  time  declining  rapidly  until  it  stood  at  15^;  and  then, 
again,  the  oxygen  suddenly  ceased  to  be  evolved,  while  at  the 
same  moment  the  needle  sprang  forward,  and  began  to  oscil- 
late about  its  former  resting-place  at  45°.  The  iron  remained 
in  each  state  about  half  a  minute,  and  a  white  film  was  ob- 
served to  pass  over  its  surface  every  time  that  the  oxygen 
was  about  to  rise,  and  to  disappear  suddenly  when  the  evolu- 
tion of  oxygen  ceased. 

Having  watched  these  curious  phenomena  for  some  time, 
it  occurred  to  me  to  try  the  eflfect  of  dividing  the  current 
from  the  battery  between  two  electrolytic  cells.  On  making 
the  experiment  I  found  that  the  action  of  the  iron  was  in 
both  cells  intermittent ;  and,  what  was  very  remarkable,  the 
condition  of  the  iron  electrodes  changed  simultaneously.  They 
always  began  to  evolve  oxygen  at  about  the  same  time ;  and 
when  one  of  them  ceased  to  evolve  oxygen  and  began  to  be 
oxidized  and  dissolved,  the  same  thing  happened  to  the  other 
at  the  same  instant. 

When  both  of  the  iron  electrodes  were  evolving  oxygen,  it 
was  only  necessary  to  lift  one  of  them  up  a  little,  so  as  to 
expose  a  small  portion  of  its  surface  to  the  air,  and  then  to 

*  Eeir  appears  to  have  been  the  first  who  observed  the  passive  state  of 
ixon.'-NoU  by  the  Editor  of  the  PhiL  Mag. 
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plunge  it  into  the  acid  again^  in  order  to  make  both  irons 
instantly  assume  the  opposite  state.  The  same  effect  was  also 
produced  by  touching  the  immersed  portion  of  one  of  the 
electrodes  with  a  piece  of  iron  or  zinc. 

Now,  as  far  as  regards  one  electrolytic  cell,  the  above 
phenomena  can  be  explained,  I  think,  without  much  difficulty. 
Adopting  the  theory  of  Professor  Daniell,  which,  agreeably 
to  the  theory  which  has  been  promulgated  by  Davy  and 
Graham,  supposes  the  positive  metal  to  unite  directly  with 
oxysulphion  (SO4),  we  can  readily  perceive  that  oxygen  must 
inevitably  rise  from  the  iron  whenever  the  oxysulphion 
cannot  be  produced  as  quickly  as  is  demanded  by  the  inten- 
sity of  the  current.  On  the  other  hand,  there  will  not,  I 
think,  be  much  difficulty  in  admitting  that  the  evolution  of 
oxygen  may,  by  producing  currents  in  the  liquid  &c.>  have 
the  effect  of  restoring  to  the  iron  its  original  aptitude  for  dis- 
solution ;  then,  if  the  smallest  portion  of  iron  assumes  that 
state,  it  is  evident  that  it  will  be  positive  with  regard  to  the 
rest  of  the  iron  still  evolving  oxygen ;  a  current,  therefore, 
will  be  established  through  the  acid  from  the  former  to  the 
latter,  and  the  hydrogen  thereby  liberated  immediately 
uniting  with  the  nascent  oxygen  of  the  passive  portion  of 
the  iron,  the  whole  surface  of  iron  will  suddenly  become 
clean  and  again  combine  with  oxysulphion.  On  this  view 
the  advance  of  the  needle  from  its  smallest  to  its  greatest 
deflection  ought  to  be  very  sudden,  which  accords  with  my 
experience. 

The  simultaneous  change  of  the  state  of  two  iron  elec- 
trodes in  separate  cells  between  which  the  current  of  the 
battery  is  divided,  may  perhaps  be  explained  by  supposing 
that,  when  one  of  the  iron  electrodes  enters  into  the  active 
state,  the  sudden  increase  of  the  intensity  of  the  current 
through  its  cell  diverts  the  cuirent  from  the  other  cell  to 
such  an  extent  as  to  allow  its  iron  electrode  also  to  assume 
the  active  state. 

In  general  a  current  of  a  certain  degree  of  intensity  is  re- 
quisite in  order  to  produce  the  intermittent  effects.  If  it  be 
too  low,  the  iron  will  continue  to  be  dissolved ;  if  too  high, 

m2 
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the  iron  will^  after  the  first  few  moments  of  action^  commence 
and  then  continue  to  evolve  oxygen.  A  great  deal  seems 
also  to  depend  on  the  quality  of  the  iron  employed.  With 
some  specimens  of  iron  and  steel  I  could  not  succeed  at  all, 
whilst  with  a  piece  of  rectangular  iron  wire,  a  quarter  of  an 
inch  broad  and  one  eighth  thick,  I  was  able  to  obtain  inter- 
mittent effects  when  using  a  battery  consisting  of  two,  three, 
four,  and  even  five  cells  of  Daniell.  In  this  case  the  negative 
electrode  was  a  plate  of  platinized  silver,  the  solution  con- 
sisted of  six  parts  of  water  to  one  of  oil  of  vitriol,  and  a  dia- 
phragm was  used  in  order  to  prevent  the  hydrogen  rising 
from  the  negative  electrode  from  troubling  the  liquid  in  con- 
tact with  the  positive  iron.  The  results  of  the  experiments 
are  given  in  the  Table  below,  the  second  and  third  columns 
of  which  give  the  deflections  of  the  needle  during  the  passive 
and  the  active  states  of  the  iron,  whilst  the  fourth  contains 
the  difference  between  the  currents  in  the  two  states. 


Number  of 

Deflection 

.  Deflection 

Darnell's  cells 

in  passiYe 

in  the 

Diflerenoe. 

in  Series. 

state. 

actiye  state. 

2 

2 

d 

884 

3 

23 

60 

926 

4 

34 

53 

837 

5 

43 

56 

737 

In  each  of  the  four  instances  given  in  the  Table,  the  dif- 
ferent states  succeeded  each  other  at  intervals  of  about  half 
a  minute ;  and  it  was  uniformly  observed  that  the  active 
state  was  assumed  with  greater  suddenness  than  the  passive. 
It  will  also  be  seen,  on  inspecting  the  Table,  that,  as  might 
have  been  anticipated  from  theory,  the  difference  between 
the  currents  flowing  during  the  different  states  is  nearly  a 
constant  quantity. 


On  repeating  my  old  experiments  with  a  positive  electrode 
of  amalgamated  zinc,  I  find  that  whenever  a  battery  of  six  or 
ten  large  Daniell  cells  is  connected  with  a  plate  of  amalga- 
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mated  zinc  immersed  as  a  positive  electrode  in  a  dilute  solu- 
tion of  sulphuric  acid^  the  curious  phenomenon  already 
adverted  to  occurs.  It  commences  at  the  bottom  and  edges 
of  the  plate^  and  generally  goes  on  extending  until  the  whole 
surface  is  under  its  influence:  the  amalgamated  zinc  loses 
its  brightness  in  consequence  of  a  white  shade  overspreading 
its  surface  and  giving  it  the  appearance  of  frosted  silver: 
this  is  hardly  formed  before  it  suddenly  disappears^  and  then 
a  new  shade  overspreads  the  surface^  only  to  vanish  again  as 
suddenly  as  the  one  which  preceded  it.  These  alternations 
generally  succeed  each  other  very  rapidly;  but  I  have  some- 
times seen  them  occur  at  intervals  of  five  seconds  or  more, 
and  then  I  have  been  able  to  prove,  by  the  motions  of  the 
needle  of  the  galvanometer,  that  the  disappearance  of  the 
white  shade  is  always  accompanied  by  a  sudden  increase  of 
the  intensity  of  the  current. 

On  dividing  the  current  between  two  similar  electrolytic 
cells,  I  observed  that  the  disappearance  of  the  white  shade 
occurred  at  the  same  moment' on  both  the  positive  electrodes 
of  amalgamated  zinc. 

It  is  evident,  therefore,  that  the  phenomena  obtained  with 
amalgamated  zinc  are,  in  a  great  measure,  analogous  to  those 
observed  with  iron;  but  there  is  an  important  distinction 
between  the  two,  inasmuch  as  no  oxygen  is  evolved  from 
amalgamated  zinc  when  made  positive  in  dilute  sulphuric 
acid,  even  when  a  powerful  battery  is  employed*.  So  that 
we  see  that  amalgamated  zinc  continues  to  be  dissolved  even 
when  it  has  assumed  a  state  analogous  to  that  of  passive  iron 
evolving  oxygen.  I  think  that  this  fact  might  be  explained 
by  supposing  that,  in  the  active  state,  the  zinc  combines 
immediately  with  oxysulphion ;  but  that,  in  consequence  of 
the  too  tardy  arrival  of  that  compound,  the  zinc  sometimes 
combines  with  oxygen  alone  as  a  proper  electrolytic  action, 
depending  upon  the  secondary  action  of  the  sulphuric  acid 
for  the  removal  of  the  film  of  oxide  thus  formed.  It  is  easy 
to  see  that  in  the  latter  case  the  intensity  of  the  current  will 

^  Oxygen  Lb  evolved  by  zinc  when  the  latter  is  made  positive  in  a 
dilute  solution  of  potassa  by  three  or  four  cells  of  Daniell  in  series. 
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be  less  than  when  the  metal  combines  immediately  with  oxy- 
sulphion. 

PS.  Nearly  the  whole  of  the  above  had  been  written  be- 
fore I  was  aware  that  Schoenbein  had  already  observed  the 
intermitting  passivity  of  iron.  As,  however,  my  experiments 
are  considerably  different  from  those  of  this  philosopher,  I 
have  not  thought  it  right  to  suppress  them.  Schoenbein's 
experiments  were  made  in  the  following  manner*: — ^The 
conducting- wires  of  a  powerful  voltaic  pair  were  connected 
with  two  mercury-cups;  a  plate  of  platinum  immersed  in 
dilute  sulphuric  acid  was  connected  with  the  negative  cup ; 
then  a  piece  of  iron  wire,  previously  connected  at  one  of  its 
extremities  with  the  positive  mercury-cup,  was  made  to 
complete  the  circuit  by  immersing  the  other  extremity  in 
the  dilute  acid.  Under  these  circumstances  he  did  not  ob- 
serve any  disengagement  of  hydrogen  from  the  negative 
platinum,  in  consequence  of  the  passivity  of  the  iron  elec- 
trode. He  observes  that  the  apparatus  may  be  made  to  lose 
this  state  of  inactivity,  and  so  to  produce  the  electrolysis  of 
water,  by  the  following  means : — 

Ist.  By  putting  the  negative  electrode ,  in  contact,  for  a 
moment,  with  the  positive  electrode  of  irpn.  The  instant 
they  are  separated  again  a  lively  disengagement  of  hydrogen 
from  the  negative  electrode  takes  place,  which,  however,  soon 
begins  to  diminish,  and  ceases  entirely  at  the  end  of  some 
seconds. 

2nd.  By  opening  the  circuit  of  the  pile  for  some  instants. 
When  it  is  closed  again,  a  lively  disengagement  of  gas  takes 
place  upon  the  negative  electrode,  which  is  soon  succeeded 
by  the  state  of  inactivity. 

8rd.  By  putting  the  immersed  portion  of  the  positive 
electrode  of  iron  in  contact  with  an  oxidable  metal,  as,  for 
example,  zincj  tin,  copper,  or  even  silver.  But  in  this  case 
the  disengagement  of  hydrogen  from  the  negative  electrode 
does  not  last  longer  than  some  seconds. 

4th.  By  establishing  a  communication  between  the  two 
*  De  la  Rive's  Archives  de  FElectricit^,  No.  5,  p.  267. 
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mercury-cups  for  a  few  moments^  by  means  of  a  copper  wire 
three  inches  long  and  half  a  line  thick.  Then^  the  moment 
the  wire  is  removed  again^  a  lively  disengagement  of  hydrogen 
takes  place  on  the  negative  electrode^  which  does  not^  how- 
ever, last  longer  than  a  few  seconds. 

5th.  By  briskly  agitating  that  portion  of  the  positive  iron 
electrode  which  is  immersed  in  the  liquid,  but  without 
breaking  the  circuit. 

Passing  a  variety  of  other  interesting  observations  in 
Schoenbein^s  memoir,  we  come  to  that  part  of  it  which  is 
most  intimately  connected  with  our  subject.  At  p.  278  he 
states  that  when  a  communication  is  established  between  the 
mercury-cups  by  means  of  a  wire  of  a  certain  length,  there 
succeed  each  other,  at  certain  intervals,  a  lively  disengage- 
ment of  gas  on  the  negative  electrode,  and  a  time  of  cessation 
of  the  electrolysis  in  the  cell  of  decomposition.  He  observes 
also  that  after  some  time  the  alternations  cease,  and  the 
positive  iron  electrode  takes  a  permanent  inactivity. 

My  own  experiments  on  the  intermittent  states  of  a  posi- 
tive electrode  of  iron  differ  from  those  of  the  physicist  of 
BAle  with  regard  to  the  intensity  of  the  voltaic  apparatus 
employed.  His  was  a  powerful  single  pair  (Grove's),  mine 
was  a  series  of  from  two  to  five  cells  of  Daniell.  Hence 
in  Schoenbein's  experiments,  when  the  passive  state  was 
assumed  by  the  iron  the  current  was  entirely  cut  off,  because 
the  battery  used  by  him  had  not  suflScient  intensity  to  pro- 
duce the  electrolysis  of  water,  except  where  the  oxygen 
liberated  could  enter  into  combination  with  the  positive 
metal;  but  in  my  own  experiments,  in  consequence  of  the 
superior  intensity  of  the  battery  employed,  the  passive  state 
of  the  iron  was  accompanied  with  the  regular  decomposition 
of  water  into  its  gaseous  elements. 

It  may  also  be  remarked  that  Schoenbein  did  not  observe 
the  intermitting  effects  until  the  intensity  of  the  current  was 
much  reduced  by  the  opening  of  a  new  channel  for  it  by 
connecting  the  poles  of  the  cell  by  a  wire  of  a  certain  length, 
whilst  I  have  succeeded  in  obtaining  the  alternations  of  state 
when  using  the  whole  force  of  five  large  cells  of  Daniell  in 
series. 
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It  is  evident,  therefore,  that  a  powerful  intensity  of 
current  is  not  always  able  to  retain  a  positive  iron  electrode 
in  the  passive  state. 

On  the  Intensities  of  various  Voltaic  Arrangements. 

We  know  that  the  important  law  which  has  been  estab- 
lished by  the  labours  of  Ohm,  Fechner,  and  De  la  Rive  is 

A 
expressed  by  the  formula  E=:p,  where  A  is  the  electro- 
motive force,  R  the  resistance  to  conduction  of  the  whole 
circuit,  and  E  is  the  quantity  of  electricity  circulating  in  a 
given  time.  Therefore,  if  the  resistances  of  different  voltaic 
circles  are  made  equal  to  one  another,  the  quantities  of 
current  will  be  proportional  to  the  electromotive  forces; 
and  hence  we  derive  the  following  simple  method  of  deter- 
mining the  intensity  or  electromotive  force  of  a  battery. 
We  take  an  accurate  galvanometer,  furnished  with  a  coil 
of  very  great  resistance,  and  connecting  the  arrangements 
under  examination  successively  with  it,  we  take  the  currents 
indicated  by  the  instrument  as  the  measure  of  their  respec- 
tive intensities.  I  have  in  this  way  obtained  the  annexed 
list  of  voltaic  intensities  (pp.  168, 169),  using  a  galvanometer 
which,  with  the  wires  attached  to  it,  had  a  resistance  at 
least  300  times  as  great  as  that  of  most  of  the  cells  under 
examination.  I  have  made  the  ordinary  cell  of  DanieU  the 
standard  of  comparison,  calling  its  intensity  100. 

The  use  of  the  peroxides  of  lead  and  manganese  as  nega- 
tive elements  of  the  voltaic  pile  has  been  recently  pointed 
out  by  De  la  Rive*.  By  using  the  peroxide  of  lead  with 
either  dilute  sulphuric  acid  or  a  saline  solution,  he  has  pro- 
duced a  battery  of  greater  intensity  than  the  pile  of  Grove  t- 
It  will  be  seen,  on  reference  to  the  Table,  that  an  arrange- 
ment consisting  of  peroxide  of  lead  moistened  with  sulphuric 

♦  Archives  de  rElectricit^,  No.  8,  p.  166. 

t  The  use  of  peroxide  of  lead  as  the  negative  element  was  originally 
proposed  by  Prof.  Grove  himself,  in  Phil.  Mag.  ser.  3.  vol.  xv.  p.  290. — 
Edit.  FM,  Mag. 
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acid  in  contact  with  platinum^  and  solution  of  potassa  in 
contact  with  amalgamated  zinc^  is  half  as  intense  again  as 
the  ordinary  cell  of  Grove. 

I  may  observe  that  a  single  cell  of  any  of  the  arrangements 
given  in  the  Table,  the  intensity  of  which  is  above  200,  is 
able  to  decompose  water  into  its  elements  with  facility. 


On  the  Changes  of  Temperature  produced  by  the  Rare- 
faction and  Condensation  of  Air.    By  James  Pres- 
coTT  Joule*. 

[*  Proceedings  of  the  Royal  Society/  June  20, 1844.] 

In  order  to  estimate  with  greater  accuracy  than  has  hitherto 
been  done  the  quantities  of  heat  evolved  or  absorbed  during 
the  condensation  or  rarefaction  of  atmospheric  air,  the  author 
contrived  an  apparatus  where  both  the  condensing-pump  and 
the  receiver  were  immersed  in  a  large  quantity  of  water,  the 
changes  in  the  temperature  of  which  were  ascertained  by  a 
thermometer  of  extreme  sensibility.  By  comparing  the 
amount  of  force  expended  in  condensing  air  in  the  receiver 
with  the  quantity  of  heat  evolved,  after  deducting  that  which 
was  the  effect  of  friction,  it  was  found  that  a  mechanical 
force  capable  of  raising  823  pounds  to  tlje  height  of  one  foot 
must  be  applied  in  the  condensation  of  air,  in  order  to  raise 
the  temperature  of  1  lb.  of  water  1"  of  Fahrenheit's  scale. 
In  another  experiment,  when  air  condensed  in  one  vessel 
was  allowed  to  pass  into  another  vessel  from  which  the  air 
had  been  exhausted,  both  vessels  being  immersed  in  a  large 
receiver  full  of  water,  no  change  of  temperature  took  place, 
no  mechanical  power  having  been  developed.  The  author 
considers  these  results  as  strongly  corroborating  the  dyna- 
mical theory  of  the  nature  of  heat,  in  opposition  to  that 

•  This  abstract  was  made,  I  believe,  by  Dr.  Roget,  who  took  a  kind 
interest  in  my  early  papers. — Notty  1881. 
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which  ascribes  to  it  materiality ;  but  he  reserves  the  further 
discussion  of  this  question  to  a  future  communication^  which 
he  hopes  soon  to  present  to  the  Boyal  Society. 


On  the  Changes  of  Temperature  produced  by  the  Bare- 
faction  and  Condensation  of  Air.  By  J.  P,  Joule, 
Esg* 

['  Philosophical  Magazine,'  aer.  8,  May  1845.] 

In  a  papert  which  was  read  before  the  Chemical  Section  of 
the  British  Association  at  Cork^  I  applied  Dr.  Faraday^s  fine 
discovery  of  magneto-electricity  in  order  to  establish  definite 
relations  between  heat  and  the  ordinary  forms  of  mechanical 
power.  In  that  paper  it  was  demonstrated  experimentally 
that  the  mechanical  power  exerted  in  turning  a  magneto- 
electrical  machine  is  converted  into  the  heat  evolved  by  the 
passage  of  the  currents  of  induction  through  its  coils ;  and^  on 
the  other  hand^  that  the  motive  power  of  the  electro-magnetic 
engine  is  obtained  at  the  expense  of  the  heat  due  to  the 
chemical  reactions  of  the  battery  by  which  it  is  worked.  I 
hope,  at  a  future  period,  to  be  able  to  communicate  some 
new  and  very  delicate  experiments,  in  order  to  ascertain  the 
mechanical  equivalent  of  heat  with  the  accuracy  which  its 
importance  to  physical  science  demands.  My  present  object 
is  to  relate  an  investigation  in  which  I  believe  I  have  suc- 
ceeded in  successfully  applying  the  principles  before  main- 
tained to  the  changes  of  temperature  arising  from  the  alte- 
ration of  the  density  of  gaseous  bodies — an  inquiry  of  great 
interest  in  a  practical  as  well  as  theoretical  point  of  view, 
owing  to  its  bearing  upon  the  theory  of  the  steam-engine. 
Dr.  Cullen  and  Dr.  Darwin  appear  to  have  been  the  first 

*  The  experiments  were  made  at  Oak  Held,  Wh  alley  Range,  near 
Manchester. 

t  PhiL  Mag.  ser.  3.  vol.  xxiii.  pp.  263,  347,  436. 
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who  observed  that  the  temperature  of  air  is  decreased  by 
rarefaction  and  increased  by  condensation.  Other  philo- 
sophers have  subsequently  directed  their  attention  to  the 
subject.  Dalton  was^  however^  the  first  who  succeeded  in 
measuring  the  change  of  temperature  with  some  degree  of 
accuracy.  By  the  employment  of  an  exceedingly  ingenious 
contrivance^  that  illustrious  philosopher  ascertained  that 
about  50^  of  heat  are  evolved  when  air  is  compressed  to  one 
half  of  its  original  bulk^  and  that^  on  the  other  hand^  50^ 
are  absorbed  by  a  corresponding  rarefaction^. 


Rg.  62.    Scale  tV- 


\^^ 


*  Memoirs  of  the  Literary  and  Philoeopliical  Society  of  Manchester, 
vol.  V.  part  %  pp.  261-626. 
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There  is  every  reason  for  believing  that  Dalton's  results 
are  very  near  the  truth,  especially  as  they  have  been  exactly 
confirmed  by  the  experiments  of  Dr.  Ure  with  the  thermo- 
meter of  Breguet.  But  our  knowledge  of  the  specific  heat 
of  elastic  fluids  is  of  such  an  uncertain  character,  that  we 
should  not  be  justified  in  attempting  to  deduce  from  them 
the  absolute  quantity  of  heat  evolved  or  absorbed.  I  have 
succeeded  in  removing  this  difficulty  by  immersing  my  con- 
densing-pump  and  receiver  into  a  large  quantity  of  water,  so 
as  to  transfer  the  calorific  effect  to  a  body  which  is  univer- 
sally  received  as  the  standard  of  capacity. 

My  apparatus  will  be  understood  on  inspecting  fig.  52. 
C  represents  the  condensing-pump,  consisting  of  a  cylinder 
of  gun-metal,  and  of  a  piston  fitted  with  a  plug  of  oiled 
leather,  which  works  easily,  yet  tightly,  through  a  stroke  of 
8  inches.  The  cylinder  is  10^  inches  long.  If  inch  in 
interior  diameter,  and  ^  of  an  inch  in  thickness  of  metal. 
The  pipe  A,  for  the  admission  o£  air,  is  fitted  to  the  lower 
part  of  the  cylinder;  at  the  bottom  of  this  pipe  there  is  a 
conical  valve,  constructed  of  horn,  opening  downwards.  A 
copper  receiver,  R,  which  is  12  inches  long,  4^  inches  in 
exterior  diameter,  ^  of  an  inch  thick,  and  has  a  capacity  of 
136^  cubic  inches,  may  be  screwed  upon  the  pump  at  plea- 
sure. This  receiver  is  furnished  with  a  conical  valve  of  horn 
opening  downwards,  and,  at  the  bottom,  with  a  piece  of 
brass,  B,  along  the  centre  of  which  there  is  a  bore  of  ^  of  an 
inch  diameter.  There  is  a  stop-cock  at  S  which  I  shall 
describe  more  particularly  in  the  sequel. 

Anticipating  that  the  changes  of  temperature  of  the  lai^ 
quantity  of  water  which  was  necessary  in  order  to  surround 
the  receiver  and  pump  would  be  very  minute,  I  was  at  great 
pains  in  providing  a  thermometer  of  extreme  sensibility  and 
very  great  accuracy.  A  glass  tube  of  narrow  bore  having  been 
selected,  a  column  of  mercury,  1  inch  long,  was  introduced, 
and  gradually  advanced  in  such  a  manner  that  the  end  of  the 
column  in  one  position  coincided  with  the  beginning  of  the 
column  in  the  next.  In  each  position  the  length  of  the 
column  was  ascertained  to  the  -^^^  part  of  an  inch,  by  means 


RAREFACTION  AND  CONDENSATION  OF  AIR.        176 

of  an  instrument  invented  for  the  purpose  by  Mr.  Dancer*. 
Afterwards  the  tube  was  covered  with  a  film  of  bees'-wax, 
and  each  of  the  previously  measured  spaces  was  divided  into 
•twenty  equal  parts  by  means  of  a  steel  point  carried  by  the 
dividing  instrument ;  it  was  then  etched  by  exposure  to  the 
vapour  of  fluoric  acid.  The  scale  thus  formed  was  entirely 
arbitrary ;  and  as  it  only  extended  between  30°  and  90^,  it 
was  necessary  to  compare  the  thermometer  with  another^ 
constructed  in  the  same  manner^  but  furnished  with  a  scale 
including  the  boiling-  as  well  as  the  fireezing-point.  When 
this  was  done^  it  was  found  that  ten  divisions  of  the  sensible 
thermometer  (occupjdng  about  ^  an  inch)  were  nearly  equal 
to  the  degree  of  Fahrenheit ;  therefore,  since  by  practice  I 
can  easily  estimate  with  the  naked  eye  ^  of  each  of  these 
divisions,  I  could  with  this  instrument  determine  tempera- 
tures to  the  ^Q  part  of  a  degree.  The  scale  being  arbitrary, 
the  indications  of  the  thermometer  had  to  be  reduced  in 
every  instance,  a  circumstance  which  accounts  for  my  having 
given  the  temperatures  in  the  tables  to  three  places  of  de- 
cimals. 

It  was  important  to  employ,  for  the  purpose  of  containing 
the  water,  a  vessel  as  impermeable  to  heat  as  possible.  With 
this  view,  two  jars  of  tinned  iron,  one  of  them  every  way 
an  inch  smaller  than  the  other,  having  been  provided,  the 
smaller  jar  was  placed  within  the  larger  one,  and  the  interstice 
between  the  two  was  closed  hermetically.  By  this  means  a 
stratum  of  air  of  nearly  the  same  temperature  as  the  water 
was  kept  in  contact  with  the  sides  and  bottom  of  the  inner 
jar.  The  jars  used  in  the  other  experiments  which  I  shall 
bring  forward  were  constructed  in  a  similar  manner.  Among 
other  precautions  to  ensure  accuracy,  proper  screens  were 
placed  between  the  vessels  of  water  and  the  experimenter. 

My  first  experiments  were  conducted  in  the  following 

*  Of  the  firm  of  Abraham  and  Dancer,  Cross  Street,  Manchester.  I 
have  great  pleasure  in  acknowledging  here  the  skill  displayed  by  this 
gentleman  in  the  construction  of  the  different  parts  of  my  apparatus ;  to 
it  I  must,  in  a  great  measure,  attribute  whatever  success  has  attended  the 
ezperiments  detailed  in  this  paper. 
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manner: — ^The  pump  and  copper  receiver  were  immersed 
in  45  lb.  3  oz.  of  water,  into  which  the  very  sensible 
thermometer  above  described  was  then  placed;  whilst  two 
other  thermometers  were  employed  in  order  to  ascertain  the 
temperature  of  the  room  and  that  of  the  water  contained  by 
the  vessel  W.  Having  stirred  the  water  thoroughly,  its 
temperature  was  carefully  read  oflF.  The  pump  was  then 
worked  at  a  moderate  degree  of  speed  until  about  twenty- 
two  atmospheres  of  air,  dried  by  being  passed  through  the 
vessel  G  full  of  small  pieces  of  chloride  of  calcium,  were 
compressed  into  the  copper  receiver.  After  this  operation 
(which  occupied  from  fifteen  to  twenty  minutes)  the  water 
was  stirred  for  five  minutes  so  as  to  diffuse  the  heat  equally 
through  every  part,  and  then  its  temperature  was  again  read 
off. 

The  increase  of  temperature  thus  observed  was  owing 
partly  to  the  condensation  of  the  air,  and  partly  also  to  the 
friction  of  the  pump  and  the  motion  of  the  water  during  the 
process  of  stirring.  To  estimate  the  value  of  the  latter 
sources  of  heat,  the  air-pipe  A  was  closed,  and  the  pump  was 
worked  at  the  same  velocity  and  for  the  same  time  as  before, 
and  the  water  was  afterwards  stirred  precisely  as  in  the  first 
instance.  The  consequent  increase  of  temperature  indicated 
heat  due  to  friction,  &c. 

The  jar  was  now  removed,  and  the  receiver  having  been 
immersed  into  a  pneumatic  trough,  the  quantity  of  air  which 
had  been  compressed  into  it  was  measured  in  the  usual 
manner,  and  then  corrected  for  the  force  of  vapour,  &c.  The 
result,  added  to  136*5  cubic  inches,  the  quantity  contained 
by  the  receiver  at  first,  gave  the  whole  quantity  of  com- 
pressed air. 

The  result  given  in  Table  I.  is  the  difference  between 
the  effects  of  condensation  and  friction  alone,  corrected 
for  the  slight  superiority  of  the  cooling  influence  of  the  atmo- 
sphere in  the  experiments  on  friction.  We  must  now,  how- 
ever, proceed  to  apply  a  further  correction,  on  account  of  the 
circumstance  that  the  friction  of  the  piston  was  considerably 
greater  during  the  condensing  experiments  than  during  the 
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Table  I. 


Source  of  heat 


■tilli  ^1 

tk\h 


i 


Temp,  of  water. 


Before 
expt. 


After 
expt. 


a 


Condensation,  &c, 

Friction,  &c 

Condensation,  &c. 

Friction,  &c 

Condensation,  &c. 

Friction,  &c 

Condensation,  &c. 

Friction,  &c 

Condensation,  &c. 

Friction,  &c 

Condensation,  &c. 
Friction,  &c.  . . 


800 
800 
300 
800 
300 
800 
300 
800 
800 
800 
800 
800 


30O6 
30-67 
30-24 
30-67 
30-34 
ab-46 


8047 
2924 
2876 
2939 
2924 
3633 


66-2 
64-8 
53-7 
58-8 
65-7 
58-1 


67-5 

67-6 

63-5 

54-6 

52-6 

52-6 

57-5 

57-75 

63-5 

53-75 

60-0 

60-4 


2-224- 
1-686- 
0-817  + 
0-358+ 
0-380+ 
0-760+ 
1-794- 
1-636- 
2-184+ 
2-316+ 
0-174+ 


54-980 
55-652 
63-970 
54-676 
52-5Q2 
53-197 
55-359 
66-053 
55-409 
65-962 
59-876 


0-196+60-478 


66-622  0-692 
65-979  0-327 
54-664 10-694 
56-042  0-367 
58197  0-685 
58-524 10-327 
56-053 10-694 
66-875  0-322 
56-959  0-650 
66-170  0-208 
,60-472  0-596 
60-718  ,0-235 


Condensation     I 

mean { 

Friction,  &c.  mean 


300 
800 


30-20 


2966  66-2 


0-078- 
0068+ 


0-643 
'0-297 


Corrected  result. 


80-20 


2966 


:0-344 


experiments  to  ascertain  the  effect  of  friction.  In  the  latter 
case  the  piston  worked  with  a  vacuum  beneath  it,  whilst  in 
the  former  the  leather  was  pressed  to  the  sides  of  the  pump 
by  a  force  of  condensed  air,  averaging  32  lb.  per  square  inch. 
I  endeavoured  to  estimate  the  difference  between  the  friction 
in  the  two  cases,  by  removing  the  valve  of  the  receiver  and 
working  the  pump  with  about  32  lb.  per  square  inch  pressure 
below  it.  These  experiments,  alternated  with  others  in  which 
a  vacuum  was  beneath  the  piston,  showed  that  the  heat  given 
out  in  the  two  cases  was,  as  nearly  as  possible,  in  the  ratio  of 
six  to  five.  When  the  correction  indicated  in  this  manner 
has  been  applied  to  0°'297  (see  Table)  and  the  result  sub- 
tracted from  (f'64S,  we  obtain  0°-285  as  the  effect  of  com- 
pressing 2956  cubic  inches  of  dry  air  at  a  pressure  of  30*  2 
inches  of  mercury,  into  the  space  of  136'5  cubic  inches. 

This  heat  was  distributed  through  45  lb.  3  oz.  of  water, 
20J  lb.  of  brass  and  copper,  and  6  lb.  of  tinned  iron.  It  was 
therefore  equivalent  to  13^*628  per  lb.  avoirdupois  of  water. 

The  force  necessary  to  effeqt  the  above  condensation  may 
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be  easily  deduced  from  the  law  of  Boyle  and  Mariotte,  which 
has  been  proved  by  the  French  academicians  to  hold  good  as 
far  as  the  twenty-fifth  atmosphere  of  pressure.     Let  fig.  53 


Fig.  53. 


168-6  lb. 


y  8648-7  lb. 


represent  a  cylinder  closed  at  one  end,  the  length  of  which 
is  21*654  feet,  and  the  sectional  area  11-376  square  inches. 
Then  one  foot  of  it  will  have  exactly  the  same  capacity  as 
the  copper  receiver  used  in  the  experiments,  and  its  whole 
capacity  will  be  2956  cubic  inches.  It  is  evident,  therefore, 
that  the  force  used  in  pumping  (considered  to  be  without 
friction)  was  exactly  equal  to  that  which  would  push  the 
piston  p  to  the  distance  of  a  foot  from  the  bottom  of  the 
cylinder.  Excluding  exterior  atmospheric  pressure,  the  force 
upon  the  piston,  when  at  the  top  of  the  cylinder,  will  be 
168'5  lb.,  the  weight  of  a  column  of  mercury  30*2  inches 
long  and  of  11*376  square  inches  section ;  and  at  a  foot  frt)m 
the  bottom  it  will  be  21*654  times  as  much,  or  3648*7  lb. 
The  hyperbolic  area,  abed,  will  therefore  represent  the 
force  employed  in  the  condensation,  including  the  assistance 
of  the  atmospheric  pressure.  Applying  the  formula  for 
hyperbolic  spaces,  we  have 

*=8648-7  X  2-302585  x  log  21*654= 11220*2. 
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The  force  expended  in  condensation  was  therefore  equiva- 
lent to  that  which  can  raise  11220*2  lb.  to  the  perpendicular 
height  of  one  foot. 

Comparing  this  with  the  quantity  of  heat  evolved,  we  have 

1  HQ-fi28  ~  1°"'  ^^  ^^^^  ^  mechanical  force  capable  of  raising 
823  lb.  to  the  height  of  one  foot  must  be  applied  in  the  con- 
densation of  air,  in  order  to  increase  the  temperature  of  a 
pound  of  water  by  one  degree  of  Fahrenheit's  scale. 

The  following  Table  contains  the  results  of  experiments 
similar  to  the  last,  except  in  the  extent  to  which  the  com- 
pression of  the  air  was  carried. 


Table  II. 


Sooroeofheat. 


-a.  si 
.tl|l 


fa 
p 


Temp,  of  water. 


Before 
expt 


After 
expt. 


I 


Condensation,  &c. 
Friction,  &c  .... 
Condensation,  &c. 

Friction,  &c 

Condensation,  &c. 
Friction,  &c.  . . 
Condensation,  &c. 

Friction,  &c 

Condensation,  &c, 
Friction,  &c.  .... 


120 
120 
120 
120 
120 
120 
120 
120 
120 
120 


30-40 
30-56 
30-56 
30-67 
29-94 


1410 
i467 
1440 
i442 
1405 


64-0  64-2 
64-6 
66-6 
66-7 
63-6 
64-0 
68-4 
68-6 
67-0 
67-2 


66-6 
62-6 
69-0 
66-2 


6-010+ 
0-224- 
0-308+ 
0-281  + 
1-763- 
1-960- 
0-400+ 
0-477+ 
1-666- 
1-673- 


61-099 
64-832 
66-693 
66-926 
61-703 
61-976 
68-680 
58-921 
66-310 
56-663 


64-322 
64-421 
66-923 
67-036 
61-971 

62106 :0129 
58-921 10-241 
69-033  0-112 
66-658  0-248 
66-692  0-129 


d-223 
0-089 
0-230 
0-110 
0-268 


Condensation 

mean 

Friction  mean 


120 
120 


30-38 


1433 


67-6 


0-622- 
0-600- 


0-242 
0-114 


Conected  result..! !30-38 


1433 


0-128 


After  applying  the  proper  correction  for  the  increase  of 
friction  daring  condaisation,  and  reducing  the  result,  as 
before,  to  the  capacity  of  a  lb.  of  water,  I  find  5°-26  to  be 
the  mean  quantity  of  heat  evolved  by  compression  of  air  in 
the  above  series  of  experiments. 

n2 
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The  mechanical  force  spent  in  the  condensation  is  repre- 
sented in  this  instance  by 

«= 1779-3  X  2-302585  x  log  10498 =4183-46. 

Hence  the  equivalent  of  a  degree  of  heat  per  lb.  of  water, 
as  determined  by  the  above  series,  is  795  lb.  raised  to  the 
height  of  one  foot. 

The  mechanical  equivalents  of  heat  derived  from  the  fore- 
going experiments  were  so  near  838  lb.*,  the  result  of  mag- 
netical  experiments  in  which  "latent  heat^^  could  not  be 
suspected  to  interfere  in  any  way,  as  to  convince  me  that  the 
heat  evolved  was  simply  the  manifestation,  in  another  form, 
of  the  mechanical  power  expended  in  the  act  of  condensation : 
I  was  still  further  confirm^  in  this  view  of  the  subject  by 
the  following  experiments. 

I  provided  another  copper  receiver  (E,  fig.  54)  which  had 
a  capacity  of  134  cubic  inches.     Like  the  former  receiver,  to 

Fig.  54. 


which  it  could  be  connected  by  a  coupling  nut,  it  had  a  piece 
D  attached,  in  the  centre  of  which  there  was  a  bore  J  of 
an  inch  diameter,  which  could  be  closed  perfectly  by  means 
of  a  proper  stop-cock. 

I  must  here  be  permitted  to  make  a  short  digression,  in 
order  to  explain  the  construction  of  the  stop-cocks,  as  it  may 
save  those  who  shall  in  future  attempt  similar  experiments 
the  useless  trouble  of  trying  to  make  the  ordinary  stop-cock 
perfectly  air-tight  under  high  pressui^es.  The  one  I  have 
*  Phil.  Mag.  ser.  3.  vol.  xxiii..  p.  441. 
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used  is  the  invention  of  Mr.  Ash,  of  this  town,  a  gentleman 
well  known  for  his  great  mechanical  genius ;  and  he  has  in 
the  most  obliging  manner  allowed  me  to  give  a  full  descrip- 
tion of  it.     Fig.  55  is  a  full-sized  sectional  view  of  the  stop- 


Fig.  66. 


cock,  a  is  a  brass  screw,  by  means  of  which  a  thick  collar 
of  leather,  /,  is  very  tightly  compressed.  The  centre  of  a^is 
perforated  with  a  female  screw,  in  which  a  steel  screw,  s, 
works,  the  threads  of  which  press  so  tightly  against  the 
leather  coUar  as  eflFectually  to  prevent  any  escape  of  air  in 
that  direction.  The  end  of  the  steel  screw  is  smooth  and 
conical,  and  the  conical  hole  h  is  plugged  with  tin.  When 
the  stop-cock  is  shut,  the  smooth  end  of  the  steel  screw 
presses  against  the  soft  metal,  so  as  to  prevent  the  escape  of 
the  least  particle  of  air ;  but  when  opened,  as  represented  in 
the  figure,  it  leaves  a  passage  for  the  air  round  the  conical 
point.  I  have  tested  this  stop-cock  in  the  most  severe 
manner,  and  have  found  it  to  answer  perfectly. 

Having  filled  the  receiver  R  (fig.  51)  with  about  22  atmo- 
spheres of  dry  air,  and  having  exhausted  the  receiver  E  by 
means  of  an  air-pump,  I  screwed  them  together,  and  then 
put  them  into  a  tin  can  containing  16^  lb.  of  water.     The 
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water  was  first  thoroughly  stirred^  and  its  temperature  taken 
by  the  same  delicate  thermometer  which  was  made  use  of  in 
the  former  experiments.  The  stop-cocks  were  then  opened 
by  means  of  a  proper  key,  and  the  air  allowed  to  pass  from 
the  full  into  the  empty  receiver  until  equilibrium  was  estab- 
lished between  the  two.  Lastly,  the  water  was  again  stirred 
and  its  temperature  carefully  noted.  The  following  Table 
contains  the  results  of  a  series  of  experiments  conducted  in 
this  way,  alternated  with  others  to  eliminate  the  effects  of 
stirring,  evaporation,  &c. 

Table  III. 


Nature  of  ej^eriment. 

•a 

%  i 

n 

1 

Temp.  of  water. 

1 

Gain  or  Ion 
of  heat 

Before 
expt. 

After 
expt 

Expansion 

Alternation    

Expansion 

Alternation    

Expansion 

Alternation    

Expansion 

Alternation    .... 

Expansion 

Alternation    .... 
Expansion 

80-20 
30-44 
30-44 
30-44 
30-46 

ao-eo 

2910 
2920 
29i6 
29i6 
3200 
2880 

57-4 
57-0 
57-0 
62-0 
62-1 
58-5 
58-6 
61-3 
61-3 
580 
58-3 

6-118+ 
0-906- 
0-885- 
0-783- 
0-873- 
0-233+ 
0-132+ 
0-787- 
0-780- 
0-186+ 
0110- 

57-520 
56-085 
56-103 
01-217 
61-222 
58-732 
68-732 
60-508 
60-518 
58-184 
58-190 

5f-517 
56-103 
56-128 
61-217 
61-232 
58-735 
58-732 
60-518 
60-523 
58-187 
58190 

6K)031o8S. 

0018  gain. 

0*025  gain. 

0 

0-010  gain. 

0-003  gain. 

0 

0-010  gain. 

0-005  gain. 

0-O03gain. 

0 

Mean  of  expts. ) 
of  expansion  i 

Mean  of  alter- 
nations    

30-41 

2956 

. . .  • 

0-400- 
0-411- 

.... 

.... 

00062  gam. 
0-0068  gain. 

Corrected  result. . 

30-41 

2956 

.... 



.... 

0 

The  difference  between  the  means  of  the  expansions  and 
alternations  being  exactly  such  as  was  found  to  be  due  to 
the  increased  efEect  of  the  temperature  of  the  room  in  the 
latter  case,  we  arrive  at  the  conclusion,  that  no  change  of 
temperature  occurs  when  air  is  allowed  to  expand  in  st/xh  a 
manner  as  not  to  develop  mechanical  power. 

In  order  to  analyze  the  above  experiments,  I  inverted  the 
receivers,  as  shown  in  fig.  56,  and  immersed  them,  as  well  as 


RAREFACTION  AND  CONDENSATION  OF  AIR. 
Fig.  56. 


183 
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the  connecting-piece,  into  separate  cans  of  water.  One  of 
the  receivers  had  2828  cubic  inches  of  dry  air  condensed 
into  it,  while  the  other  was  vacuous.  After  equilibrium  was 
restored  by  opening  the  cocks,  I  found  that  2°'36  of  cold 
per  lb.  of  water  had  been  produced  in  the  receiver  from  which 
the  air  had  expanded,  while  2°*38  of  heat  had  been  produced 
in  the  other  receiver,  and  QP'Sl  of  heat  also  in  the  can  in 
which  the  connecting-piece  was  immersed,  the  sum  of  the 
whole  amounting  nearly  to  zero.  The  slight  redundance  of 
heat  was  owing  to  the  loss  of  cold  during  the  passage  of  the 
air  from  the  charged  receiver  to  the  stop-cocks,  through  a 
part  of  the  pipe  which  could  not  be  immersed  in  water, 

A  series  of  experiments  was  now  made  in  the  following 
manner : — ^The  receiver  was  filled  with  dry  compressed  air, 
and  a  coiled  leaden  pipe,  ^  of  an  inch  in  internal  diameter 
and  12  yards  long,  was  screwed  tightly  upon  the  nozzle,  as 
represented  in  fig.  57.     The  whole  was  then  immersed  into 

Fig.  57. 


an  oval  can,  which  was  constructed  as  before  described,  and 
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was  also  covered  at  top  as  perfectly  as  possible.  Having 
ascertained  the  temperature  of  the  water  by  means  of  the 
sensible  thermometer  before  used,  the  stop-cock  was  opened 
and  the  air  made  to  pass  from  the  receiver  through  a  pneu- 
matic trough  into  a  jar,  by  which  it  was  carefully  measured. 
After  the  air  in  the  receiver  had  been  reduced  to  the  atmo- 
spherical pressure,  the  water  was  again  well  stirred  and  its 
temperature  noted.  An  alternation  was  made  after  each 
of  these  experiments,  in  order  to  eliminate  the  effects  of 
stirring,  &c. 

Table  IV. 


Nature  of  experiment 


I 


li 
u 


s 

a 
£ 

P 


Temp,  of  water. 


Before 
eipt. 


After 
expt. 


Gain  or  loss  of 
heat. 


Expansion  . . . 
Alternation  . . . 
Expansion  . . . 
Alternation  . . . 
Expansion  . . . 
Alternation  . . . 
Expansion  . . . 
Alternation  . . . 
Expansion  . . . 
Alternation  . . . 
Expansion  . . . 
Alternation  . . . 


30-04  28Ci>  2726  6o-7  ' 

....  |....|....  55-4  I 
30-10  2807  L>670  54-6  1 
....'....I....  54-25 
30-10 -27232587,  53-6  ' 
....|....|....l53-4  i 
30-10-2807,2670  4905 
.....|....|....|49-I| 
30-233030^^-2903  60-6 
....I. ...I....  51-1 
30-20291^2782  40-0 
..  48-85 


0-405+ 
0-579+ 
0K)22-|- 
0-276-f 
0-760-1- 
0-839-1- 
0-807+ 
0-168+ 
0-608- 
1-063- 
0-356- 
0-277- 


56-207 

66004 

54-714 

64-636 

54-460 

54-269 

49-456 

49-258 

60-176 

50-01 

48-728 

48-673 


5^-0040-2031038. 
55-9640050  loss. 
54-5300-184  loss. 
54-616  0-020  loss. 
64-259  0-201  loss. 
54-2190040  loss. 
49-2580-1981083. 
49-2580 

50-008  0-168  loss. 
50-057  0-040  gain. 
48-563  0166  loss. 


48-573 


0 


Mean  of  expts.  I 
of  expansion  { 

Mean  of  alter-  J 
nations | 


30-1328592723  . . . .  :  0106+ 
..'  ....    0O86+ 


01865  loss. 
0-0117  loss. 


Corrected  result.  30-1328o92723 


I 


0-1738  loss. 


The  cold  produced  was  difFdsed  through  21-17  lb.  of  water, 
14  lb.  of  copper,  8  lb.  of  lead,  and  7  lb.  of  tinned  iron. 
Hence  we  find  that  a  quantity  of  cold  was  produced  in  the 
experiments  sufficient  to  cause  the  temperature  of  a  lb.  of 
water  to  decrease  by  4°'085.  At  the  same  time  a  mechanical 
force  was  developed,  which  could  raise  a  column  of  the  atmo- 
sphere, of  an  inch  square  at  the  base,  to  the  altitude  of  2723 
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inches ;  or,  in  other  words,  conld  raise  3352  lb.  to  the  height 
of  one  foot.  For  each  degree  of  heat  lost  there  was  therefore 
generated  a  force  sufficient  to  raise  820  lb.  to  the  height  of 
one  foot. 

In  the  two  following  series  the  experiments  were  varied  by 
compressing  and  measuring  out  different  volumes  of  air. 


Table  V. 


Nfttare  of  experiment 

ll 

*5| 

•3 

1^ 

1 

Temp.  of  water. 

Gbunorloasof 
heftt 

Before 
•xpt. 

After 
ezpt 

Expansion    .... 
Alternation  .... 

30-06 

1336 

1200 

6^-5 

62-66 

63-6 

63-6 

62-4 

62-66 

62-96 

63-2 

69-0 

68-66 

66  36 

66-1 

66-2 

66-3 

i-441- 
1-460- 
1-886- 
1-457- 
0-419- 
0-688- 
0-778- 
1-017- 
0-610+ 
0-888-h 
0-227  ^- 
0•634^- 
0-313+ 
0-168+ 

6f-074 
61-069 
62-125 
62-116 
52-021 
61961 
62196 
62171 
69-666 
69-661 
66-622 
65-647 
65-666 
65-461 

61-044 
61-110 
62-106 
52-171 
61-941 
61-974 
62148 
62-196 

6-030  loss. 
0-041  gain. 
0-020  loss. 
0-066  gain. 
0-080  foss. 
0-023  gain. 
0-047  loss. 
0^24«un. 

Expansion    .... 
Alternation  .... 

30-20 

1343 

1206 

Expansion    

Alternation  .... 

3e-28 

138C 

1260 

Expiinsion    

Alternation  .    . . 

30-28 

1387 

1260 

Expansion    .... 
Alternation .... 

30-30 

1434 

1298 

69-666l0-i09  foss. 
69-526  0-026  loss. 
66-532  0-090  loss. 
55-622'0-026  loM. 

Expansion    

Alternation  .  . 

30-27 

1406 

1268 

Expansion    

Alternation  .... 

30-14 

1400 

1264 

65-461 
66-466 

0104  loss. 
0-006  loss. 

Mean  of  expts.  I 
of  expansion] 

Mean  of  alter- 1 
nations  . . . .  ( 

30-22 

1384 

1248 

.... 

0-410- 
0-420- 

0-0686  loss. 
0-0127  gain. 

30-22 

1384 

1248 

0-081  loss. 

On  reducing  the  results,  of  these  experiments  in  the  man- 
ner before  indicated^  we  find  that  in  the  experiments  of 
Table  V.  814  lb.,  and  in  those  of  Table  VI.  760  lb.  were 
raised  to  the  height  of  a  foot  for  every  degree  of  heat  per  lb. 
of  water  lost. 

These  results  are  inexplicable  if  heat  be  a  substance.  If 
that  were  the  case,  the  same  quantity  of  heat  would  have 
been  absorbed  by  the  rarefaction  which  took  place  in  the  ex- 
periments of  Table  IV.  as  was  evolved  by  the  corresponding 
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Table  VI. 


Natare  of  experiment 


Expansion 

Alternation 

Expansion 

Alternation 

Expansion 

Alternation 

Expansion 

Alternation 

Expansion 

Alternation 

Expansion    , 

Alternation  . 

Expansion    . 

Alternation  . 


Mean  of  expts.  ( 
of  expansion  | 

Mean  of  alter-  i 
nations  . . . .  ( 


Corrected  result 


h 


30-24 


30-20 


3015 


30-15 


3116 


3198 


3192 


3143 


30-202966 


30-303160 

I- 


30-14^3188 
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condensation  in  the  experiments  of  Table  I. :  also  a  certain 
quantity  of  cold  would  have  been  produced  in  the  experiments 
given  in  Table  III.  The  results  are,  however,  such  as  might 
have  been  deduced  h  priori  from  any  theory  in  which  heat  is 
regarded  as  a  state  of  motion  among  the  constituent  particles 
of  bodies.  It  is  easy  to  understand  how  the  mechanical  force 
expended  in  the  condensation  of  air  may  be  communicated  to 
these  particles  so  as  to  increase  the  rapidity  of  their  motion, 
and  thus  may  produce  the  phenomenon  of  increase  of  tempe- 
rature. In  the  experiments  of  Table  III.  no  cold  was  pro- 
duced, because  the  momentum  of  these  particles  was  not  per- 
manently converted  into  mechanical  power;  but  had  the 
motion  of  the  air  from  one  vessel  to  the  other  been  opposed  in 
such  a  manner  as  to  develop  power  at  the  outside  of  the  jar, 
which  might  have  been  accomplished  by  means  of  a  cylinder 
and  piston,  then  loss  of  heat  would  have  occurred,  just  as  in 
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Tables  IV.,  V.,  and  VI.,  where  the  force  was  applied  in  lifting 
the  atmosphere  of  the  earth. 

It  is  quite  evident  that  the  reason  why  the  cold  in  the  ex- 
periments of  Table  IV.  was  so  much  inferior  in  quantity  to 
the  heat  evolved  in  those  of  Table  I.,  is  that  all  the  force  of 
the  air,  over  and  above  that  employed  in  lifting  the  atmo- 
sphere, was  applied  in  overcoming  the  resistance  of  the  stop- 
cock, and  was  there  converted  back  again  into  its  equivalent 
of  heat. 

The  discovery  of  Dulong*,  that  equal  volumes  of  all  elastic 
fluids,  taken  at  the  same  temperature  and  under  the  same 
pressure,  when  suddenly  compressed  or  dilated  to  the  same 
fraction  of  their  volume,  disengage  or  absorb  the  same 
absolute  quantity  of  heat,  accords  perfectly  with  these  prin- 
ciples. 

The  mechanical  equivalents  of  heat  determined  by  the 
various  series  of  experiments  given  in  this  paper  are  823, 795, 
820, 814,  and  760.  The  mean  of  the  last  three,  which  I  take 
as  least  liable  to  error,  is  798  lb.,  a  result  so  near  838  lb.,' 
the  equivalent  which  I  deduced  from  my  magnetical  experi- 
ments, as  to  confirm,  in  a  remarkable  manner,  the  above 
explanation  of  the  phenomena  described  in  this  paper,  and  to 
afford  a  new  and,  to  my  mind,  powerful  argument  in  favour 
of  the  dynamical  theory  of  heat  which  originated  with  Bacon, 
Newton,  and  Boyle,  and  has  been  at  a  later  period  so  well 
supported  by  the  experiments  of  Rumford,  Davy,  and  Forbes. 
With  regard  to  the  detail  of  the  theory,  much  uncertainty  at 
present  exists.  The  beautiftd  idea  of  Davy,  that  the  heat  of 
elastic  fluids  depends  partly  upon  a  motion  of  particles  round 
their  axesf,  has  not,  I  think,  hitherto  received  the  attention 
it  deserves.  I  believe  that  most  phenomena  may  be  explained 
by  adapting  it  to  the  great  electro-chemical  discovery  of 
Faraday,  by  which  we  know  that  each  atomic  element  is  asso- 
ciated with  the  same  absolute  quantity  of  electricity.  Let  us 
suppose  that  these  atmospheres  of  electricity,  endowed  to  a 
certain  extent  with  the  ordinary  properties  of  matter,  revolve 

•  Aimalee  de  Chiniie,  vol.  x  11.  p.  156. 

t  Elements  of  Chemical  Philosophy,  vol.  i.  p.  94. 
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with  great  velocity  round  their  respective  atoms^  and  that  the 
velocity  of  rotation  determines  what  we  call  temperature. 
In  an  aeriform  fluid  we  may  suppose  that  the  attraction  of  the 
atmospheres  by  their  respective  atoms^  and  that  of  the  atoms 
towards  one  another^  are  inappreciable  for  all  pressures  to 
which  the  law  of  Boyle  and  Mariotte  applies,  and  that,  con- 
sequently, the  centrifugal  force  of  the  revolving  atmospheres 
is  the  sole  cause  of  expansion  on  the  removal  of  pressure.  By 
this  mode  of  reasoning,  the  law  of  Boyle  and  Mariotte  receives 
an  easy  explanation,  without  recourse  to  the  improbable  hy- 
pothesis of  a  repulsion  varying  in  a  ratio  different  from  that  of 
the  inverse  square.  The  phenomena  described  in  the  present 
paper,  as  well  as  most  of  the  facts  of  thermo-chemistry,  agree 
with  this  theory ;  and  in  order  to  apply  it  to  radiation,  we 
have  only  to  admit  that  the  revolving  atmospheres  of  electri- 
city possess,  in  a  greater  or  less  degree,  according  to  circum- 
stances, the  power  of  exciting  isochronal  undulations  in  the 
ether  which  is  supposed  to  pervade  space. 

The  principles  I  have  adopted  lead  to  a  theory  of  the 
steam-engine  very  different  from  the  one  generally  received, 
but  at  the  same  time  much  more  accordant  with  facts.  It  is 
the  opinion  of  many  philosophers  that  the  mechanical  power 
of  the  steam-engine  arises  simply  from  the  passage  of  heat 
from  a  hot  to  a  cold  body,  no  heat  being  necessarily  lost 
during  the  transfer.  This  view  has  been  adopted  by  Mr.  E. 
Clapeyron  in  a  very  able  theoretical  paper,  of  which  there  is 
a  translation  in  the  3rd  part  of  Taylor's  Scientific  Memoirs. 
This  philosopher  agrees  with  Mr.  Camot  in  referring  the 
power  to  vis  viva  developed  by  the  caloric  contained  by  the 
vapour  in  its  passage  from  the  temperature  of  the  boiler  to 
that  of  the  condenser.  I  conceive  that  this  theory,  however 
ingenious,  is  opposed  to  the  recognized  principles  of  philo- 
sophy, because  it  leads  to  the  conclusion  that  vis  viva  may  be 
destroyed  by  an  improper  disposition  of  the  apparatus :  thus 
Mr.  Clapeyron  draws  the  inference  that  "  the  temperature  of 
the  fire  being  from  1000''  (C.)  to  2000''  (C.)  higher  than 
that  of  the  boiler,  there  is  an  enormous  loss  of  vis  viva  in 
the  passage  of  the  heat  from  the  furnace  into  the  boiler." 
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Believing  that  the  power  to  destroy  belongs  to  the  Creator 
alone^  I  entirely  coincide  with  Roget  and  Faraday  in  the 
opinion  that  any  theory  which^  when  carried  out,  demands 
the  annihilation  of  force,  is  necessarily  erroneous.  The  prin- 
ciples, however,  which  I  have  advanced  in  this  paper  are  free 
from  this  difficulty.  From  them  we  may  infer  that  the  steam, 
while  expanding  in  the  cylinder,  loses  heat  in  quantity  exactly 
proportional  to  the  mechanical  force  which  it  communicates 
by  means  of  the  piston,  and  that  on  the  condensation  of  the 
steam  the  heat  thus  converted  into  power  is  not  given  back. 
Supposing  no  loss  of  heat  by  radiation  &c.,  the  theory  here 
advanced  demands  that  the  heat  given  out  in  the  condenser 
shall  be  less  than  that  communicated  to  the  boiler  from  the 
furnace,  in  exact  proportion  to  the  equivalent  of  mechanical 
power  developed. 

It  would  lengthen  this  paper  to  an  undue  extent  were  I 
now  to  introduce  any  direct  proofs  of  these  views,  had  I  even 
leisure  at  present  to  make  the  experiments  requisite  for  the 
purpose ;  I  shall  therefore  reserve  the  further  discussion  of 
this  interesting  subject  for  a  future  communication,  which  I 
hope  to  have  the  honour  of  presenting  to  the  Royal  Society 
at  no  distant  period. 

Oak  Field,  near  Manchester, 
June  1844. 


On  Specific  Heat.    By  J.  P.  Joule. 

[PhiL  Mag.  ser.  8.  vol.  xxv.  p.  334.    Read  before  the  British  Association 
at  York,  September  27th,  1844.] 

Thi  well-known  law  which  applies  to  the  specific  heat  of 
many  simple  bodies,  while  interesting  in  itself  as  one  of  the 
doctrines  of  physical  science,  is  of  great  importance  to  theo- 
retical chemistry  as  a  criterion  for  the  determination  of 
atomic  weights.  Dulong  and  Petit,  the  philosophers  who 
first  announced  that  the  specific  heat  of  simple  bodies  is 
inversely  proportional  to  their  atomic  weights,  proved  their 
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proposition  by  experiment  in  the  cases  of  several  solid  (chiefly 
metallic)  bodies.  Subsequently  several  attempts  have  been 
made  to  discover  the  law  of  the  specific  heat  of  gases^  liquids, 
and  compound  bodies.  With  regard  to  gases,  Haycraft*, 
and  subsequently  De  la  Rive  and  Marcetf,  have  attempted 
to  prove  that  under  the  same  pressure  and  volume  all  gases 
have  the  same  specific  heat.  Unfortunately,  the  practical 
difficulty  of  ascertaining  the  specific  heat  of  aeriform  fluids  is 
so  great  that  considerable  uncertainty  exists  in  the  results 
obtained  by  the  most  skilful  experimenters ;  and  hence  we 
find  that  the  law  of  Haycraft,  De  la  Rive  and  Marcet  has  not 
been  confirmed  by  the  researches  of  Dela  Roche  and  Berard, 
Dr.  ApjohnJ,  and  Dulong.  With  compound  solid  bodies, 
however,  experiments  have  met  with  better  success.  Neu- 
mann §,  in  the  cases  of  the  carbonates  and  sulphates  of  pro- 
toxides, has  pointed  out  that  in  each  of  these  classes  the 
specific  heat  is  inversely  proportional  to  the  atomic  weight. 
His  researches  on  some  of  the  oxides  and  sulphurets  also 
conducted  him  to  a  similar  law  for  each  of  these  species  of 
compounds. 

Of  late  years  no  philosopher  has  made  more  numerous  or 
more  accurate  experiments  on  specific  heat  than  Mr.  V. 
Regnault.  The  investigations  of  this  eminent  chemist  were, 
in  the  first  instance,  directed  to  the  specific  heat  of  simple 
solid  bodies  || ;  subsequently  they  have  been  directed  to  a 
great  variety  of  compound  bodies^.  By  these  researches 
Regnault  has  given  the  law  of  Dulong  and  Petit  all  the  con- 
firmation  that  could  be  desired,  and  has  also  proved  the  cor- 
rectness of  Neumanns  extension  of  that  law  to  classes  of 
chemical  compounds.  He  has  stated  a  general  law  in  the 
following  terms: — ^^In  all  compound  bodies  of  the  same 
atomic  composition  and  of  similar  chemical  constitution, 

*  Trans.  R.  S.  Edin.  voL  x.  pt.  1,  p.  215. 

t  Annales  de  Chimie,  1827,  tome  xxxv.  p.  27. 

X  Trans.  Royal  Irish  Acad.  voL  xviii.  pt.  1,  p.  IC. 

§  Poggendorff's  'Annalen,'  vol.  xxiii. 

II  Annales  de  Chimie,  vol.  Ixxv.  p.  1  (1840). 

f  Ibid.  vol.  i.  p.  120  (1841). 
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the  specific  heats  are  inversely  proportional  to  the  atomic 
weights/' 

Begnault  remarks  that  the  above  law  holds  good  only 
within  certain  limits^  and  that  the  slight  differences  which  are 
observed  between  the  results  of  theory  and  observation  are 
not  wholly  to  be  attributed  to  mere  errors  of  experiment. 
He  says  that  if  the  specific  heat  were  taken  for  the  tempera- 
ture at  which  the  bodies  present  the  greatest  analogy  in  their 
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chemical  and  physical  properties,  the  moat  complete  isomor- 
phism, the  law  would  probably  hold  good  rigorously. 

Now,  without  denying  altogether  the  influence  of  a  change 
of  state  on  the  specific  heat  of  a  body,  I  think  it  may  be  fairly 
doubted  whether  it  is  so  great  as  quite  to  mask  a  general 
law.  Impressed  with  this  idea,  I  have  drawn  up  the  above 
Table,  in  which  the  theoretical  specific  heats  of  a  variety  of 
bodies  impartially  taken  are  calculated  on  the  hypothesis 
that  the  capacity  for  heat  of  any  simple  atom  remains  the 
same  in  whatever  chemical  combination  it  enters.  The  law 
implied  by  this  hypothesis  is,  that  the  specific  heats  are 
directly  as  the  number  of  atoms  in  combination,  and  in- 
versely as  the  equivalent. 

The  substances  chosen  for  the  construction  of  the  above 
Table  have  been,  as  I  have  said,  impartially  selected.  I  have 
omitted  some  in  which  theory  was  found  to  agree  perfectly 
with  experiment,  whilst  I  have  inserted  others  (as,  for  in- 
stance, alcohol)  which  appear  to  disagree  very  considerably. 
On  the  whole,  the  coincidence  between  the  theoretical  and 
experimental  results  is  such  that  I  think  chemists  will  agree 
with  me  in  believing  that  the  law  of  Dulong  and  Petit,  with 
regard  to  simple  atoms,  is  capable  of  a  greater  degree  of 
generalization  than  we  have  hitherto  been  inclined  to  admit. 


On  a  new  Method  for  ascertaining  the  Specific  Heat 
of  Bodies.  By  James  P.  Joule,  Esq.^  Sec.  Lit.  & 
Phil.  Soc.j  Mem.  Chem.  Society^  &c.^ 

[Memoirs  Manch.  Lit.  &  Phil.  Soc,  2nd  ser.voL  vii.  p.  569.    Read  before 
the  Manchester  Lit.  and  Phil.  Soc,  Dec.  2nd,  1845.] 

Three  methods  have  been  employed  by  natural  philosophers 
in  order  to  determine  the  specific  heat  of  bodies.  These 
are : — 1st,  the  method  of  the  calorimeter ;  2nd,  the  method 
of  mixtures ;  and,  3rd,  the  method  of  cooling. 

*  The  experiments  were  made  at  Oak  Field,  Whalley  Rang**,  near 
Manchester. 
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The  first  of  these  methods  consists^  as  is  well  known^  in 
plnnging  a  heated  body,  the  temperature  of  which  has  been 
careftdly  ascertained,  into  ice,  and  observing  the  quantity  of 
water  produced  by  the  cooling  of  the  body  to  the  freezing 
temperature.  Lavoisier  and  Laplace  employed  this  method 
in  their  researches  on  specific  heat ;  and,  by  the  invention  of 
the  calorimeter,  carried  it  to  the  greatest  degree  of  perfection 
of  which  it  is  in  all  probability  capable.  In  practice,  how- 
ever, this  method  has  been  found  exceedingly  clumsy  and 
tedious,  and  liable  to  a  variety  of  errors,  which  have  been 
pointed  out  by  Wedgewood.  It  has  in  consequence  been 
long  ago  abandoned  by  accurate  experimenters. 

The  method  of  mixtures  has  been  employed  by  Boerhaave, 
Black,  Irvine,  Wilcke,  Crawford,  and  others.  In  this  method, 
the  heat  lost  by  one  body  in  cooling  is  received  by  another 
body  which  is  heated.  By  knowiug  the  weights  of  the  bodies 
and  the  temperatures  gained  and  lost  by  them,  it  is  easy  to 
deduce  the  relation  of  their  specific  heats. 

The  method  of  cooling  was  employed  by  Meyer,  Leslie, 
and  Dalton,  and  has  been  much  improved  by  Dulong  and 
Petit.  It  consists  in  ascertaining  the  rapidity  with  which 
different  bodies  cool  when  placed  in  similar  circumstances 
with  respect  to  the  radiation  of  heat. 

The  methods  of  cooling,  and  especially  of  mixtures,  ap« 
pear  to  be  founded  upon  correct  theoretical  principles.  Both 
of  them  are,  however,  exposed  to  several  sources  of  error 
which  the  utmost  skill  and  ingenuity  have  not  hitherto  been 
able  to  remove.  In  proof  of  this  I  may  mention  that  V. 
Begnault,  one  of  the  most  expert  experimenters  in  this  de- 
partment of  physics,  has  found  that  the  two  methods  give 
different  results  when  applied  to  the  determination  of  the 
capacity  of  the  same  body.  It  is  sufiiciently  obvious  there- 
fore that  although  the  processes  hitherto  used  are,  in 
skilful  hands,  capable  of  giving  rough  approximations  to 
the  truth,  they  are  at  the  same  time  wholly  unfitted  for  the 
determination  of  specific  heat  with  that  extreme  degree  of 
accuracy  which  is  so  desirable  in  the  present  state  of  science. 
It  will  not  therefore,  I  hope,  be  deemed  superfluous  to  point 
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out  a  new  and,  as  I  confidently  believe,  far.  better  method, 
founded  upon  those  laws  of  the  evolution  of  heat  by  voltaic 
electricity  which  I  have  developed  in  previous  memoirs. 

I  propose  in  the  first  place  to  point  out  briefly  the  prin- 
ciples of  the  new  method,  and  then  to  show  how  it  may  be 
applied  in  order  to  determine  the  specific  heat  of  solids, 
liquids,  and  gases. 

When  any  body,  capable  of  conducting  the  voltaic  elec- 
tricity, is  placed  in  the  circuit  of  a  battery,  the  quantity  of 
heat  evolved  by  it  in  a  given  time  is  proportional  to  its  resis- 
tance to  conduction  and  the  square  of  the  quantity  of  trans- 
mitted electricity.  Consequently,  if  a  wire  traversed  by  a 
voltaic  current  be  made  to  communicate  to  any  body  the 
heat  which  it  evolves,  the  capacity  for  heat  of  that  body  and 
the  wire  taken  together  will  be  directly  proportional  to  the 
square  of  the  quantity  of  electricity  transmitted  in  a  given 
time,  to  the  resistance  of  the  wire,  and  to  the  time,  and  in- 
versely proportional  to  the  increase  of  temperature  of  the 
body.     Hence  we  derive  the  general  equation, 

Cc^rt 

y^h  > (1) 

where  y  is  put  for  the  capacity,  c  for  the  voltaic  current,  r  for 
the  resistance  of  the  wire,  t  for  the  time,  and  h  for  the  in- 
crease  of  temperature. 

If  we  make  the  time  and  the  resistance  of  the  wire  con- 
stant, the  above  equation  becomes  simplified  to 

•     Cc« 

y=X (2) 

If  the  current  aud  time  are  constant^  we  have 

Cr 

y=T (8) 

I  have  made  several  series  of  experiments,  using  the  same 
conducting-wire  as  a  source  of  heat,  a  constant  interval  of 
time,  and  a  variable  current  of  electricity.  The  method 
adopted  in  these  experiments  was,  to  try  the  eflfect  of  a  wire 
traversed  by  a  current  of  electricity,  first,  when  it  was  im- 
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mersed  in  water,  and,  afterwards,  when  it  was  immersed  in 
another  liquid.  Hence  I  obtained  two  determinations  of  y  in 
equation  (2) — one  of  them  for  water,  the  other  for  the  liquid. 
The  relation  between  these  two  quantities  gave,  of  course, 
the  capacity  of  the  liquid  compared  with  that  of  the  water. 

Tbe  results  at  which  I  thus  arrived  showed,  by  their  agree- 
ment with  one  another,  that  the  method  just  described  was 
susceptible  of  great  accuracy.  But  it  will  at  once  be  seen 
that  it  requires  very  exact  determinations  of  the  intensity  of 
the  voltaic  currents,  and  thus  renders  the  use  of  a  correct 
and  delicate  galvanometer  indispensable.  Such  instruments 
are  in  the  possession  of  very  few,  and,  moreover,  require 
many  troublesome  precautions  in  using  them.  It  is  there- 
fore more  advantageous  to  dispense  with  the  measurement  of 
the  voltaic  currents  by  employing  equation  (3),  in  which  the 
current  is  constant  and  the  resistance  variable. 

I  take  two  pieces  of  thin  wire,  the  conducting-powers  of 
which  have  been  previously  ascertained,  and  immerse  one  of 
them  in  a  quantity  of  water,  and  the  other  in  the  substance 
whose  specific  heat  is  to  be  determined.  I  then  place  the 
wires  in  different  parts  of  the  same  voltaic  circuit,  so  as  to 
cause  the  same  current  to  traverse  both  of  them  consecu- 
tively. After  the  current  has  passed  for  a  proper  length  of 
time,  I  note  the  increase  of  temperature  which  has  occurred 
in  the  water  and  in  the  substance  under  examination.  Thus 
I  obtain  two  determinations  of  y  in  equation  (3) — one  of  them 
for  water  and  the  other  for  the  substance  under  trial,  from 
which  the  specific  heat  of  the  latter  may  be  readily  deduced. 

The  method  I  have  just  described  requires  an  accurate 
knowledge  of  the  resistance  of  the  wires  by  which  the  heat 
is  evolved.  The  principal  ways  of  ascertaining  the  resistances 
of  wires  to  the  passage  of  electric  currents  are  those  of  Ohm 
and  Wheatstone.  These  methods,  however,  require  the  use 
of  galvanometers  and  other  delicate  instruments,  and  are  not 
therefore  so  well  adapted  for  my  purpose  as  the  method  of 
determining  the  resistances  from  the  calorific  powers,  to 
which  they  are  always  directly  proportional. 

Having  now  given  a  rough  outline  of  the  new  method,  I 

o2 


106  ON  A  NEW  METHOD  FOR  ASCERTAINING 

may  proceed  to  point  out  in  greater  detail  the  coarse  of  ex- 
periments which  may  be  advantageously  pursued,  in  order  to 
apply  it  to  the  determination  of  the  specific  heat  of  solids^ 
liquids,  and  gases. 

The  first  business  will  be  to  obtain  two  similar  platinum 
wires,  each  about  four  inches  long  and  y^  of  an  inch  thick^. 
It  will  be  desirable  to  employ  wires  of  exactly  the  same 
length  and  diameter;  for  if  perfect  equality  could  be  attained 
in  the  resistances,  equation  3  would  become 

y--k (*) 

and  the  numerical  calculations  would  be  much  simplified. 
As  it  is,  however,  extremely  difficult,  if  not  impossible,  to  ob- 
tain exactly  similar  portions,  even  of  the  same  length  of  wire, 
it  will  be  always  proper  to  examine  the  conducting-powers 
of  the  wires.  For  this  purpose  they  must  be  immersed  in 
similar  vessels,  containing  the  same  quantity  (say  a  pound) 
of  water,  and  then  placed  in  different  parts  of  the  same  vol- 
taic circuit.  If  the  voltaic  battery  employed  consists  of  six 
large  Daniell's  cells,  the  copper  element  of  each  of  which  ex- 
poses an  active  surface  of  two  square  feet,  the  heat  evolved 
in  the  two  jars  will  be  at  the  rate  of  about  one  degree  per 
minute.  Connexion  with  the  battery  must  be  broken  after 
the  current  has  passed  for  five  or  ten  minutes,  when  the 
increase  of  temperature  must  be  ascertained  to  the  hundredth 
part  of  a  degree  by  the  help  of  accurate  thermometers.  The 
influence  of  the  surrounding  atmosphere  must  be  obviated  as 
far  as  possible  by  arranging  matters  so  that  the  temperature 
of  the  water  shall  be  as  much  above  that  of  the  air  at  the 
conclusion  as  it  was  below  it  at  the  commencement  of  an 
experiment.  A  series  of  ten  experiments  will  be  sufficient 
to  determine  the  relative  heating-powers  and  resistances  of 
the  two  wires  to  one  thousandth  at  least ;  and  still  greater 
accuracy  may  be  attained  by  taking  the  mean  of  this  and 
another  series,  in  which  the  wires  shall  have  changed  places 

*  The  resistance  of  the  wires  ought  to  be  equal  to  that  of  the  battery, 
in  order  to  produce  the  maximum  calonfic  effect 
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in  the  vessels  of  water.  In  this  way  the  effect  of  any  slight 
difference  in  the  capacity  for  heat  of  the  vessels  will  be  eli- 
minated. 

The  next  step  will  be  to  determine  the  capacity  for  heat  of 
the  vessels  which  are  to  be  employed  in  the  experiments. 
These  vessels  ought  to  be  as  thin  as  possible^  in  order  that 
their  capacity  for  heat  may  be  very  small  in  comparison  with 
that  of  their  contents.  They  may  be  constructed  of  any 
material  incapable  of  being  acted  upon  by  the  liquids.  In 
order  to  ascertain  the  capacity  for  heat  of  these  vessels,  one 
of  them  must  be  filled  with  water,  and  the  other  partly  with 
water  and  partly  with  the  material  of  which  the  vessels  are 
made.  A  platinum  wire,  whose  resistance  or  heating-power 
is  already  known,  must  be  placed  in  each  vessel,  and  then 
made  to  form  part  of  the  circuit  of  a  voltaic  battery,  so  that 
the  same  current  shall  traverse  both  wires.  The  resistances 
of  the  wires  and  the  increase  of  the  temperatures  will  then 
determine  the  relative  capacities  of  the  vessels  and  their 
contents,  from  which  the  specific  heat  of  the  material  of 
which  the  vessels  are  made  may  be  readily  deduced.  For, 
calling  the  quantity  of  water  in  the  first  vessel*  a,  the  weight 
of  the  vessel  when  empty  i,  the  resistance  of  its  wire  r,  and 
the  increment  of  temperature  A,  the  quantity  of  water  in  the 
other  vessel  a!,  the  weight  of  that  vessel  along  with  the 
quantity  of  the  same  material  put  into  it  &',  the  resistance  r', 
and  the  increment  of  temperature  h\  also  calling  the  specific 
heat  of  the  material  in  question  x,  we  obtain  from  equation  (8) 

a-\-bx'.-T  ::  al-\-t/x  : -^, 

,                                         ahr'—dhlr  ,-. 

*^«°<*  '=yNr-bhT> (^) 

Haying  thus  ascertained  the  specific  heat  of  the  material 
of  which  the  vessels  are  made,  they  may  be  employed  as 

♦  The  quantities  a  and  a'  of  course  include  the  weight  of  water  equal 
in  capacity  to  the  thermometers,  conductiug-wires,  starrers,  &c. 
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follows^  for  determining  the  specific  heat  of  various  kinds  of 
matter. 

1.  Method  with  Liquids. — One  of  the  vessels  must  be  filled 
with  pure  water,  and  the  other  with  the  liquid  under  exami- 
nation. We  may  call  the  former  the  standard,  and  the  latter 
the  experimental  vessel.  The  same  current  of  electricity 
must  then  be  made  to  traverse  two  platinum  wires  immersed 
in  the  vessels ;  and  the  consequent  increments  of  temperature 
must  be  carefully  noted.  As  the  capacity  for  heat  of  the 
standard  vessel  is  in  this  case  known,  our  equation  (5) 
becomes 

^ — m-^ (6) 

where  a  is  the  weight  of  water  in  the  standard  vessel,  including 
the  water  which  is  equivalent  in  capacity  for  heat  to  the 
vessel  itself,  r  is  the  resistance  of  its  platinum  wire,  and  h 
the  increase  of  its  temperature,  d  is  the  weight  of  water 
equivalent  in  capacity  to  the  experimental  vessel,  V  the  weight 
of  the  liquid  under  examination  in  the  experimental  vessel, 
/  the  resistance  of  its  platinum  wire,  and  U  the  increase  of 
its  temperature. 

When  the  specific  heat  of  a  fluid,  capable  of  conducting 
the  voltaic  current,  is  to  be  determined,  it  will  be  proper  to 
protect  the  wire  from  immediate  contact  with  it.  This  object 
may  be  accomplished  by  enclosing  the  platinum  wire  in  a 
small  platinum  or  glass  vessel  filled  with  water ;  or,  instead 
of  the  platinum  wire,  a  column  of  mercury,  enclosed  in  a 
glass  tube  of  narrow  bore,  may  be  chosen  as  the  conducting 
medium. 

2.  Method  with  Solids. — If  the  solid  body  be  insoluble  in 
water,  it  must  be  broken  into  small  pieces  and  placed  in  the 
experimental  vessel,  the  remainder  of  which  must  then  be 
filled  with  pure  water.  In  this  case,  as  well  as  in  the  last, 
equation  (6)  applies,  the  only  difference  being  that  the 
quantity  d  includes  the  water  in  the  experimental  vessel  as 
well  as  the  vessel  itself,  considered  as  water. 
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Soluble  bodies  must  be  enclosed  in  small  tubes  or  bottles^ 
made  of  tinned  iron,  platinum,  or  glass,  whose  capacity  for 
heat  has  been  previously  determined.  The  bottles  must  be 
completely  immersed  in  the  water  contained  in  the  experi- 
mental vessel.  It  will  be  necessary,  in  this  case,  to  take 
care  to  let  sufficient  time  elapse  between  the  stoppage  of  the 
current  and  the  determination  of  the  temperature,  in  order 
to  allow  the  salt  to  acquire  the  temperature  of  the  water. 
Equation  (6)  applies  in  this  case  also,  the  quantity  d  in- 
cluding, as  in  every  other  case,  all  the  bodies  in  the  experi- 
mental vessel  whose  capacities  are  known,  considered  as 
water. 

3.  Method  vnth  Gases. — The  gases  must  be  enclosed  in 
proper  vessels,  whose  capacity  for  heat  has  been  previously 
determined,  and  then  the  experiments  with  them  may  be 
conducted  as  in  the  previous  cases,  using  equation  (6). 
Owing  to  the  great  space  occupied  by  the  gases,  it  will  be 
important  to  employ  as  little  water  as  possible  in  the  standard 
vessel,  and  only  as  much  water  in  the  experimental  vessel  as 
will  be  sufficient  to  surround  the  flask  containing  the  gas. 

Of  the  three  kinds  of  matter  to  which  I  have  thus  shown 
the  applicability  of  the  new  method,  the  solids  seem  to  me  to 
present  fewer  difficulties  to  the  old  methods  than  the  rest. 
Consequently  they  are  the  most  fitting  to  be  employed  in 
order  to  compare  the  results  of  the  old  and  new  methods 
together.  I  have  made  the  following  experiments  for  this 
purpose. 

Five  pounds  of  water  were  poured  into  the  standard  vessel, 
into  which  a  platinum  wire,  having  a  resistance  called  100,  was 
then  immersed.  A  bundle  of  small  sticks  of  lead  weighing 
m  lb.  was  placed  in  the  experimental  vessel,  along  with 
4  lb.  of  water  and  a  platinum  conducting-wire  whose  resist- 
ance was  106.  Each  vessel  was  properly  furnished  with 
stirrers  and  thermometers  of  known  capacity.  A  current 
from  a  battery  of  six  large  Daniell's  cells  was  then  passed 
through  the  platinum  wires  for  20  minutes,  at  the  end  of 
which  time  the  increase  of  the  temperature  of  the  standard 
vessel    was  8°*575,   and  of  the  experimental  vessel  4°-35. 
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Applying  equation   (6),  and  turning   all   the  weights  into 
grains*,  I  had 

35280  X  3-575  x  106-28260  x  435  x  100    ^  ^„^^„ 
^= 80500x4-35x100 =0-03073. 

Another  experiment  was  conducted  in  the  same  manner ; 
but  in  this  instance  the  thermometers  and  platinum  con- 
ducting-wires  were  made  to  change  places  in  the  vessels,  so 
as  to  detect  any  small  error  in  the  values  of  the  scales  of  the 
thermometers  or  in  the  resistances  of  the  wires.  The  result 
of  this  second  experiment  was  0'0299.  The  mean  of  the  two 
results  is  00303.  The  result  of  Dulong  and  Petit  is  0*0293 ; 
that  of  Regnault  00314. 

I  made  two  experiments  also  on  the  specific  heat  of  wrought 
iron.  The  mean  result  of  them  was  0*10993.  The  result  of 
Dulong  and  Petit  is  0*11,  and  that  of  Regnault  0*1 14. 

Although,  in  the  above  experiments,  the  quantities  of  water 
and  metal  were  much  larger  than  desirable,  the  coincidence 
of  the  results,  both  with  themselves  and  with  those  which 
have  been  arrived  at  by  the  expert  use  of  the  best  of  the  old 
methods,  is  such  as  must,  I  think,  inspire  confidence  in  the 
correctness  of  the  new  method.  Hitherto  I  have  not  made 
many  experiments  with  it  besides  the  foregoing  and  those 
which  I  have  incidentally  found  necessary  in  the  course  of 
other  investigations.  I  have  not,  however,  thought  it  right 
to  delay  the  publication  of  a  method  which  appears  to  possess 
eminent  advantages  over  the  old  processes  for  the  determi- 
nation of  specific  heat,  and  which,  in  the  hands  of  any 
painstaking  experimenter,  would,  I  doubt  not,  le^ad  to  the 
complete  elucidation  of  the  laws  of  a  most  important  branch 
of  physics. 

*  The  capacities  of  the  vessels,  thermometers,  &c.  were  foimd  to  be 
equivalent  to  those  of  280  and  260  grms.  of  water.  Hence  in  the  equation 
a=86000-|-280,  and  a' =28000 +260. 
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Note  on  the  Employment  of  Electrical  Currents  for 
ascertaining  the  Specific  Heat  of  Bodies.  By 
J.  P.  Joule,  Esq. 

['  Memoirs  Manch.  Lit  &  Phil.  Soc.'  2Dd  ser.  toI.  yiii.  p.  375.    Read  before 
the  Manchester  Literary  and  Philosophical  Society,  July  13th,  1847.] 

Having  recently  had  occasion  to  ascertain  the  specific  heat 
of  sperm-oil,  I  employed  for  the  purpose  the  new  method 
described  in  the  seventh  volume,  new  series^  of  the  Memoirs 
of  this  Society.  Two  platinum  wires,  each  4  inches  long 
and  Y^^  of  an  inch  in  diameter,  were  immersed,  one  in  a 
known  quantity  of  water,  and  the  other  in  the  sperm-oil.  A 
powerful  current  of  electricity  from  six  large  constant  cells 
was  then  transmitted  through  the  wires  for  half  an  hour,  and 
the  increase  of  the  temperature  of  the  water  and  oil  noted. 
The  specific  heat  of  the  sperm-oil  arrived  at  was  0*3757,  a 
result  so  much  lower  than  that  of  Dalton  that  I  was  led  to 
examine  whether  I  had  fallen  into  any  error.  For  this  pur- 
pose I  repeated  the  experiment,  taking,  however,  the  precau- 
tion to  keep  the  liquid  constantly  agitated.  The  specific  heat 
now  came  out  0*406.  The  cause  of  the  smallness  of  the  result 
became  thus  apparent.  The  oil  could  not  carry  oflF  the  heat 
from  the  wire  as  quickly  as  the  water,  and  hence  the  wire 
which  was  immersed  in  the  oil  became  highly  heated,  occa- 
sioning an  increase  of  its  resistance  and  a  proportional 
increase  in  the  quantity  of  heat  evolved  by  it.  This  was 
easily  proved  by  placing  the  finger  in  contact  with  the  wire, 
which  could  not  be  retained  in  that  position  longer  than  one 
or  two  seconds. 

The  object  of  this  communication  is  therefore  to  guard  the 
experimenter  against  employing  wires  of  so  small  a  surface 
as  those  recommended  in  my  paper  on  specific  heat,  whenever 
powerful  currents  are  employed,  especially  when,  at  the  same 
time,  the  specific  heat  of  a  viscous  liquid  of  bad  conductive 
power  and  small  capacity  for  heat  is  sought.  In  such  cases 
a  large  strip  of  platinum  foil  would  be  preferable  to  a  wire, 
on  account  of  the  extensive  surface  which  would  thus  be  pre- 
sented to  the  liquid. 
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On  the  Mechanical  Equivalent  of  Heat. 
By  James  P.  Joule*. 

[Brit.  Assoc.  Rep.  1845,  Trans.  Chemical  Sect.  p.  31.    Read  before  the 
British  Association  at  Cambridge^  June  1845.] 

The  author  gave  the  results  of  some  experiments,  in  order  to 
confirm  the  views  he  had  already  derived  from  experiments 
on  the  heat  evolved  by  magneto-electricity,  and  &om  expe- 
riments on  the  changes  of  temperature  produced  by  the  con- 
densation and  rarefaction  of  elastic  fluids.  He  exhibited  to 
the  Section  an  apparatus  consisting  of  a  can  of  peculiar  con- 
struction filled  with  water.  A  sort  of  paddle-wheel  was  placed 
in  the  can,  to  which  motion  could  be  communicated  by  means 
of  weights  thrown  over  two  pulleys  working  in  contrary  direc- 
tions. He  stated  that  the  force  spent  in  revolving  the  paddle- 
wheel  produced  a  certain  increment  in  the  temperature  of  the 
water ;  and  hence  he  drew  the  conclusion  that  when  the  tem- 
perature of  a  pound  of  water  is  increased  by  one  degree  of 
Fahrenheit's  scale,  an  amount  of  vis  viva  is  communicated  to 
it  equal  to  that  acquired  by  a  weight  of  890  pounds  after 
falling  from  the  altitude  of  one  foot. 


On  the  Eccistence  of  an  Equivalent  Relation  between 
Heat  and  the  ordinary  Forms  of  Mechanical  Power. 
By  James  P.  Joule,  Esq.  [In  a  letter  to  the 
Editors  of  the  *  Philosophical  Magazine.'] 

[*  Philosophical  Magazine,'  ser.  3.  vol.  xxvii.  p.  206.] 

Gbntlbmen, 

The  principal  part  of  this  letter  was  brought  under 
the  notice  of  the  British  Association  at  its  last  meeting  at 
Cambridge.  I  have  hitherto  hesitated  to  give  it  further  pub- 
lication, not  because  I  was  in  any  degree  doubtful  of  the 
conclusions  at  which  I  had  arrived,  but  because  I  intended 

*  The  experiments  were  made  at  Oak  Field,  Whalley  Range. 
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to  make  a  slight  alteration  in  the  apparatus  calculated  to  give 
still  greater  precision  to  the  experiments.  Being  unable^  how- 
ever, just  at  present  to  spare  the  time  necessary  to  fulfil  this 
design,  and  being  at  the  same  time  most  anxious  to  convince 
the  scientific  world  of  the  truth  of  the  positions  I  have  main- 
tained, I  hope  you  will  do  me  the  favour  of  publishing  this 
letter  in  your  excellent  Magazine. 

The  apparatus  exhibited  before  the  Association  consisted 
of  a  brass  paddle-wheel  working  horizontally  in  a  can  of  water. 
Motion  could  be  communicated  to  this  paddle  by  means  of 
weights,  pulleys,  &c.,  exactly  in  the  manner  described  in  a 
previous  paper*. 

The  paddle  moved  with  great  resistance  in  the  can  of  water, 
so  that  the  weights  (each  of  four  pounds)  descended  at  the 
slow  rate  of  about  one  foot  per  second.  The  height  of  the 
pulleys  from  the  ground  was  twelve  yards,  and  consequently, 
when  the  weights  had  descended  through  that  distance,  they 
had  to  be  wound  up  again  in  order  to  renew  the  motion  of 
the  paddle.  After  this  operation  had  been  repeated  sixteen 
times,  the  increase  of  the  temperature  of  the  water  was  ascer- 
tained by  means  of  a  very  sensible  and  accurate  thermometer. 

A  series  of  nine  experiments  was  performed  in  the  above 
manner,  and  nine  experiments  were  made  in  order  to  elimi- 
nate the  cooling  or  heating  efiects  of  the  atmosphere.  After 
reducing  the  result  to  the  capacity  for  heat  of  a  pound  of 
water,  it  appeared  that  for  each  degree  of  heat  evolved  by 
the  friction  of  water  a  mechanical  power  equal  to  that  which 
can  raise  a  weight  of  890  lb.  to  the  height  of  one  foot  had 
been  expended. 

The  equivalents  I  have  already  obtained  are : — 1st,  823  lb., 
derived  from  magneto-electrical  experiments  t;  2nd,  795  lb., 
deduced  from  the  cold  produced  by  the  rarefaction  of  air  J ; 

♦  Phil.  Mag.  ser.  3.  vol.  xxiii  p.  436.  The  paddle-wheel  used  by  Rennie  in 
his  experimenta  on  the  fiiction  of  water  (Phil.  Trans.  1831,  plate  xi  fig.  1) 
was  somewhat  similar  to  mine.  I  employed,  however,  a  greater  number 
of  "  floats,"  and  also  a  corresponding  number  of  stationary  floats,  in  order 
to  {n*eyent  the  rotatory  motion  of  the  water  in  the  can. 

t  Phil.  Mag.  ser.  3.  vol.  xxiii.  pp.  263,  347.    %  Ibid.  May  1845,  p.  369. 
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and  3rd,  774  lb.  from  experiments  (hitherto  unpublished)  on 
the  motion  of  water  through  narrow  tubes.  This  last  class 
of  experiments  being  similar  to  that  with  the  paddle-wheel, 
we  may  take  the  mean  of  774  and  890,  or  832  lb.,  as  the 
equivalent  derived  from  the  friction  of  water.  In  such  deli- 
cate experiments,  where  one  hardly  ever  collects  more  than 
half  a  degree  of  heat,  greater  accordance  of  the  results  with 
one  another  than  that  above  exhibited  could  hardly  have 
been  expected.  I  may  therefore  conclude  that  the  existence 
of  an  equivalent  relation  between  heat  and  the  ordinary  forms 
of  mechanical  power  is  proved;  and  assume  817  lb.,  the 
mean  of  the  results  of  three  distinct  classes  of  experiments, 
as  the  equivalent,  until  more  accurate  experiments  shall 
have  been  made. 

<^  Any  of  your  readers  who  are  so  fortunate  as  to  reside  amid 
the  romantic  scenery  of  Wales  or  Scotland  could,  I  doubt 
not,  confirm  my  experiments  by  trying  the  temperature  of 
the  water  at  the  top  and  at  the  bottom  of  a  cascade.  If  my 
views  be  correct,  a  fall  of  817  feet  will  of  course  generate  one 
degree  of  heat,  and  the  temperature  of  the  river  Niagara  will 
be  raised  about  one  fifth  of  a  degree  by  its  fall  of  160  feet. 

Admitting  the  correctness  of  the  equivalent  I  have  named, 
it  is  obvious  that  the  vis  viva  of  the  particles  of  a  pound  of 
water  at  (say)  51^  is  equal  to  the  vis  viva  possessed  by  a  pound 
of  water  at  50^  plus  the  vis  viva  which  would  be  acquired  by 
a  weight  of  817  lb.  after  fSsdling  through  the  perpendicular 
height  of  one  foot. 

Assuming  that  the  expansion  of  elastic  fluids  on  the  re- 
moval of  pressure  is  owing  to  the  centrifugal  force  of  revolving 
atmospheres  of  electricity,  we  can  easily  estimate  the  absolute 
quantity  of  heat  in  matter.  For  in  an  elastic  fluid  the  pres- 
sure will  be  proportional  to  the  square  of  the  velocity  of  the 
revolving  atmospheres,  and  the  vis  viva  of  the  atmospheres 
will  also  be  proportional  to  the  square  of  their  velocity ;  con- 
sequently  the  pressure  will  be  proportional  to  the  vis  viva. 
Now  the  ratio  of  the  pressures  of  elastic  fluids  at  the  tempe- 
ratures 32®  and  33®  is  480  :  481 ;  consequently  the  zero  of 
temperature  must  be  480°  below  the  freezing-point  of  water. 
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We  see  then  what  an  enormous  quantity  of  vis  viva  exists 
in  matter.  A  single  pound  of  water  at  60^  must  possess 
4f80°+28®=>508®  of  heat;  in  other  words,  it  must  possess  a 
vis  viva  equal  to  that  acquired  by  a  weight  of  415036  lb.  after 
falling  through  the  perpendicular  height  of  one  foot.  ^The 
velocity  with  which  the  atmospheres  of  electricity  must  revolve 
in  order  to  present  this  enormous  amount  of  vis  viva  must  of 
course  be  prodigious,  and  equal  probably  to  the  velocity  of 
light  in  the  planetary  space,  or  to  that  of  an  electric  discharge 
as  determined  by  the  experiments  of  Wheatstone/]> 
I  remain,  Gentlemen, 

Yours  respectfully. 
Oak  Field,  near  Manchester^  James  P.  Joule. 

August  6, 1846. 


On  the  Heat  disengaged  in  Chemical  Combinations. 
By  James  Peescott  Joule,  F.R.S.*  [In  a  letter  to 
the  Editors  of  the  '  Philosophical  Magazine.'] 

['  Philosophical  Magazine/  ser.  4.  toL  iii.  p.  481.] 

(Plate  I.) 

Gentlemen, 

The  following  memoir  was  communicated  to  the  French 
Academy  several  years  agot^  in  order  to  compete  for  the 
prize  offered  for  the  best  essay  on  the  heat  of  chemical  com- 
binations. Owing  to  my  not  having  been  aware  of  the  regu- 
lations to  be  observed  by  the  competitors,  and  to  the  delay  in 
procuring  a  good  translation,  my  paper  was  deemed  ineligible, 
but  was  referred  to  the  Commission  appointed  to  examine 
the  memoirs  presented  on  the  subject.  The  time  has  now 
arrived  when  I  feel  that  I  ought  not  to  delay  communicating 

*  The  experiments  were  made  at  Oak  Held,  Whalley  Hange,  near 
Manehester. 
t  See  the  <  Comptes  Bendus'  for  February  9, 1846. 
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the  results  of  a  laborious  investigation  to  the  scientific  world, 
and  I  therefore  transmit  to  you  an  exact  copy  of  the  paper 
from  which  the  French  translation,  now  in  the  possession  of 
the  Academy  of  Sciences,  was  made.  The  necessity  of  making 
no  alterations  whatever  in  the  paper  has  prevented  me  firom 
citing  additional  authorities  and  making  sundry  small  cor- 
rections which  have  occurred  to  me  since  it  was  written.  I 
vrill  therefore  avail  myself  of  the  opportunity  of  making  a 
few  prefatory  observations. 

I  would  remark,  in  the  first  place,  that  the  laws  of  the 
disengagement  of  heat  by  voltaic  electricity  originally  pro- 
pounded by  me  received,  nearly  at  the  same  time  that  the 
experiments  contained  in  the  present  paper  were  made,  a 
new  confirmation  and  important  developments  by  the  re- 
searches of  Professor  J.  D.  Botto  of  Turin.  This  valuable 
contribution  to  physical  science  will  be  found  in  the  Memoirs 
of  the  Academy  of  Sciences  of  Turin,  2nd  series,  vol.  viii.  In 
the  '  Bulletin  des  Sciences '  of  the  Berlin  Academy  for  the 
25th  of  November,  1848,  will  also  be  found  an  able  memoir 
on  the  same  subject  by  Professor  Poggendorfi". 

I  am  assured  by  Professor  Thomson  that  the  length  of  the 
needle  of  my  galvanometer  is  so  small  in  comparison  with  the 
diameter  of  the  coil,  that  no  sensible  error  could  possibly 
arise  from  taking  the  tangents  of  the  deflections  as  the 
measure  of  the  currents  traversing  the  coil.  The  amount  of 
the  correction  that  I  have  applied  is,  however,  too  trifling  to 
afiect  materially  the  numerical  results  arrived  at.  Professor 
Thomson  has  kindly  allowed  me  to  describe  the  arrangement 
by  means  of  which  he  has  recently  efEected  a  very  valuable 
improvement  in  the  tangent  galvanometer.  The  coil  he 
employs  is  represented  by  PL  I.  fig.  66.  It  consists  of  two 
concentric  circles  of  flat  copper  wire,  the  outer  one  being 
12  inches,  the  inner  9  inches  in  diameter.  It  is  furnished 
with  three  terminals,  a,  6,  and  c,  which  can  be  readily  con- 
nected with  a  battery,  or  other  apparatus,  by  means  of  the 
usual  clamps.  It  will  be  seen  that  if  the  current  pass  firom 
a  to  c  it  will  traverse  the  outer  circle,  that  if  it  pass  from 
6  to  c  it  will  traverse  the  inner  circle,  and  that  if  it  pass 
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firom  a  to  i  it  will  traverse  both  circles  in  opposite  directions. 
The  diameters  of  the  circles  being  in  the  proportion  of  4  to  3, 
it  is  obvious  that  the  effect  of  a  constant  current  on  the  needle 
will  in  the  three  arrangements  be  respectively  proportional  to 
3^  4i,  and  1.  So  that  by  making  two  circles  of  unequal  force 
oppose  one  another,  Professor  Thomson  obtains  the  means  of 
measuring  powerful  currents  accurately,  without  needlessly 
increasing  the  size  of  the  galvanometer. 

I  observe  with  pleasure  that  Dr.  Woods  has  recently  arrived 
at  one  of  the  results  of  the  paper,  viz. "  that  the  decomposition 
of  a  compound  body  occasions  as  much  cold  as  the  combina- 
tion of  its  elements  originally  produced  heat/'  by  the  use  of 
an  elegant  experimental  process  described  in  this  Magazine 
for  October  1851 .  I  ought,  however,  to  remark  that  previous 
to  the  year  1843 1  had  demonstrated  "  that  the  heat  rendered 
latent  in  the  electrolysis  of  water  is  at  the  expense  of  the  heat 
which  would  otherwise  have  been  evolved  in  a  free  state  by 
the  circuit ''  "* — a  proposition  which  Professor  Thomson  has 
laid  down  as  rigorously  true  and  the  demonstrable  conse- 
quence of  the  dynamical  theory  of  heat  f. 

I  have  the  honour  to  remain.  Gentlemen, 

Yours  very  respectfully, 

Acton  Square,  Salford,  Jambs  P.  Joule. 

March  80, 1852. 


Actioni  contiana  semper  et  sequalis  est  reactio. — Newton. 

1.  My  object  in  the  present  memoir  is  to  communicate  to 
the  Academy  of  Sciences  an  inverse  method  for  ascertaining 
the  quantity  of  heat  evolved  by  combustion,  together  with  the 
results  at  which  I  have  arrived  by  its  use.  Being  convinced 
of  the  accuracy  of  the  experiments  by  Dulong,  and  knowing 
that  distinguished  philosophers  were  engaged  in  confirming 
and  extending  his  results,  I  thought  that  by  examining  the 
electrical  reactions  I  should  best  fulfil  the  wishes  of  the 
Academy. 

♦  Philosophical  Magazine,  aer.  S,  vol.  xxiii.  p.  263. 
f  Memoir  on  the  Dynamical  Theory  of  Heat,  §  18. 
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2.  Davy  drew  from  his  electro-chemical  experiments  the 
conclusion  that  the  heat  and  light  evolved  in  chemical  com- 
binations are  caused  by  the  reunion  of  the  two  electricities. 
Subsequently  Berzelius  has  taken  up  Davy^s  theory,  and, 
giving  it  new  developments,  has  made  it  the  foundation  of 
modem  chemistry.  Ampere  has  still  further  modified  the 
theory,  in  order  to  explain  the  permanency  of  chemical  com- 
binations. The  views  of  these  and  other  philosophers  have 
been  ably  discussed  by  Becquerel  in  his  'Traits  de  TElec- 
tricit^^"*^^  and  therefore  I  need  not  attempt  any  criticism  of 
them,  were  it,  indeed,  necessary  to  my  design  to  do  so.  It 
will  be  sufficient  for  my  purpose  to  admit,  1st,  that  when 
two  atoms  combine  by  combustion  a  current  of  electricity 
passes  from  the  oxygen  to  the  combustible ;  2nd,  that  the 
quantity  of  this  current  of  electricity  is  fixed  and  definite ; 
and,  3rd,  that  it  is  the  means  of  the  evolution  of  light  and 
heat,  precisely  as  is  any  other  current  of  electricity  what- 
ever. 

The  first  of  these  propositions  I  consider  to  have  been 
proved  by  the  experiments  of  Pouillet  and  Becquerelf ;  and  the 
second  is  naturally  derived  from  the  discoveries  of  Faraday* 
Therefore  it  is  only  necessary  to  obtain  one  element  more, 
viz.  the  intensity  or  electromotive  force  of  the  electric  cur- 
rents passing  between  the  atoms,  in  order  to  be  able  to  esti- 
mate the  heat  due  to  chemical  combinations. 

3.  But  it  is  important  to  decide  first  by  what  laws  the 
evolution  of  heat  by  electricity  is  governed.  Brooke  and 
Cuthbertson  found  that  the  length  of  wire  melted  by  an  elec- 
trical battery  varied  nearly  with  the  square  of  its  charge; 
and  Children  and  Harris  showed  that  more  or  less  heat  is 
evolved  by  f  rictional  electricity  in  proportion  to  the  goodness 
or  badness  of  the  conductors.  P.  Riess,  however,  appears  to 
have  made  the  most  extensive  and  accurate  experiments  on 
the  calorific  efiects  of  frictional  electricity.  This  philosopher 
has  shown  that  the  heat  evolved,  by  an  electrical  discharge  is 
proportional  to  the  square  of  the  quantity  of  fluid  divided  by 

*  <  Traits  de  TElectricit^,*  voL  iii.  p.  866. 

t  Becquerel, '  Traits  de  FElectiicit^,'  voL  il  p.  86. 
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the  extent  of  coated  glass  surface  upon  which  it  was  induced ; 
in  other  words,  proportional  to  the  quantity  and  density  of 
the  fluid*. 

In  the  year  1840 1  I  commenced  experiments  on  the  calo- 
rific effects  of  voltaic  electricity,  having  at  that  time  no 
knowledge  of  what  Reiss  had  previously  done  in  frictional 
electricity.  By  these  experiments  it  was  proved  that,  when 
a  current  of  voltaic  electricity  is  propagated  along  a  metallic 
conductor,  the  heat  evolved  thereby  in  a  given  time  is  pro- 
portional to  the  resistance  of  the  wire  and  the  square  of  the 
quantity  of  electricity  transmitted. 

Pursuing  the  inquiry,  I  found  that  the  law  applied  very 
well  to  liquid  conductors ;  and  hence  I  inferred  that  the  heat 
evolved  by  any  voltaic  pile  is  proportional  to  its  intensity  or 
electromotive  force  and  the  number  of  chemical  equivalents 
electrolyzed  in  each  cell  of  the  circuit ;  or,  in  other  words,  pro- 
portional to  the  intensity  of  the  pile  and  the  quantity  of  trans- 
mitted  electricity%. 

The  above  law  must  be  understood  to  hold  good  only  when 
the  pile  is  free  from  local  or  secondary  action;  for  it  is 
obvious  that  the  heat  evolved  by  any  action  not  directly 
engaged  in  propelling  the  current  ought  to  be  eliminated. 
Those  parts  of  the  pile  where  these  secondary  and  local 
actions  are  carried  on  may  be  regarded  as  minute  voltaic 
circles  respectively  evolving  heat  in  quantities  determined  by 
the  law ;  but  this  beat  is  not  to  be  confounded  with  that  due 
to  the  direct  and  useful  action  of  the  pile. 

In  applying  the  law,  the  intensity  or  electromotive  force 
of  the  pile  must  be  taken  at  its  maximum,  and  not  when 
under  the  influence  of  the  polarization  of  Ritter — a  pheno- 
menon which,  as  is  well  known,  is  occasioned  by  the  deposit 
of  electro-positive  substances  on  the  negative  plates  of  the 
pile.  When  a  pile  is  under  the  influence  of  this  polarization 
its  intensity  is  diminished ;  but  I  have  shown  that  the  dimi- 

*  Annales  de  Chimie  et  de  Physique,  vol.  Ldx.  p.  113. 
t  Proceedings  of  the  Royal  Society,  Dec.  17, 1840. 
X  Philosophical  Magazine,  ser.  d.  vol.  xix.  p.  275. 
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nation  of  heat  due  to  this  diminution  of  the  intensity  of  the 
pile  is  exactly  counterbalanced  by  the  evolution  of  an  addi- 
tional quantity  of  heat  at  the  polarized  plates ;  and  hence  it 
appears  that  the  heat  evolved  is  at  all  times  proportional  to 
the  intensity  of  the  pile  as  it  exists  when  its  plates  are  in 
the  proper  condition  and  free  from  the  polarization  of  Bitter, 
multiplied  by  the  quantity  of  transmitted  electricity. 

In  a  memoir*  ''  On  the  Heat  evolved  during  the  Electro- 
lysis of  Water/'  I  proved  the  three  following  propositions : — 

Ist.  That  the  resistance  to  conduction,  whether  it  exists  in 
solid  or  in  liquid  conductors,  occasions  the  evolution  of  a 
quantity  of  heat,  which,  for  a  given  time,  is  proportional  to 
the  magnitude  of  the  resistance  to  conduction  and  the  square 
of  the  quantity  of  transmitted  electricity. 

2nd.  That  the  resistance  to  electrolysis  presented  by  water 
does  not  occasion  the  evolution  of  heat  in  the  decomposing 
cell.  At  the  same  time,  the  heat  evolved  by  the  whole 
circuit,  for  a  given  quantity  of  transmitted  electricity,  is  di- 
minished on  account  of  the  decreased  electromotive  force  of 
the  current,  owing  to  the  resistance  to  electrolysis.  It  is 
reasonable  to  infer  that  this  diminution  of  the  heat  evolved 
by  the  circuit  is  occasioned  by  the  absorption  of  heat  in  the 
decomposing  cell. 

And  8rd.  That  the  resistance  occasioned  by  thepolariza^ 
tion  of  RUter  occasions  the  evolution  of  heat  at  the  surfaces 
on  which  this  phenomenon  takes  place;  and  thus  it  happens 
that  the  diminution  of  the  heat  evolved  by  the  circuit,  in 
consequence  of  the  diminished  intensity  of  the  pile,  is  exactly 
compensated  for;  so  that  the  heat  evolved  by  the  whole 
circuit  may  be  estimated  by  the  chemical  changes  occurring 
in  the  pile,  just  as  if  no  such  polarization  existed. 

I  have  already  given  theoretical  resultsf  for  the  heat  of 
combustion  agreeing  so  well  with  the  experiments  of  Dulong 
as  to  convince  me  of  the  accuracy  of  the  principles  above 

*  Memoirs  of  the  Literary  and  Philoeopliical  Society  of  Manchester, 
^d  series,  voL  vii.  part  2. 
t  PhiL  Mag.  eer.  3.  toL  xiz.  p.  276,  and  vol  zxiL  p.  205,  &o. 
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advanced.  My  method  was  to  ascertain  how  much  of  the 
intensity  of  a  pile  is  spent  in  OTcrcoming  the  affinity  of  the 
combnstihle  for  oxygen^  and  then  to  calculate  the  heat  dne 
to  such  an  intensity,  which  heat  ought,  on  our  principles,  to 
be  equal  to  the  heat  occasioned  by  the  recombination  of  the 
elements  in  combustion.  I  hope  in  the  present  paper  to  be 
able  to  show  that  still  more  accurate  results  may  be  attained 
by  the  use  of  a  method  founded  upon  the  same  principles, 
but  of  greater  simplicity.  Previously,  however,  to  the  de- 
scription of  the  new  experiments,  I  intend  to  bring  forward 
some  new  proofs  of  the  correctness  of  the  law  upon  which 
their  accuracy  entirely  depends. 

I  am  aware  that  M.  Ed.  Becquerel''^  and  M.  Lenzf  have 
separately,  and  by  numerous  and  skilfully-performed  experi- 
nfkents,  confirmed  my  discovery  that  the  heat  evolved  by  vol- 
taic electricity  is  proportional  to  the  resistance  to  conduction 
and  the  square  of  the  current.  Nevertheless  I  have  made 
new  experiments  upon  the  subject,  thinking  it  impossible  to 
demonstrate  too  completely  the  accuracy  of  a  law  upon  which 
all  thermo-chemical  phenomena  depend.  I  have  endeavoured 
to  make  the  results  of  these  experiments  worthy  of  confidence 
by  the  employment  of  a  galvanometer  and  thermometers  of 
great  delicacy  and  accuracy. 

4.  The  galvanometer  was,  in  all  its  essential  parts,  con- 
structed similarly  to  Pouillet's  compass  of  tangents.  A  stout 
circular  mahogany  board  {a  a,  figs.  58,  59,  PI.  I.),  supported 
upon  three  levelling-screws,  forms  the  base  of  the  instru- 
ment. To  the  diameter  of  this  a  stout  vertical  board  is  fixed, 
having  a  semicircular  hole  in  its  centre  for  the  reception  of 
the  graduated  circle  b  b.  This  circle,  constructed  of  brass 
entirely  free  from  magnetic  influence,  is  6  English  inches  in 
diameter  and  divided  to  half-degrees;  it  is  also  famished 
with  levelling-screws,  &;c.  At  c  c  c  are  three  screws  famished 
with  nuts,  for  the  purpose  of  affixing  to  the  vertical  board 
any  coil  that  may  be  required. 

*  Annales  de  Cliimie  et  de  Physique,  1843,  vol.  ix.  p.  21. 
AimalefTi  der  Physik  und  Chemie,  vol.  Izi  p.  18. 
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The  magnetic  needle^  of  which  I  have  given  a  full-size 
representation  in  fig.  60,  PI.  I.,  consists  of  two  pieces  of  hard 
steel,  each  half  an  inch  long,  kept  about  a  millimetre  asunder 
by  the  intervention  of  a  small  piece  of  brass  to  which  they 
are  cemented.  An  exceedingly  delicate  glass  pointer"*^, 
weighing  only  7  or  8  milligrammes,  is  afSxed  to  the  top  of 
the  needle.  The  ends  of  the  pointer  are  painted  black,  in 
order  to  be  the  more  distinctly  seen  as  they  traverse  the 
silvered  edge  of  the  circle.  A  piece  of  fine  copper  wire  is 
afiized  to  the  needle  in  such  a  manner  as  to  afford  the  means 
of  suspension  by  a  single  filament  of  silk,  and  also  of  a  rest 
when  the  instrument  is  not  in  use.  The  filament  of  silk  is 
suspended  from  a  graduated  circle,  dd,  fig.  59,  PI.  I.,  by 
means  of  which  torsion  can  be  given  to  the  filament.  There 
is  also  a  piece  of  apparatus,  e  e,  by  means  of  which  the  needle 
can  be  elevated,  depressed,  or  adjusted  to  the  centre  of  the 
divided  circle  6  i. 

One  can,  as  I  have  already  hinted,  affix  to  the  vertical 
board  of  the  galvanometer  a  coil  consisting  of  a  fewer  or 
larger  number  of  turns  of  copper  wire,  according  to  the 
nature  of  the  experiment  intended  to  be  made.  In  the  pre- 
sent research  I  employed  one  consisting  simply  of  a  thick 
copper  wire  bent  into  a  circle  of  a  foot  (English)  diameter. 
The  connexion  between  the  coil  of  the  galvanometer  and  the 
voltaic  battery  (which  were  placed  at  a  distance  from  each 
other  of  about  six  metres)  was  established  by  means  of  clamps 
and  screws  at//. 

I  need  hardly  remark  that  it  was  found  necessary  to  pro- 
tect the  galvanometer  against  any  vibrations  of  the  floor  of 
the  laboratory  in  which  the  experiments  were  made.  This 
was  effected  by  boring  three  holes  in  the  floor,  and  driving 
strong  wooden  stakes  through  them  into  the  ground.  The  feet 
of  the  stool  upon  which  the  galvanometer  was  placed  rested 
upon  the  tops  of  these  stakes,  so  that  the  floor  of  the  room 
formed  a  platform  entirely  independent  of  the  instrument. 

*  The  use  of  a  glass  pointer  was  suggested  to  me  by  Mr.  Dancer,  the 
maker  of  my  galvanometer.  I  have  since  found  that  it  has  been  employed 
by  Professor  Bunsen  of  Marbuig  in  his  galvanometer  of  tangents. 
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Although  the  glass  pointer  weighs^  as  I  have  already  ob- 
served^  only  7  or  8  milligrammes^  the  resistance  to  its  motion 
presented  by  the  air  was  so  great  as  to  bring  the  magnetic 
needle  to  which  it  was  affixed  to  a  state  of  perfect  tranquil- 
lity in  ten  seconds  after  the  circuit  was  shut.  Therefore  I 
found  it  quite  unnecessary  to  employ  the  oil  recommended  by 
Lenz  as  an  additional  resisting  medium.  Nor  did  I  find  it 
necessary  to  make  use  of  any  verniers  or  micrometers^  the 
only  assistance  to  the  naked  eye  being  a  glass  prism^  to  look 
through  horizontally  when  the  pointer  could  not  be  well 
viewed  from  a  vertical  position.  I  found  no  difficulty  in 
reading  off  the  angles  of  deflection  to  2  or  3  minutes  of  a 
degree.  Those  who  are  accustomed  to  work  viith  galvano- 
meters will  admit  that  it  would  be  useless  to  attempt  to  arrive 
at  greater  accuracy  by  the  employment  of  means  which  must 
necessarily  increase  the  time  occupied  in  the  observations. 

The  galvanometer  was  adjusted  in  the  plane  of  the  mag- 
netic meridian^  by  changing  its  position  tmtil  a  current  pass- 
ing in  one  direction  could  produce  a  deflection  of  the  needle 
exactly  equal  in  extent  to  the  deflection  on  the  other  side  of 
the  meridian  occasioned  by  a  current  of  the  same  intensity^ 
but  passing  in  the  opposite  direction.  After  the  galvano- 
meter had  been  thus  adjusted  with  very  great  care  to  the 
magnetic  meridian^  it  was  found  that  the  glass  pointer  stood 
SO'  from  zero.  This  error  arose  from  the  difficulty  of  cement- 
ing the  pointer  to  the  needle  so  as  to  be  exactly  in  the  same 
plane  with  the  magnetic  axis  of  the  latter;  but  it  did  not 
give  rise  to  any  serious  inconvenience^  as  it  only  made  it 
necessary  to  affect  the  observed  deflections  with  an  increase 
or  diminution  of  30^^  according  to  the  direction  of  the  current. 
I  may  mention  in  this  place^  that  in  every  observation  the 
position  of  both  ends  of  the  pointer  was  noted. 

Since  the  force  of  torsion  of  the  filament  of  silk  is  so 
trifling  that  six  complete  twists  of  it  only  produce  a  deflection 
of  the  magnetic  needle  amounting  to  \2\  and  since  the  length 
of  the  magnetic  needle  is  only  ^  of  the  diameter  of  the  coil, 
it  could  hardly  be  doubted  that  the  tangents  of  the  angles  of 
deflection  represent  pretty  accurately  the  intensity  of  the 
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transmitted  electricity.  I  have  nevertheless  made  experi- 
ments in  order  to  prove  my  galvanometer.  Sixteen  large 
cells  of  Danieirs  pile  having  been  arranged  in  a  series  of  four^ 
the  deflection  of  the  needle  under  this  voltaic  force  was  ascer- 
tained for  both  sides  of  the  meridian.  The  mean  of  the  de- 
flections produced  by  each  separate  cell  was  also  noted.  It 
is  evident  that  the  resistance  of  sixteen  cells  in  a  series  of 
four  is  equal  to  that  of  a  single  cell ;  consequently  the  deflec- 
tions produced  by  the  above  arrangements  ought  to  indicate 
currents  whose  ratio  is  as  4  to  1.  Experiments  of  this  kind 
having  been  repeated,  with  proper  precautions  against  any 
alteration  in  the  intensity  of  the  battery-cells,  it  was  found 
that  ^^  had  to  be  added  to  the  tangent  at  a  deflection  of 
55°,  xb  at  82%  &c. 

My  thermometers  were  constructed  by  a  method  very 
similar  to  that  employed  by  Regnault  and  Pierre^.  The 
calibre  of  the  tube  was  first  measured  in  every  part  by  pass- 
ing a  short  column  of  mercury  along  it.  The  surface  of  the 
glass  having  then  been  covered  with  a  thin  film  of  bees'-waz^ 
the  portions  of  tube  previously  measured  were  each  divided  into 
the  same  number  of  parts  by  a  machine  constructed  for  the 
purpose.  The  divisions  were  then  etched  by  means  of  the 
vapour  of  fluoric  acid.  Two  thermometers  were  employed  in 
the  present  research,  in  one  of  which  the  value  of  each  space 
was  £^  in  the  other  ^^  of  a  degree  Centigrade.  A  prac- 
tised eye  can  easily  estimate  the  tenth  part  of  each  of  these 
spaces ;  consequently  I  could  by  these  thermometers  observe 
a  difference  of  temperature  not  greater  than  0^*005. 

The  voltaic  pile  that  I  made  use  of  was  one  of  very  large 
dimensions,  each  cell  being  2  feet  high  and  5  inches  in  dia- 
meter. The  internal  arrangements  of  the  cells  were  similar 
to  those  of  the  ordinary  pile  of  Daniell. 

5.  I  shall  now  proceed  to  describe  my  experiments  on  the 
heat  evolved  by  currents  traversing  metallic  wires.  The  ap- 
paratus used  consisted  of  a  wire  of  pure  silver,  8  metres  long 

*  Annales  de  Chimie  et  de  Physique,  1842,  voL  v.  p.  428,  note. 
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and  about  0*6  of  a  millimetre  in  thickness,  coiled  upon  a  tbin 
chimney-glass,  the  several  coils  being  prevented  from  touch- 
ing one  another  by  means  of  silken  threads.  The  ends  of 
the  silver  wire  were  connected  metallically  with  two  thick 
copper  wires,  the  ends  of  which  dipped  into  cups  of  mercury. 
The  coil,  thus  mounted,  was  immersed  in  a  jar  of  tinned 
iron,  capable  of  containing  two  pounds  and  a  half  of  water. 
In  order  to  prevent,  as  well  as  possible,  the  influence  of  the 
surrounding  atmosphere  in  raising  or  depressing  the  tem- 
perature of  the  water,  the  sides  and  bottom  of  this  jar  were 
made  hollow  by  soldering  two  jars  of  unequal  magnitude 
within  each  other.  PI.  I.  fig.  61  represents  a  section  of  this 
double  can,  a  a  being  the  hollow  part  between  the  internal 
and  external  cans.  The  positions  of  the  coil,  thermometer, 
and  stirrer  are  also  shown  in  the  same  figure. 

At  7  o'clock  A.M.,  Sept.  4, 1844^,  having  filled  the  jar  with 
2^  lb.  of  distilled  water,  I  immersed  the  coil  of  silver  wire 
into  it,  and  caused  it  to  form  part  of  a  circuit  in  which  a  pile 
consisting  of  sixteen  of  the  large  DanielFs  cells  in  series  and 
the  galvanometer  were  placed.  The  circuit  remained  closed 
for  exactly  five  minutes,  during  which  time  the  deflections  of 
both  ends  of  the  pointer  of  the  galvanometer  were  observed 
three  times.  The  mean  of  all  the  observations,  no  two  of 
which  differed  from  each  other  more  than  a  few  minutes  of 
a  degree,  when  properly  corrected  for  the  error  in  the  posi- 
tion of  the  pointer,  was  72®  17'.  The  increase  of  the  tem- 
perature of  the  water,  ascertained  with  all  proper  precautions 
in  stirring,  &c.,  was  indicated  by  81*8  divisions  of  the  scale 
of  the  thermometer^  each  division  corresponding  to  j^  of  a 
degree  Cent.  The  temperature  of  the  room  was  2®'07  Cent, 
lower  than  the  mean  temperature  of  the  water. 

*  My  object  in  being  so  particular  as  to  the  dates  of  the  experiments 
-was  to  eliminate  the  effects  of  any  variation  in  the  intensil^  of  tiie  earth's 
magnetism.  In  the  subsequent  series  of  experiments  I  have  not  alwaya 
thought  it  necessary  to  mention  these  dates,  but  I  have  nevertheless  used 
the  same  precaution  in  all  of  them. 
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As  soon  as  the  experiment  just  described  waB  finished^ 
another  was  performed  in  exactly  the  same  manner;  only 
the  direction  of  the  current  was  reversed,  in  order  that  the 
deflections  might  be  observed  on  the  other  side  of  the 
meridian. 

At  7  o'clock  P.M.  of  the  same  day,  two  experiments  were 
again  made  in  the  manner  above  described ;  but  in  these  the 
quantity  of  electricity  passed  through  the  silver  wire  was  only 
about  half  as  much  as  before,  five  cells  of  the  pile  being  now 
icmployed,  instead  of  sixteen  as  before. 

On  the  morning  of  September  5,  two  experiments  of  the 
same  kind  were  made  with  a  pile  consisting  of  two  cells  in 
series ;  and  on  the  evening  of  the  same  day,  two  experiments 
were  made  using  only  one  of  the  constant  ceUs. 

On  the  two  succeeding  days  all  the  above  experiments  were 
gone  over  again  in  the  reverse  order,  beginning  with  one  cell 
and  ending  with  sixteen.  In  this  way  I  sought  to  get  rid  of 
the  mischievous  efiects  of  any  change  in  the  intensity  of  the 
earth's  magnetism  during  the  experiments. 

The  Table  of  these  results  which  I  subjoin  will  easily  be 
understood  by  means  of  the  headings  of  the  columns ;  and 
the  only  thing,  therefore,  which  it  will  be  necessary  for  me 
to  say  in  explanation  of  it  is,  that  the  last  column  contains 
the  results  of  observation  corrected  for  the  cooling  or  heating 
effect  of  the  surrounding  air.  The  amount  of  this  correction 
was  estimated  by  simple  and  decisive  experiments,  and  was 
in  no  one  instance  found  to  exceed  one  tenth  of  the  quantity 
of  heat  evolved,  even  in  the  experiments  with  one  cell,  in 
which  the  heat  evolved  was  least. 
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.  Table  I. 


Date  of  the 
experimenti. 


Number 

of  cells 

in  the 

pile. 


Defleetioiii  of  the 
needle  of  the 
galTM&ometer. 


Oorr^jted  Square  of  the  cor- 


tangents  of 
the  mean 
deflectiona. 


rected  tangents 
reduced  tofaoili- 
tate  companion 

with  column  6. 


Heat  erolved  in 
5  minutes,  in 

divisions  of  the 
thermometer. 


Sept.  4,  7  A.M, 
Sept.  4,  7i  A.M. 
Sept.  7,  7  P.M. 
Sept.  7,  7J  P.M. 


16 
16 
16 
16 


7§  17   ) 


mean 


73 

72  47 
72  58 


H7S 


46 


8-2428 


87-24 


81-94) 
8913  ( 
87-97 
89-90) 


meftn 


87-24 


Sept.  4,  7  P.M 
Sept  4,  7J  P.M. 
Sept  7,  7  A.M. 
Sept.  7,  7i  A.M. 


61    8i) 
60  28  ) 


1-8015 


26-92 


27-08) 
27-98  fo^.^ 
25-39  f^^ 
25-79) 


Sept.  5,  7  A.M. 
Sept.  5,  7i  A.M. 
Sept  6,  7  P.M. 
Sept  6,  71  P.M. 


2 
2 
2 


40  41 


0-8634 


6-18 


6-03 


Sept.  5,  7  P.M. 
Sept.  5,  7i  P.M. 
Sept  6,  7  A.M 
Sept  6,  71  A.M 


25  57  ] 

26  504 
24  401 
24  18  J 


26  111 


0-4721 


1-86 


171 


In  order  to  carry  on  the  experiments  with  electric  currents 
of  feebler  tension^  I  now  introduced  into  the  circuit  an 
electrolytic  cell^  consisting  of  two  plates  of  zinc  immersed 
in  a  solution  of  sulphate  of  zinc.  The  results  thus  obtained 
are  arranged  in  the  following  table.  In  order  to  collect  an 
appreciable  quantity  of  heat^  the  experiments  were  carried 
on  for  an  hour  with  the  lower  intensities,  and  for  half  an 
hour  with  the  highest  intensity  of  current ;  I  have,  however, 
reduced  all  the  results  to  five  minutes,  in  order  that  they 
might  be  more  readily  compared  with  those  of  Table  I. 
Each  of  the  results  given  in  Table  II.  is  the  mean  of  four 
experiments  tried  at  different  times,  according  to  the  prin- 
ciples which  guided  me  in  the  former  experiments. 


218 


ON  THE  HEA.T  DISENGAGED 


Tablb  II. 


Nambw 

ofoelli 

in  the 

pUe. 

Qoantitgrofsiiio 
deposited  oo  the 
negatiTe  elec- 
trode per  5 
minates,  u  milli- 
grammes. 

needle  of  the 
galraaometer. 

Ooneoted  tan- 
geoteofthe 

Bqnareioffthe 

genti  redaoed  to 

fiujilitate  oom- 

parisonwith 

oolnmne. 

Heatetol^ 
in  6  Tninntofli  in 
diTiaionsofthe 

4 
2 

1 

143 
82 
44 

19  22 
11  14i 
6    2i 

0-8527 
01991 
0-1059 

103 
0-33 
0-09 

0-96 
0-29 
0-09 

1 

2 

8 

4 

6 

6 

By  comparing  the  last  two  columns  of  tlie  foregoing  tables 
with  each  other,  we  see  that  throughout  a  very  extensive 
range  of  electric  intensities  the  heat  evolved  in  a  given  time 
remains  proportional  to  the  square  of  the  quantity  of  trans- 
mitted electricity. 

6.  Having  thus  succeeded  in  giving  another  proof  of  the 
law  of  voltaic  heat  as  far  as  regards  a  change  in  the  intensity 
of  the  current,  we  may  now  proceed  to  consider  the  e£Pecta 
produced  by  a  change  in  the  resistance  of  the  wire.  It  will 
not  be  necessary  for  me  to  enter  very  largely  upon  this  part 
of  the  subject,  inasmuch  as  it  has  long  been  admitted  by 
philosophers  that  the  heat  evolved  by  a  current  of  given 
intensity  is  proportional  to  the  resistance  of  the  wire.  I 
will,  however,  give  one  series  of  experiments,  in  which  I  have 
compared  a  wire  of  mercury  with  the  coil  of  silver  wire  used 
in  the  previous  experiments.  The  comparison  of  a  fluid  with 
a  solid  metal  was,  I  thought,  eminently  calculated  to  test  the 
accuracy  of  the  law. 

A  glass  tube,  157  centimetres  long  and  about  2*8  milli- 
metres in  internal  diameter,  was  fashioned  into  a  spiral, 
as  represented  in  PL  I.  fig.  62.  The  tube  was  filled  with 
mercury  as  high  as  the  bulbs  a  a.  Connexion  could  be 
established  between  the  pile  and  the  spiral  by  means  of  the 
copper  wires  b  b,  which  dipped  as  far  as  the  centre  of  the 
bulbs.  __^^ 

The  coil  of  me  ^^^"^repared,  was  immersed  in  2  lb. 

11  oz.  of  water  coi.       wU  in  a  double-cased  can,  similar  to 
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the  one  I  have  already  described^  and  a  current  from  a  pile 
of  five  cells  was  transmitted  through  it  for  ten  minntes.  The 
heat  evolved^  the  temperature  of  the  room,  and  the  deflections 
of  the  galyanometer  during  the  experiment  were  carefully 
noted.  Eight  of  these  experiments  were  made,  in  four  of 
which  the  deflections  were  on  one  side,  and  in  the  other 
four  on  the  other  side  of  the  meridian. 

Pour  experiments  were  made  in  a  similar  way  with  the 
coil  of  silver  wire.  In  order  to  avoid  the  effects  of  any 
change  in  the  intensity  of  the  earth's  magnetism,  these  four 
experiments  were  alternated  with  those  made  with  the  mer- 
cury coil.  The  thermometer  used  in  all  the  experiments 
was  one  of  great  accuracy;  and  each  division  of  its  scale 
corresponded  to  ^  of  a  degree  of  the  Centigrade  scale. 


Table  III. 


Heat  erolTAd 

Difference  be- 

Cbraectodten- 

Bqoaresof 

inlumi. 

tvtien  the  mean 

Oftht 

gentaofthe 

thecorreotod 

nutei.  in  diTi- 

temperature  of 

gftlTBnomaUr. 

tangentu 

■iontofthe 

the  water  and  of 

thermometer. 

the  room. 

• 

e82i 

1-7696 

81315 

45-5 

d-61  0.  + 

^1 

60  66 

1-8086 

8-2710 

450 

1-97      + 

57  20J 

1-5688 

2-4596 

84-8 

0-80      + 

?'l. 

58  17 

1-6266 

2-6458 

88-4 

080      + 

1 

58  80J 

1-6409 

2-6926 

40-1 

0-87      - 

59  48 

1-7271 

2-9829 

43-8 

0-84      - 

57  11 

1-6584 

2-4286 

85-2 

1-11      - 

Experiments 

with  the  coil        Expe 

of  silver  wire.             m 

56  80 

1-5184 

2-8055 

34-7 

0-84      - 

Mean. . . . 

2-7897 

39-69 

005      + 

55  54i 

1-4847 

2-2048 

42-6 

0-04      - 

6Q  19i 

1-5083 

2-2760 

44-2 

0-75      + 

54  88 

1-4169 

2-0048 

39-4 

0-40      - 

54  52 

1-4282 

2-0898 

39-5 

0-19      - 

Mean 

2-1310 

41-425 

0-03      + 

The  resistance  of  the  mercury  wire  in  comparison  with 
that  of  the  silver  wire  was  found  by  ascertaining  the  inten- 
sity of  the  ciirrent  produced  by  a  pile  of  five  cells, — Ist, 
when  the  pile  was  in  direct  communication  with  the  galvano- 
meter; 2nd^  when  the  resistance  of  the  circuit  was  increased 
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by  tlie  addition  to  it  of  the  coil  of  silver  wire ;  and  Srd,  when 
the  mercury  wire  was  substituted  in  the  circuit  for  the  silver 
wire.  Calling  the  intensity  of  the  current  in  the  first 
instance  A,  and  the  resistance  y ;  in  the  second  instance  B, 
and  the  resistance  1 +^ ;  and  in  the  third  instance  C^  and  the 
resistance  ^+y,  we  have,  by  the  laws  of  Ohm  and  Pouillet, 

B(A~C) 

^~C(A-B)- 

The  observations  from  which  I  have  deduced  the  constant 
quantities  of  the  above  formula  are  arranged  in  the  following 
table.  In  these  experiments  the  precaution  was  taken  that 
the  temperature  of  the  water  in  which  the  coils  of  mercury 
and  silver  were  immersed  should  be  as  nearly  as  possible  the 
same  as  in  the  experiments  of  Table  III.,  in  order  to  obviate 
the  possibility  of  an  alteration  of  the  resistance  arising  from 
an  alteration  of  the  temperature  of  the  metals.  I  may 
mention  also  that  each  of  the  recorded  deflections  is  the 
mean  of  two  observations,  one  on  one  side,  and  the  other  (by 
reversing  the  direction  of  the  current)  on  the  other  side 
of  the  magnetic  meridian.  The  eflFect  of  any  change  in  the 
intensity  of  the  pile  during  any  of  the  experiments  was  care- 
fully guarded  against  by  a  repetition  of  each  experiment  in 
the  reverse  order,  i.  e.  beginning  with  current  C  and  ending 
with  current  A,  and  then  taking  the  mean  of  the  two  sets  of 
observations. 

Table  IV. 


No.  of 
ezperi' 


DefleotioD 

withreiiat- 

aaoe 

9- 


Corrected 

tangent  of 

deflection, 

or  A. 


Deflection 

withreaist- 

anoe 


Corrected 

taneentof 

deflection, 

orB. 


Deflection 
with 


'+jr. 


Correoted 

tangent  of 

deitocti<m, 

orC. 


of 
mercnrj  ipiral, 

""ciTlB)' 


1 
2 
8 
4 
5 


75  4^ 

71  10 

72  25 

76  24 
76  11 


8-4635 
20492 
31768 
8-8680 
40916 


6?l6 

55  2 

56  21 

58  37 
68  47 


1-5574 
1-4870 
1-5098 
1-6475 
1-6683 


60  66 
68  39 
59  54i 
62  25 
62  42 


1-8086 
1-650J 
1-7346 
1-9242 
1-9477 


0-74771 
0-74814 
0-75292 
0-74927 
0-75016 


Mean 0-74964 


On  multiplying  0*74964  by  27397,  the  square  of  the 
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intensity  of  the  current  to  which  the  mercury  wire  was 
exposed  (see  Table  III.),  we  obtain  2*0538,  a  quantity  which 
ought  to  be  proportional  to  the  heat  evolved,  if  our  law  be 
correct.  Prom  Table  III.  we  see  also  that,  in  the  case  of 
silver  wire,  the  square  of  the  current  multiplied  by  its  re- 
sistance (which  we  called  unity)  is  2*131,  while  th.e  heat 
evolved  was  41*425.  Hence  we  have  for  the  heat*  which 
ought  to  have  been  evolved  by  the  mercury  spiral^ 

20538 


21310 


X  41*426=39*924. 


Bcferring  again  to  Table  III.,  we  find  that  the  heat  actually 
evolved  was  39*69.  The  diflFerence  between  this  number  and 
the  result  of  theory,  trifling  as  it  is,  is  almost  entirely 
accounted  for  by  the  circumstance  that  the  capacity  for 
heat  of  the  mercury  spiral  exceeded  that  of  the  coU  of  silver 
wire  by  a  quantity  equal  to  the  capacity  of  5*64  grms.  of 
water.  Hence  we  must  apply  a  correction  of  ^^  to  the 
observations  with  the  mercurial  apparatus.  This  brings  the 
heat  actually  evolved  up  to  39*868 — ^a  quantity  difEering  from 
39*924,  the  theoretical  result,  only  by  0*056  of  a  division  of 
the  thermometer,  or  0^*0024  Centigrade. 

7.  Having  thus  given  fresh  proofs  of  the  accuracy  of  the 
law  of  the  evolution  of  heat  by  voltaic  electricity,  we  may 
now  proceed  to  apply  it  in  order  to  determine  the  quantity 
of  heat  evolved  in  chemical  combinations.  The  following  is 
an  outline  of  my  process : — I  take  a  glass  vessel  filled  with 
the  solution  of  an  electrolyte,  and  properly  furnished  with 
electrodes.  I  place  this  electrolytic  cell  in  the  voltaic  circuit 
for  a  given  length  of  time,  and  carefully  observe  the  quantity 
of  decomposition  and  the  heat  evolved.  By  the  law  of  Ohm 
I  then  ascertain  the  resistance  of  a  wire  capable  of  obstruct- 
ing the  current  equally  with  the  electrolytic  cell.  Then,  by 
the  law  we  have  proved,  I  determine  the  quantity  of  heat 
which  would  have  been  evolved  had  a  wire  of  such  resistance 
been  placed  in  the  circuit  instead  of  the  electrolytic  cell. 
This  theoretical  quantity,  being  compared  with  the  heat 
actually  evolved  in  the  electrolytic  cell,  is  always  found  to 
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exceed  tbe  latter  considerablj.  The  difference  between  the 
two  results  eridently  gives  the  quantity  of  beat  absorbed 
during  the  electrolysis^  and  is  therefore  eqmTalent  to  the 
beat  which  is  due  to  the  reverse  chemical  combination  by 
combustion  or  other  means. 

Having  thus  given  a  short  outline  of  the  process,  I  shall  at 
once  proceed  to  describe  the  experiments  in  detaiL 

1st.  Heat  evolved  by  the  Combudum  of  Copper. 

I  took  a  glass  jar  (PI.  I.  fig.  63)  filled  with  8  lb.  of  a 
solution  consisting  of  24  parts  of  water,  7  parts  of  crystallised 
sulphate  of  copper,  and  1  part  of  strong  sulphuric  add.  In 
this  solution,  two  plates— 3ne  of  platinum,  the  other  of  copper 
*— were  immersed,  each  being  connected  by  means  of  a  proper 
clamp  with  a  thick  copper  wire  passing  through  a  cork  in  the 
mouth  of  the  vessel,  uid  terminating  in  a  mercury-cup  a.  A 
very  delicate  thermometer,  each  of  whose  divisions  was  equal 
to  ^  of  a  d^ree  Cent,  was  also  fixed  in  the  coA  so  as  to 
have  its  bulb  nearly  in  the  centre  of  the  liquid.  Lastly,  a 
glass  stirrer  b  was  introduced. 

The  experiments  were  conducted  in  the  followxng  manner : — 
A  pile  consisting  of  four  large  cells  of  Daniell  (a,  fig.  64,  PL  I.) 
was  connected  with  the  galvanometer  b  by  means  of  two  thick 
copper  wires,  one  of  which  was  continuous,  while  the  odier 
was  divided  at  the  mercury-cups  c  e.  The  connexion  between 
these  mercury-cups  was  first  established  by  means  of  a  short 
thick  copper  wire,  and  the  deflection  of  the  needle  noted. 
The  quantity  of  current  indicated  by  this  deflection  I  shall 
call  A.  The  thick  copper  wire  was  now  removed  firom  the  cups 
nice,  and  the  standard  coil  of  silver  wire  (immersed  in  water 
to  keep  it  cool)  was  put  there  instead,  and  the  deflection 
again  noted.  The  current  observed  in  this  second  instance 
I  shall  call  fi.  The  coil  of  silver  wire  was  now  removed,  and 
the  electrolytic  cell  above  described  being  put  in  its  stead, 
electrolysis  was  carried  on  for  exactly  10  minutes,  during 
which  the  deflections  of  the  needle  were  noted  at  equid 
intervals  of  time.    The  current  indicated  by  the  mean  of 
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these  observations  I  shall  call  C.  Currents  B  and  A  were 
then  again  observed  in  the  reverse  order ;  and  the  mean  of 
these  and  the  former  observations  taken^  so  as  to  obviate  the 
effects  of  any  change  that  might  be  occnrriDg  in  the  intensity 
of  the  pile. 

The  temperature  of  the  solution  was  observed^  with  the 
usual  precautions^  immediately  before  and  after  the  elec- 
trolysis was  carried  on.  The  amount  of  electrolysis  was 
obtained  by  weighing  the  negative  copper  electrode  before 
and  after  each  experiment. 

Putting  X  for  the  resistance  of  a  metallic  wire  capable  of 
retarding  the  passage  of  the  current  equally  with  the  elec- 
trolytic cell,  and  calHng  the  resistance  of  the  coil  of  silver  wire 
unity,  we  have,  as  in  the  case  of  the  coil  of  mercury, 

(A~C)B 
*""(A-B)C- 

This  value,  multiplied  by  C,  gives  ^    a— b"  ^^'  *^®  calorific 

effect  of  the  current  C  passing  along  a  wire  whose  resist- 
ance=s;p. 

The  calorific  effects  of  the  standard  of  silver  wire  were 
ascertained  by  experiments  made  on  the  day  before  and  on 
the  day  after  the  experiments  on  electrolysis  were  performed. 
In  tins  way  I  sought,  as  before,  to  avoid  the  injurious  influ- 
ence of  a  changCy  either  in  the  intensity  of  the  earth's  mag- 
netism, or  in  the  resistance  of  the  standard  coil.  The  standard 
coil  was  immersed  in  a  light  tin  can  containing  2  lb.  12  oz. 
of  distilled  water.  The  thermometer  employed  was  that  used 
in  the  experiments  on  electrolysis. 
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Table  V. — Experiments  on  the  Electrolysis  of  the  Solution 
of  Sulphate  of  Copper,  with  a  Pile  of  4  Daniell's  cells. 


Otorrent  A. 


Current  B. 


Current  0. 


fill 


A-C 
A-B 


XBC. 


in 

hn 
III  I 


IS-: 


73  3l! 

74  59 

75  21 
75  12 


3-4006  5§  62 
3-7610  54  40 
3-8638  54  45 
3-8084  54  47 


1-3764 
1-4176 
1-422037 
1-4237  38  26 


35  554 

36  53 
18 


0-7276 1-24  C- 
0-75350-43  - 
0-76600-23  - 
0-79681-78     + 


Mean 


1-i 
1-3722 
1-3817 
1-4326 


20-4 
19-4 
19-45 
17-4 


0-5686 
0-5777 
0-5881 
0-6163 


0-3       -     1-3772 


19162  0-5874 


•  Corrected  for  difierence  0^*03- 


19-113 


Table  VI. — ^Experiments  on  the  Heat  evolved  by  the 
Standard  Coil.    Pile  of  4  cells. 


Heendefleo- 

tionofthe 

needle  of  the 

Corrected 
tangent. 

tween  the  rnesn 

the  water  and 
that  of  the  room. 

Square  of  tiie 
oorrected  tan- 
gent. 

HeaterolTed 

inlOminnten, 

indiTiaions 

of  the 

thermometer. 

6i  i 

61  18 

53  38 

54  47 

1-2462 
1-2644 
1-3648 
1-4239 

1-08  C.  - 
003        + 
0-19       + 
0-90      4- 

1-5530 
1-5736 
1-8627 
2-0275 

800 
310 

37-1 
36-9 

Mean 

0-01      + 

1-7542 

33-75 

Corrected  for  the  difference  O^-Ol-f 

38-76 

In  order  to  compare  the  results  of  the  above  tables^  it  now 
became  necessary  to  ascertain  the  capacity  for  heat  of  the 
jars  of  liquid  employed  in  the  experiments.    This  was  done, 

*  The  corrections  I  have  applied  to  the  quantities  of  heat  evolved  were 
derived  from  experiments  on  the  cooling  of  the  liquids  reduced  by  the  law 
of  Leslie  to  the  difference  between  the  mean  temperature  of  the  liquids 
and  that  of  the  room.  The  signs  +  or  —  signify  that  the  temperature  of 
the  liquid  is  greater  or  less  than  that  of  the  room. 
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in  one  or  two  instances,  by  tlie  method  of  mixtures.  The  jar 
along  with  its  contents  was  heated  to  a  certain  point,  and 
then,  having  been  immersed  in  a  large  can  of  cold  water,  the 
capacity  was  determined  by  the  decrease  of  temperature  in 
the  former  and  the  increase  in  the  latter.  I  felt,  however, 
that  this  plan  was  on  several  accounts  incapable  of  giving 
results  of  extreme  accuracy,  and  had  therefore  recourse  to  a 
method  founded  upon  the  law  of  the  development  of  heat  by 
electricity.  The  spiral  glass  tube  (PI.  I.  fig.  62),  filled  with 
mercury,  was  immersed  up  to  the  bulbs  a  a  in  the  jar  whose 
capacity  for  heat  was  to  be  determined.  A  current  of  elec- 
tricity was  then  passed  through  the  mercury  for  a  given  time, 
and  the  heat  thereby  evolved  was  observed  with  the  usual 
precautions.  The  capacity  of  the  jar  and  its  contents  was  of 
course  directly  proportional  to  the  square  of  the  intensity  of 
the  current,  and  inversely  to  the  increase  of  temperature. 


Table  VII. — ^Experiments  on  the  Heat  evolved  by  the  Mer- 
cury Spiral  in  the  jar  of  Solution  of  Copper  used  in  the 
experiments  of  Table  V.    Pile  of  4  cells. 


Keui  deflao- 
tioDofthe 

Corrected 
toogent. 

Difference  be- 
tween the  mean 

the  eolation  and 
that  of  the  room. 

Square  of  the 
corrected 
tangent. 

Heat  cToWed 

in  10<>>,  in  divi- 

bionsofthe 

thermometer. 

57  34 
68  lOi 

68  17 

69  0 

1-5816 
1-6193 
1-6261 
1-6725 

0-05  C.  + 
1-69       + 
1-23      - 
0-37       - 

2-5011 
2-6221 
2-6442 
2-7973 

39-1 
37-0 
43-4 
41-3 

Mean 

0-01       + 

2-6412 

40-2 

Corrected  for  difference  O^'-OIH- 

40-216 

Corrected  for  capacity    

40-622 

226 


ON  THE  HEAT  DISENGAGED 


Table  VIII. — ^Experiments  on  the  Heat  evolved  by  the 
Mercury  Spiral  in  the  can  of  water  used  in  the  experi- 
ments of  Table  VI.  Pile  of  4  cells.  2  lb.  11  oz.  of  water 
in  the  can. 


Meandeaec- 
tionofthe 

Corrected 
tangent 

Difference  be- 
tween the  mean 
teinperatore  of 
the  water  and 
that  of  the  room. 

Square  of  the 
corrected 
tangent 

Heatevolred 
in  10».  in  divi- 
sions of  the 
thermometer. 

67^26 
57  27 
59  Hi 

68  27 

1-6734 
1-5744 
1-6863 
1-6367 

1-16  C.  - 
0-25       + 
1-01       - 
1-86       + 

2-4766 
2-4787 
2-8402 

2-6788 

36-6 
36-6 
40-3 
38-2 

Mean j    0-02       - 

2-6183 

37-675 
37-66 

Corrected  for  difference  (P'02- 

Corrected  for  capacity 

36-99 

Besides  the  correction  on  account  of  the  difiference  between 
the  mean  temperature  of  the  liquid  and  that  of  the  room  in 
which  the  experiments  were  made,  it  was  necessary  to  supply 
the  second  correction  given  in  the  above  tables,  on  account 
of  the  capacity  for  heat  of  the  jars  being  necessarily  some- 
what different  from  what  it  Was  in  the  experiments  of 
Tables  V.  and  VI.  In  Table  VI.  the  can  contained  2  lb. 
12  oz.  of  water  and  the  coil  of  silver  wire;  whereas  it  con- 
tained 2  lb.  11  oz.  and  the  coil  of  mercury  in  Table  VIII. 
Again,  in  the  experiments  of  Table  V.  there  were  8  lb.  of 
solution  of  copper  along  with  the  platinum  and  copper  elec- 
trodes ;  whereas  in  those  of  Table  VII.  the  mercury  coil  was 
substituted  for  the  electrodes,  whilst  the  weight  of  the  solu- 
tion was  two  grammes  less  than  before.  It  would  be  tedious 
and  unnecessary  to  give  in  detail  the  various  reductions 
demanded  by  these  circumstances ;  suffice  it  to  say,  that  the 
calculations  were  founded  upon  the  best  tables  of  specific 
heat,  and  were  made  with  the  most  scrupulous  care. 

The  tin  can  containing  (as  in  the  experiments  of  Table  VI.) 
the  coil  of  silver  wire  and  2  lb.  12  oz.  of  water  was  found  by 
careful  calculations  to  be  equivalent  in  its  capacity  for  heat 
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to  1288*7  grms.  of  water ;  consequently  from  Tables  VII.  and 
Vni.  we  obtain  for  the  capacity  of  the  jar  of  solution  used 
in  the  experiments  of  Table  V., 

2-6412     86-99 

2-6183  ^  40-622  ^  ^"^  7-1179  A 

Referring  now  to  Tables  V.  and  VI.,  and  remembering  that 

23 -38  divisions  of  the  scale  of  the  thermometer  employed  are 

equal  to  one  degree  of  the  Centigrade  scale,  we  obtain  for 

A—C 
the  quantify  of  heat  due  to  xiTr  ^  ®^' 

88;76     1-3772 

23^^17542'' ■^^^'^""■^^^^  ^• 

The  quantity  of  heat  actually  evolved  will  be 

19113 


23-38 


X  1179-2=963°-99. 


Subtracting  the  latter  from  the  former  result,  we  obtain 
491^*3  as  the  quantity  of  heat  absorbed  in  the  electrolysis  of 
a  quantity  of  sulphate  of  copper  corresponding  to  0*5874  of 
a  gramme  of  copper.  The  quantity  of  heat  absorbed  per 
gramme  of  copper  deposited  will  therefore  be  836°-4. 

Two  other  series  of  experiments  conducted  in  precisely  the 
same  manner,  excepting  that  in  the  former  of  the  two  the 
specific  heat  of  the  solution  was  obtained  by  the  method  of 
mixtures,  gave,  for  the  absorption  of  heat  per  gramme  of 
copper  deposited,  respectively  856®  and  796°*5.  The  mean 
of  the  three  results  is  829°-6. 

The  above  quantity  of  heat  is  that  absorbed  in  separating 
the  copper  and  oxygen  gas  from  a  solution  of  sulphate  of 
oxide  of  copper.  It  is  therefore  necessary  to  subtract  the 
absorption  due  to  the  transfer  of  the  sulphuric  acid  from  the 
oxide  of  copper  to  water,  in  order  to  obtain  the  heat  absorbed 
in  the  decomposition  of  oxide  of  copper  into  metal  and 
oxygen  gas.  For  this  purpose  8  grammes  of  oxide  of  copper, 
prepared  by  adding  potash  to  a  solution  of  the  sulphate  of 
copper  and  then  carefully  washing  and  igniting  the  preci- 
pitate, were  thrown  into  an  acidulated  solution  of  copper 

q2 
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similar  to  that  used  in  the  above  experiments^  the  capacity 
for  heat  of  which  had  been  previously  ascertained.  The 
mean  of  four  experiments^  tried  in  this  way  with  every  pos- 
sible precaution^  gave  236^  as  the  heat  due  to  the  solution 
of  1*252  gramme^  the  quantity  of  oxide  corresponding  to  a 
gramme  of  copper. 

829^-6  -  236^= 593°-6  =  the  quantity  of  heat  absorbed  in 
the  decomposition  of  oxide  of  copper  into  copper  and  oxygen 
gas,  and  which  ought  therefore  to  be  the  quantity  of  heat 
evolved  by  the  combustion  of  a  gramme  of  copper. 

2nd.  Combustion  of  Zinc. 

My  experiments  on  this  metal  were  similar  to  those  on 
copper;  they  will  not  therefore  require  a  very  detailed  de- 
scription. The  solution  employed  was  one  consisting  of  3 
parts  of  crystallized  sulphate  of  zinc  and  8  parts  of  water^ 
weighing  3  lb.  2  oz.  The  electrodes  were  plates  of  platinum 
and  zinc,  each  plate  exposing  an  active  surface  of  about 
8  square  inches.  At  the  conclusion  of  each  experiment, 
oxide  of  zinc  was  thrown  into  the  solution  to  replace  that 
removed  by  electrolysis,  in  order  to  prevent  the  zinc  electrode 
from  being  acted  upon  by  free  acid. 

Tablb  IX. — ^Experiments  on  the  Heat  evolved  by  the  Elec- 
trolysis of  Sulphate  of  Zinc.     Pile  of  7  cells. 


Carrenfc  A. 


Current  B. 


Jl 


Current  C. 


II 


^11 

o  o 

III 


A-O 


ill 
III 


74  l(Ji 
76  661 
76  18 
76  82i 


3-6600 
4-0133 
3-8366 
3-9025 


ei  4& 
63  9 
62  80 
62  47 


1-8722 
1-9868 
1-9311 
1-9546 


36  Sl 

36  14 

37  li 
36  66 


0-7167 
0-70920 
0-7673 
0-7648 


0-830.  - 

36  + 

0-40   - 

0-84  4- 


2-2669 
2-2961 
2-3638 
2-8841 


32-2 
30K) 
31-3 
80-6 


0-6797 
0-6^47 
0-6010 
0-6091 


Mean 


0-01      -     2-8272 


31-0      0-6861 


Corrected  for  difference  0*^-01  - 


80-964 


IN  CHEMICAL  COMBINATIONS. 


229 


Table  X. — ^Experiments  on  the  Heat  evolved  by  the  Standard 
Silver  CoiL    Pile  of  5  cells. 


Mean 
deneotion. 

Oorrected 
tongent. 

Difference  be- 
tween the  me»n 
temperature  of 
the  water  and 
that  of  the  room. 

Square  of  the 
corrected 
tangent. 

Heat  eroWed 

inlO»,indiTi. 

■ions  of  the 

thermometer. 

6§6^J 
63  48 

66  26^ 

67  4i 

1-3820 
1-3731 
1-5160 
1-6620 

1-16  C.  - 
0-26       + 
0-44       - 
1-24      + 

1-9099 
1-8854 
2-2952 

2-4087 

36-3 
37-0 
45-9 
44-4 

Mean 

0-026     -  • 

2-1248 

40-9 

Corrected  for  difference  0°-02o- 

40-869 

The  following  tables  give  the  results  of  the  experiments  for 
ascertaining  the  capacity  for  heat  of  the  jar  of  solution. 


Table  XI. — ^Experiments  on  the  Heat  evolved  by  the  Mer- 
cury Spiral  in  the  jar  of  Solution  of  Sulphate  of  Zinc  used 
in  the  experiments  of  Table  IX.    File  of  5  cells. 


Mean 
deflection. 

Corrected 
tangent. 

Difference  be- 
tween the  mean 

temperature  of 
the  solution  and 
that  of  the  room. 

Sqnare  of  the 
corrected 
tangent. 

Heat  CTolred 

in  10«,  in  diri- 

sions  <  f  the 

el  lii 

60  30 

68  19 

69  18J 

1-8366 
1-7768 
1-6287 
1-6936 

0-48  C.  - 
1-61       + 
0-47       - 
1-11       + 

3-3691 
3-1570 
2-6627 
2-8679 

61-1 
45-6 
42-7 
40-6 

Mean 

0-442    4- 

3-0117 

44-976 

Corrected  for  difference  0^442+ 

45-700 

Corrected  for  capacity    

46-269 
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Table  XII. — ^Experiments  on  the  Heat  evolved  by  the  Mer- 
cury Spiral  in  the  can  of  water  used  in  the  experiments  of 
Table  X.    Pile  of  5  cells.    2  lb.  11  oz.  of  water  in  the  can. 


Mean 
deflection. 

Corrected 
tangent 

Difference  be- 

tween  the  mean 

temperature  of 

the  water  and 

that  of  the  room. 

Square  of  the 
corrected 
tangent. 

Heat  cTolTed  | 

inlO»,indiTi- 

sionaofthe 

60  2l 
60  24 

58  44i 

59  16i 

1-7650 
1-7606 
1-6561 
1-6913 

6-66  0.  - 
1-25       + 
117       - 
0-51       + 

3-1184 
3-1316 
2-7427 
2-8605 

44-4         1 

461 

40-7 
40-4 

1 

Mean 

e-018     - 

2-9633 

42-66 

Corrected  for  difference  0^-018  C.  - 

42-628 

CoiTftcted  for  cAnfinitv 

41-881 

r   — J 

From  the  last  two  tables  we  obtain  for  the  capacity  of  the 
jar  of  solution  used  in  the  experiments  of  Table  IX., 

8-0117    41-881 


2-9633     46-269 


X  1288-7=1180-9. 


From  Tables  IX.  and  X.  we  obtain  for  the  quantity  of  heat 


due  to  -i — ^  X  BC, 


A-B 

40-869     2-3272 


xl288-7=2457°-7; 


23-38      21248 
and  for  the  actual  quantity  of  heat  evolved  during  electrolysis, 
30-984 


23-38 


X  1180-9=  1565^ 


Hence  2457^-7- 1565^=892°-7=the  quantity  of  heat  ab- 
sorbed  in  the  electrolysis  of  a  quantity  of  sulphate  of  zinc 
corresponding  to  0*5861  of  a  gramme  of  zinc. 

The  quantity  of  heat  absorbed  by  the  electrolysis  of  a 
quantity  of  sulphate  of  zinc  corresponding  to  a  gramme  of 
zinc  will  therefore  be  1523^-1. 

The  results  of  two  other  series  of  experiments,  conducted 
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in  precisely  the  same  maimer  as  that  I  have  just  given^  were 
1547°  and  1619°  respectively.  The  mean  of  the  three  results 
is  1568^ 

The  heat  absorbed  by  the  transfer  of  the  sulphuric  acid 
from  the  oxide  of  zinc  to  the  water  was  ascertained  in  the 
following  manner.  A  solution  of  zinc  similar  to  that  em- 
ployed in  the  experiments  was  acidulated  with  about  10 
grammes  of  sulphuric  acid.  7*9  grms.  of  oxide  of  zinc  (pre- 
pared by  igniting  the  carbonate)  were  thrown  into  this  solu- 
tion; and  the  heat  evolved  by  its  union  with  the  free  sul- 
phuric acid  was  carefully  ascertained^  and  properly  corrected 
for  the  influence  of  the  atmosphere.  The  capacity  for  heat 
of  the  jar  of  solution  was  then  ascertained  by  the  method  of 
electrical  currents.  This  being  done^  a  fresh  quantity  of 
oxide  of  zinc  was  thrown  into  the  solution^  and  the  heat 
evolved  again  observed.  The  mean  of  the  two  experiments 
gave  378°  for  the  quantity  of  heat  evolved  by  the  solution  of 
1*242  grm.,  the  quantity  of  oxide  of  zinc  correspondiog  to  a 
gramme  of  zinc. 

1563°- 378°=  1185°= the  quantity  of  heat  absorbed  in  the 
decomposition  of  oxide  of  zinc  into  zinc  and  oxygen  gas^ 
and  whifeh  ought  therefore  to  be  the  quantity  of  heat  evolved 
by  the  combustion  of  a  gramme  of  zinc. 

3rd.  Combustion  of  Hydrogen  Gas, 

The  apparatus  employed  in  the  experiments  on  hydrogen 
is  shown  in  Plate  I.  fig.  65.  a  represents  a  glass  jar  nearly 
fall  of  a  solution  consisting  of  six  parts  of  water  and  one  of 
strong  sulphuric  acid^  and  containing  platinum  electrodes ; 
b  represents  a  glass  tube  for  conveying  the  mixed  gases  to 
the  pnexunatic  trough  c.  The  glass  stirrer  d^  being  inserted 
in  the  small  cork  e,  can^  when  not  in  use^  be  made  perfectly 
tight  by  inserting  the  latter  into  the  large  cork  which  stops 
up  the  mouth  of  the  jar.  A  coating  of  a  viscid  solution  of 
rosin  in  turpentine  was  applied  wherever  it  appeared  neces- 
sary, in  order  to  ensure  perfect  tightness.     The  quantity  of 
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mixed  gases  evolved  was  ascertained  by  the  weight  of  water 
displaced  in  the  bottle/;  and  hence  the  weight  of  liberated 
hydrogen  was  computed  with  the  assistance  of  the  best  tables, 
regard  being  paid  to  the  temperature  of  the  gas^  its  hygro- 
metric  state,  the  barometric  pressure,  &c. 


Table  XIII. — Experiments  on  the  Electrolysis  of  Dilute 
Sulphuric  Acid,  spec.  grav.  1*103.     Pile  of  6  cells. 


Current  A. 


go 
J 


7h  shi 

76  41 
76  67 
76    8 


,11 


Current  B. 


3-4170  5&  26 
3-9429,60  67 
4-341262  0 
4-0608  61  13 


CorrentO. 


1-7020  5§  14 
l-8098'60  31 
1-8906I61  19 
1-829860  60 


§  ^  3  s^ 

UtU 


1-6284 1-30  C- 
1-77800-34  -f 
1-83740-71  + 
1-86     + 


1-8011 


^gXBC. 


2-8897 
3-2658 
3-5492 
3-3382 


a  o 


®  B    ® 


40-6 
37-8 
41-7 
38-8 


§111 


'if-s 


0-03978 
0-04212 
0-04372 
0-04411 


Mean 


0-40     -f 


3-2607 


39-726 


0-04243 


Corrected  for  difference    0^*40+ 


40-381 


Table  XIV. — ^Experiments  on  the  Heat  evolved  by  the 
Standard  Silver  Coil.     Pile  of  5  cells. 


Mean 
deflection. 

Corrected 
tangent 

Difference  be- 
tween the  mean 
temperature  of 

the  water  and 

Sqnare  of  the 
corrected 
tangent 

Feat  erolTed 

inlO">.indivi- 

aioni  of  Uie 

thermometer. 

6&li 
66  40 
66  37 
66  27 

1-6012 
1-4714 
1-4687 
1'6166 

0-25  C- 
1-63     + 
0-63      - 
1-05     -f 

2-2636 
2-1650 
2-1671 
2-2967 

421 
411 
43-4 
41-7 

Mean  .... 

0-46     + 

2-2181 

42-075 

Corrected  for  difference  0°-45+ 

42-642 
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Table  XV. — ^Experiments  on  the  Heat  evolved  by  the  Mer- 
cury Spiral  in  the  jar  of  Dilute  Sulphuric  Acid  used  in  the 
experiments  of  Table  XIII.    Pile  of  5  cells. 


Mean 
deflection. 

Corrected 
tangent 

Difference  be- 
tween the  mean 

temperature  of 
the  solntioQ  and 
that  of  the  room. 

Square  of  the 
corrected 
tangent. 

Heat  eroWed 

inlO«,indi7i- 

sions  of  the 

thermometer. 

60  l8i 
60  89i 
69  84} 
58  52} 

1-7504 
1-7883 
1-7117 
1-6648 

6-46  0.- 
1-69     + 
1-66      - 
0-38     + 

8-0965 
8-1980 
2-9299 
2-7716 

49-9 
460 
46-6 
43-9 

Mean    .... 

0-01      - 

2-9987 

46-6 

Corrected  for  difference    0«>-01- 

46-584 

Oorreeted  for  <»Anftcitv 

47-164 

£-               --^ 

Table  XVI. — ^Experiments  on  the  Heat  evolved  by  the  Mer- 
cury Spiral  in  the  can  of  water  used  in  the  experiments  of 
Table  XIV.  Pile  of  5  cells.  2  lb.  11  oz.  of  water  in  the 
can. 


Mean 
deflection. 

Corrected 
tangent. 

Difference  be- 
tween the  mean 
t4>mperatare  of 
the  water  and 
that  of  the  room. 

Square  of  the 
corrected 
tangent 

Heat  erolved 

in  10-,  in  diri- 

■ions  of  the 

thermometer. 

69^ 

59  46} 
59  10 
59  87} 

1-7168 
1-7266 
1-6841 
1-7151 

6-47  0.- 
1-36     + 
101      - 
0-74     + 

2-9474 
2-9774 
2-8362 
2-9416 

41-9 
42-6 
42-8 
40-5 

Mean    

0152    + 

2-9266 

41-95 

Corrected  for  difference  0°-l52  C.+ 

42-141 

Corrected  for  canacitv 

41-402 

From  the  above  tables  we  obtain  for  tbe  capacity  for  heat 
of  the  jar  of  dilute  sulphuric  acid  used  in  the  experiments  of 
Table  XIII., 


2  9987    41-402 
2-9256    47-164 


X  1288-7=1155; 
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for  the  quantity  of  heat  due  to  -r — ^  x  BC, 

23-38      2-2181^^'^^     ^^^   ^' 

and  for  the  actual  quantity  of  heat  evolved  in  the  electrolysis^ 
40-381 . 


23-38 


xll55  =  1994°-9. 


Hence  3441°-8-1994°-9=1446°-9,  the  quantity  of  heat  ab- 
sorbed during  the  electrolysis  of  a  quantity  of  sulphate  of 
water  corresponding  to  0*04243  of  a  gramme  of  hydrogen. 

The  quantity  of  heat  absorbed  by  the  electrolysis  of  a 
quantity  of  sulphate  of  water  corresponding  to  a  gramme  of 
hydrogen  will  therefore  be  34101^. 

Two  other  series  of  experiments  conducted  in  precisely  the 
same  manner^  excepting  that  in  the  former  of  the  two  the 
capacity  for  heat  of  the  jar  of  dilute  acid  was  obtained  by  the 
method  of  mixtures,  gave  34212°  and  32358°  respectively  as 
the  heat  absorbed  per  gramme  of  hydrogen  liberated.  Tlie 
mean  of  the  three  results  is  33557°. 

A  small  portion  of  this  quantity  of  heat  absorbed  is  that 
due  to  the  removal  of  water  from  the  dilute  acid ;  but  the 
correction  on  this  account  is  so  exceedingly  small  as  to  be 
hardly  worth  applying.  Subtracting  4°,  however,  on  this 
account,  we  obtain  33563°  as  the  quantity  of  heat  absorbed 
during  the  electrolysis  of  water,  which  ought  therefore  to  be 
equal  to  the  quantity  of  heat  evolved  by  the  combustion  of  a 
gramme  of  hydrogen  gas. 


8.  By  the  inverse  method  of  electrical  currents,  then,  we 
have  found  that  the  quantities  of  heat  evolved  by  the  com- 
bustion of  copper,  zinc,  and  hydrogen  are  respectively  594°, 
1185°,  and  38553°.  These  quantities  agree  so  well  with  the 
results  obtained  by  Dulong,  that  1  think  I  may  assume  that 
the  principles  admitted  in  this  paper  are  demonstrated  suffi- 
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ciently  to  justify  me  in  making  them  the  basis  of  a  few  con- 
cluding observations. 

The  fact  that  the  heat  evolved  in  a  given  time  by  a  me- 
tallic wire  is  proportional  to  the  square  of  the  quantity  of 
transmitted  electricity^  proves  that  the  action  of  the  current 
is  of  a  strictly  mechanical  character ;  for  the  force  exerted  by 
a  fluid  impinging  against  a  solid  body  obeys  the  same  law. 
Now  I  have  shown  in  previous  papers*,  that  when  the  tem- 
perature of  a  gramme  of  water  is  increased  by  1°  Centigrade, 
a  quantity  of  vis  viva  is  communicated  to  its  particles  equal 
to  that  acquired  by  a  weight  of  448  grammes  after  falUng 
from  the  perpendicular  height  of  one  metre.  Hence  the  me- 
chanical force  of  a  voltaic  pile  may  be  calculated  from  the 
heat  which  it  evolves. 

Hence  also  may  the  absolute  force  with  which  bodies  enter 
into  chemical  combination  be  estimated  by  the  quantity  of 
heat  evolved.  Thus,  from  the  data  already  given,  the  vis 
viva  developed  by  the  combustion  of  a  gramme  of  copper,  a 
gramme  of  zinc,  and  a  gramme  of  hydrogen  will  be  respec- 
tively equivalent  to  the  vis  viva  possessed  by  weights  of 
266112,  530880,  and  15031744  grammes,  after  falling  from 
the  perpendicular  height  of  one  metre. 


On  the  Effects  of  Magnetism  upon  the  Dirtiensions  of 
Iron  and  Steel  Bars.    By  James  P.  Joule  f. 

['  Philosophical  Magazine,'  ser.  3.  vol.  xxx.  pp.  76,  226.] 

About  the  close  of  the  year  1841  Mr.  F.  D.  Arstall,  an  in- 
genious mechanist  of  Manchester,  suggested  to  me  a  new 
form  of  electro-magnetic  engine.  He  was  of  opinion  that  a 
bar  of  iron  experienced  an  increase  of  bulk  by  receiving  the 

*  Philosophical  Magazine,  ser.  8.  vol.  xxyiii.  p.  206. 
t  The  experiments  were  made  at  Oak  Field,  Whalley  Range,  near 
Manchester. 
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magnetic  condition,  and  that,  by  reversing  its  polarity 
rapidly  by  means  of  alternating  currents  of  electricity,  an 
available  and  useful  motive  power  might  be  realized.  At 
Mr.  ArstalPs  request  I  undertook  some  experiments  in  order 
to  decide  how  far  his  notions  were  well  founded. 

The  results  of  my  inquiries  were  brought  before  the  public 
on  the  occasion  of  a  conversazione  held  at  the  Royal  Victoria 
Gallery  of  Manchester  on  the  16th  of  February,  1842,  and 
are  printed  in  the  8th  vol.  of  Sturgeon's  '  Annals  of  Elec- 
tricity,' p.  219.  In  this  lecture  I  made  evident  the  fact  that 
an  increase  of  length  of  a  bar  of  iron  was  produced  by  magne- 
tizing it.  I  also  stated  my  reasons  for  believing  that  whilst 
the  bar  was  increased  in  length  by  the  magnetic  influence,  it 
experienced  a  contraction  at  right  angles  to  the  magnetic 
axis,  so  as  to  prevent  any  change  taking  place  in  the  bulk  of 
the  bar.  I  intended  as  soon  as  possible  to  bring  this  con- 
jecture to  the  test  of  experiment,  and  I  prepared  some  appa- 
ratus for  the  purpose ;  but,  owing  to  other  occupations,  I  was 
obliged  to  relinquish  the  experiments  until  the  beginning  of 
the  summer  of  1846.  In  the  meantime  the  inquiry  has  been 
taken  up  by  De  la  Rive,  Matteucci,  Wertheim,  Wartmann, 
Marrian,  Beatson,  and  othei*s,  whose  ingenious  experiments 
have  invested  the  subject  with  additional  interest.  The  re- 
searches of  Beatson  have  taken  a  similar  direction  to  my  own; 
and  he  appears  also  to  have  employed  a  somewhat  similar 
apparatus  to  that  which  I  shall  presently  describe.  I  have 
confirmed  several  of  the  results  at  w^hich  this  gentleman  has 
arrived,  and  have  added  new  facts,  which  I  hope  will  throw 
further  light  on  this  rather  obscure  department  of  physics. 

In  order  to  ascertain  how  far  my  opinion  as  to  the  in- 
variability of  the  bulk  of  a  bar  of  iron  under  magnetic  in- 
fluence was  well  founded,  I  devised  the  following  apparatus : 
— ^Ten  copper  wires,  each  110  yards  long  and  ^  of  an  inch 
in  diameter,  were  bound  together  by  tape,  so  as  to  form  a 
good  and  at  the  same  time  very  flexible  conductor.  The 
bundle  of  wires  thus  formed  was  coiled  upon  a  glass  tube,  40 
inches  long  and  an  inch  and  a  half  in  diameter.  One  end  of 
the  tube  was  hermetically  sealed ;  and  the  other  end  was  far- 
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nished  with  an  accurately  ground  glass  stopper,  which  was 
itself  perforated  with  a  round  orifice^  into  which  a  graduated 
capillary  tube  could  be  inserted.  In  making  the  experiments 
a  bar  of  annealed  iron^  one  yard  long  and  half  an  inch  square 
section^  was  placed  in  the  tube,  which  was  then  filled  up  with 
water.  The  stopper  was  then  adjusted,  and  the  capillary  tube 
inserted  so  as  to  force  the  water  to  a  convenient  height  with- 
in it. 

The  bulk  of  the  iron  bar  was  4,500,000  times  that  of  each 
division  of  the  graduated  tube ;  consequently  a  very  minute 
expansion  of  the  former  would  have  produced  a  perceptible 
motion  of  the  water  in  the  capillary  tube ;  but  on  connecting 
the  coil  with  a  Daniell's  battery  of  five  to  six  large  jars,  which 
was  quite  equal  to  saturate  the  iron,  no  perceptible  eflfect  was 
produced  either  by  making  or  breaking  contact,  whether  the 
water  was  stationary  in  the  capillary  tube,  or  gradually  rising 
or  falling  from  a  change  of  temperature.  Now,  had  the 
usual  increase  of  length  been  unaccompanied  by  a  correspond- 
ing diminution  of  the  diameter  of  the  bar,  the  water  would 
have  been  forced  through  twenty  divisions  of  the  capillary 
tube  every  time  that  contact  was  made  with  the  battery. 

Having  thus  ascertained  that  the  bulk  of  the  iron  bar  was 
invariable,  I  proceeded  to  repeat  my  first  experiments  with 
a  more  delicate  apparatus,  in  order,  by  a  more  careful  inves- 
tigation of  the  laws  of  the  increment  of  length,  to  ascend  to 
the  probable  cause  of  the  phenomenon. 

A  glass  tube  coiled  with  wire  similar  to  that  already  de- 
scribed was  fixed  vertically  in  a  wooden  frame.  When  a 
bar  of  iron,  one  yard  long,  was  introduced  so  as  to  rest  on 
the  sealed  end,  the  coil  at  either  end  extended  an  inch  beyond 
the  bar.  The  apparatus  for  observing  the  increment  of 
length  consisted  of  two  levers  of  the  first  order,  and  a  power- 
fill  microscope  situated  at  the  extremity  of  the  second  lever. 
These  levers  were  furnished  with  brass  knife-edges  resting 
upon  glass.  The  connexion  between  the  upper  extremity  of 
the  bar  under  examination  and  the  first  lever,  and  that  be- 
tween the  two  levers,  were  established  by  means  of  exceed- 
ingly fine^  platinum  wires. 
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The  first  lever  multiplied  the  motion  of  the  extremity  of 
the  bar  7*8  times,  the  second  multiplied  the  motion  of  the 
first  8  times,  and  the  microscope  was  furnished  with  a  micro- 
meter divided  into  parts,  each  corresponding  to  ^^SJ5  ^^  ^^ 
inch.  Consequently  each  division  of  the  micrometer  passed 
over  by  the  index  indicated  an  increment  of  the  length  of 
the  bar  amounting  to  jgg^  of  an  inch. 

The  quantities  of  electricity  passing  through  the  coil  were 
measured  by  a  tangent  galvanometer  consisting  of  a  circle 
of  thick  copper  wire  one  foot  in  diameter,  and  a  needle 
half  an  inch  long,  furnished  with  a  suitable  index. 

The  quantities  of  magnetic  polarity  communicated  to  the 
iron  bar  were  measured  by  a  magnet  18  inches  long,  sus- 
pended as  a  balance-beam  at  the  distance  of  one  foot  from 
the  centre  of  the  coil.  This  magnetic  bar  was  furnished  with 
scales  in  the  manner  of  an  ordinary  balance,  and  the  weight 
required  to  bring  it  to  a  horizontal  position  indicated  the  in- 
tensity of  the  magnetism  of  the  iron  bar  under  examination. 

After  a  few  preliminary  trials,  a  great  advantage  was 
found  to  result  from  filling  the  tube  with  water.  The  eflfect 
of  the  water  was,  as  De  la  Rive  had  already  remarked,  to  pre- 
vent the  sound.  It  also  checked  the  oscillations  of  the  index, 
and  had  an  important  advantage  in  preventing  any  consi- 
derable irregularities  in  the  temperature  of  the  bar. 

The  first  experiment  which  I  shall  record  was  made  with  a 
bar  consisting  of  two  pieces  of  very  well-annealed  rectangular 
iron  wire,  each  one  yard  long,  a  quarter  of  an  inch  broad, 
and  about  one  eighth  of  an  inch  thick. 

The  pieces  were  fastened  together  so  as  to  form  a  bar  of 
nearly  a  quarter  of  an  inch  square.  The  coil  was  placed  in 
connexion  with  a  single  constant  cell,  the  resistance  being 
further  increased  by  the  addition  of  a  few  feet  of  fine  wire. 
The  instant  that  the  circuit  was  closed,  the  index  passed  over 
one  division  of  the  micrometer.  The  needle  of  the  galvano- 
meter was  then  observed  to  stand  at  7°  2(y,  while  the  mag- 
netic balance  required  0*52  of  a  grain  to  bring  it  to  an  equi- 
librium. It  had  been  found  by  experiments  made  for  the 
purpose  that  the  coil  alone,  when  traversed  by  a  current  of  the 
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same  intensity^  was  capable  of  exerting  a  force  of  0*03  grain 
on  the  balance ;  consequently  the  magnetic  intensity  of  the 
bar  was  represented  by  0*49  grain.  On  breaking  the  circuit 
the  index  was  observed  to  retire  0*3  of  a  division,  leaving  a 
permanent  elongation  of  0*7  and  a  permanent  polarity  of  0*42 
of  a  grain.  More  powerful  currents  were  then  used,  and  the 
observations  repeated  as  before,  with  the  results  tabulated 
below.  The  numbers  in  the  2nd  and  last  columns  are  multi- 
plied by  1000. 

Experiment  1. 


Square  of 

of 

Tangent 

of 
deflection. 

Elongation 
or  shorten- 
ingofthe 

Total 
elongation. 

Magnetic 
intensity 
of  the  bar. 

magnetic 
intensity 
dirided 
by  total 
elongation. 

-  ?26 

128 

10  E 

10 

-0-49 

240 

0 

0 

0-3  S 

0-7 

-0-42 

252 

-  9  30 

167 

2-9  E 

3-6 

-0-93 

240 

0 

0 

1-2  S 

2-4 

-0-74 

228 

-14  48 

264 

6-9  E 

8-3 

-1-42 

243 

0 

0 

3-8  S 

4-6 

-1-00 

222 

-23  10 

428 

10-3  E 

14-8 

-1-87 

236 

0 

0 

7-6  S 

7-2 

-1-26 

220 

-47  2o 

1088 

161  E 

23-3 

-2-22 

211 

0 

0 

13-9  S 

9-4 

,-1-36 

194 

-68  60 

ia53 

14-8  E 

24-2 

-2-21 

202 

0 

0 

13-3  S 

10-9 

-1-36 

168 

The  electric  current  was  now,  in  continuation  of  Experi- 
ment 1,  transmitted  in  the  +  or  contrary  direction,  so  as  first 
to  remove  the  polarity  acquired  by  the  —  current,  and  then  to 
induce  the  opposite  polarity.  The  total  elongation  in  the 
fourth  column  is  that  of  the  bar  in  its  original  condition  at 
the  commencement  of  the  first  Table. 

The  next  series  of  results,  recorded  under  the  head  Expe- 
riment 2,  was  obtained  with  a  fresh  bar,  of  exactly  the  same 
size  and  temper  as  the  preceding.  To  avoid  an  unnecessary 
occupation  of  space,  I  omit  a  fresh  heading  to  the  table  when 
the  direction  of  current  is  changed,  simply  designating  the 
commencement  of  the  fresh  condition  by  ruling  a  line. 
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Experiment  1 

{continued^. 

Deflection 

of 

galranometer. 

T.y»t 

Eloncation 
or  shorten- 
ing of  the 
bar. 

Total 

intensity 
of  the  bar. 

Bqoareof 

int^^ 

dividea 

by  total 

elongation. 

+  hl6 

0 
+  9  56 

0 
+16  40 

0 
+38  46 

0 
+51  30 

0 

109 

0 
175 

0 
280 

0 
802 

0 
1257 

0 

3-4  S 
0 

0-1  E 

1-0  S 

3-7  E 

40  S 

16-8  E 

14-5  S 

16-7  E 

16-3  S 

7-5 
7-6 
7-6 
6-6 

10-3 
6-3 

23-1 
8-6 

26-3 
9-0 

-012 
-017 
+0-67 
+0-25 
+1-30 
+078 
+2-30 
+112 
+2-36 
+1-06 

2 

4 

43 

9 

164 

97 

229 

148 

218 

122 

Experiment  2. 


Deflection 
of 

Tangent 

of 
deflection. 

Elongation 
or  shorten- 
ing of  the 
bar. 

Total 
elongation. 

Magnetic 
intensity 
of  the  bar. 

Square  of 
magnetic 
intensity 
divided 
by  total 
elongation. 

e      / 

+  60 

0 
+  8  27 

0 
+13  27 

0 
+33  50 

0 
+63  60 

0 

87 

0 
148 

0 
239 

0 
670 

0 
1368 

0 

01  E 
0 

1-9E 

1-0  s 

6-8  E 

31  S 

18-8  E 

14-3  S 

190  E 

17-1  S 

01 

01 

20 

1-0 

6-8 

37 

22-6 

8-2 

27-2 

10-1 

+0-08 
+003 
+060 
+0-30 
+M6 
+0C9 
+2-20 
+101 
+2-32 
+103 

64 

9 

126 

90 
198 
129 
216 
124 
198 
106 

-  7    6 

0 
-66  10 

0 

124 

0 

1437 

0 

2-0  S 

0-1  S 

20-0  E 

14-6  S 

81 

8-0 

28-0 

13-4 

-016 
-007 
-2-20 
-1-39 

3 

0 

173 

144 

The  next  experiment  was  with  a  bar  of  well-annealed  iron, 
one  yard  long  and  about  half  an  inch  square.  Its  weight 
was  45^  oz.  I  have  introduced  an  additional  column  into 
the  Table,  in  which  the  magnetic  intensity  is  reduced  to  the 
section  of  the  former  bars,  the  weight  of  each  of  which  was 
8  oz. 
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Deflection 

Tangent 

Elongation 
or  ahorten- 
ingofthe 

Total 

Magnetic 

Bedneed 

Square  of  re- 
duced magne- 

of 
galtanometer. 

of 

intensitj. 

magnetio 
intensity. 

tio  intentitj 
divided  by 

elongation. 

+  6  16 

90 

0-4  E 

0-4 

+  M8 

+0-21 

110 

0 

0 

01  S 

0-3 

+  0-46 

+0-08 

21 

+  82 

141 

07  E 

10 

+  1-82 

+0-32 

102 

0 

0 

0-2  S 

0-8 

+  0-67 

+0-12 

18 

+14  43 

262 

20  E 

2-8 

+  410 

+0-72 

186 

0 

0 

10  S 

1-8 

+  0-90 

+0-16 

14 

+40    8 

840 

120  E 

13-8 

+  11-08 

+1-96 

276 

0 

0 

8-4  S 

6-4 

+  1-20 

+0-21 

8 

+64    0 

1376 

13-8  E 

19-2 

+13-63 

+2-38 

296 

0 

0 

12-0  S 

7-2 

+  1-20 

+0-21 

6 

+62    6 

1887 

14-4  E 

21-6 

+14-13 

+2-48 

286 

0 

0 

13-5  S 

81 

+  1-20 

+0-21 

6 

-  6  30 

114 

1-2  S 

6-9 

-  0-7 

-0-12 

2 

0 

0 

0 

69 

-  03 

-0-05 

0 

-14  26 

257 

0-7  E 

7-6 

-  3-8 

-0-67 

69 

0 

0 

1-3  S 

6-3 

-  116 

-0-2 

7 

-41  16 

877 

11-0  E 

17-3 

-11-33 

-1-99 

229 

0 

0 

8-8  S 

8-5 

-  1-5 

-0-26 

8 

-62  45 

1941 

16-0  E 

24-6 

-13-71 

-2-41 

237 

0 

0 

130  S 

11-6 

-  1-65 

-0-27 

6 
0 

+  635 

98 

0-8  S 

10-7 

+  016 

+0-03 

0 

0 

0 

10-7 

-  0-40 

-0-07 

0 

+  90 

158 

0-2  S 

10-5 

+  1-17 

+0-21 

4 

0 

0 

0-2  S 

10-3 

+  0-15 

+003 

0 

+  14  20 

265 

0-3  E 

10-6 

+  3-30 

+0-68 

32 

0 

0 

1-2  S 

9-4 

+  0-50 

+0-09 

1 

+24  46 

461 

3-3  E 

12-7 

+  7-16 

+1-26 

126 

0 

0 

3-4  S 

9-3 

+  0-82 

+014 

2 

+39  60 

834 

9-6  E 

18-9 

+11-43 

+2-01 

214 

0 

0 

80S 

10-9 

+  0-95 

+0-17 

2 

+64  16 

1389 

12-6  E 

23-6 

+13-47 

+2-37 

239 

0 

0 

11-6  S 

11-9 

+  1-0 

+0-18 

3 

+60  46 

1785 

13-2  E 

261 

+13-84 

+2-43 

235 

0 

0 

12-4  S 

12-7 

+  1-0 

+0-18 

3 

-  7  13 

127 

10  S 

11-7 

-  1-13 

-0-2 

3 

0 

0 

01  S 

11-6 

-  0-50 

-0-09 

1 

-10  26 

184 

0 

11-6 

-  2-16 

-0-38 

12 

0 

0 

0-2  S 

11-4 

-  1-0 

-0-18 

3 

-15  67 

286 

0-6  E 

11-9 

-  4-14 

-0-73 

45 

0 

0 

MS 

10-8 

-  1-25 

-0-22 

4 

-26    0 

488 

3-6  E 

14-3 

-  7-46 

-1-31 

120 

0 

0 

3-2  S 

111 

-  1-50 

-0-26 

6 

-40  65 

867 

9-6  E 

20-7 

-11-48 

-2-02 

197 

0 

0 

80S 

12-7 

-  1-70 

-0-3 

7 

-62  48 

1946 

14-6  E 

27-3 

-13-76 

-2-42 

214 

0 

0 

130  S 

14-3 

-  1-73 

-0-3 

6 

^ 
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From  the  last  colamn  of  each  of  the  preceding  tables  we 
may^  I  thinks  safely  infer  that  /Ae  elongation  is  in  the  dupli' 
cate  ratio  of  the  magnetic  intensity  of  the  bar,  both  when  the 
magnetism  is  maintained  by  the  influence  of  the  coil^  and,  in 
the  case  of  the  permanent  magnetism^  after  the  current  has 
been  cut  oflf.  The  discrepancies  observable  will,  I  think,  be 
satisfactorily  accounted  for  when  we  consider  the  nature  of  the 
magnetic  actions  taking  place.  When  a  bar  experiences  the 
inductive  influence  of  a  coil  traversed  by  an  electrical  current, 
the  particles  near  its  aiis  do  not  receive  as  much  polarity  as 
those  near  its  surface,  because  the  former  have  to  withstand 
the  opposing  inductive  influence  of  a  greater  number  of 
magnetic  particles  than  the  latter.  This  effect  will  be  dimi- 
nished in  the  extent  of  its  manifestation  with  an  increase  of 
the  electrical  force,  and  will  finally  disappear  when  the  current 
is  sufficiently  powerful  to  saturate  the  iron.  Again,  when 
the  iron,  after  having  been  magnetized  by  the  coil,  is  aban- 
doned to  its  own  retentive  powers  by  cutting  off  the  electrical 
current,  the  magnetism  of  the  interior  particles  will  suffer  a 
greater  amount  of  deterioration  than  that  of  the  exterior 
particles.  The  polarity  of  the  former  may  indeed  be  some- 
times actually  reversed,  as  Dr.  Scoresby  found  it  to  be  in 
some  extensive  combinations  of  steel  bars.  Now  whenever 
such  influences  as  these  occur,  so  as  to  make  the  different 
parts  of  the  bar  magnetic  in  various  degrees,  the  elongation 
will  necessarily  bear  a  greater  proportion  to  the  square  of  the 
magnetic  intensity  measured  by  the  balance  than  would  other- 
wise be  the  case. 

For  similar  causes  the  interior  of  the  bar  will  in  general 
receive  the  neutralization  and  reversal  of  its  polarity  before 
the  exterior ;  and  hence  we  see  in  the  tables  that  there  is  a 
considerable  elongation  of  the  bar  after  the  reversal  of  the 
current,  even  when  the  effect  upon  the  balance  has  become 
imperceptible  owing  to  the  opposite  effects  of  the  interior 
and  exterior  magnetic  particles. 

The  bars  employed  in  the  preceding  experiments  were  an- 
nealed as  perfectly  as  possible.  The  next  series  was  made 
with  a  bar  of  the  same  dimensions  and  quality  as  the  bars 
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employed  in  Experiments  1  and  2,  excepting  that  it  was  not 
annealed. 

Experiment  4. 


^ 

Sqnareof 

of 
galTanometer. 

Tanynt 
deflection. 

Elongation 
or  shorten- 

Total 
elongation. 

Magnetic 
intensity 
of  the  bar. 

magnetic 
intenaitr 
divided 
bj  total 
elongation. 

4-  5  20 

164 

0-2  E 

0-2 

+0-16 

112 

0 

0 

0 

0-2 

+0-08 

32 

+16  20 

274 

0-9  E 

11 

4- 0-60 

227 

0 

0 

0-7  S 

0-4 

+0-33 

272 

+38  32 

796 

7-1  E 

7-6 

+1-36 

247 

0 

0 

6-2  S 

2-3 

+0-8 

278 

+60  30 

1213 

10-2  E 

12-6 

+1-76 

247 

0 

0 

9-6  S 

2-9 

+0-97 

324 

+67  40 

1680 

130  E 

16-9 

+1-94 

236 

0 

0 

11-8  8 

4-1 

+10 

244 

+62  20 

1907 

140  E 

18-1 

+210 

243 

0 

0 

14-0  S 

4-1 

+1-01 

249 

-  6  60 

120 

1-2  S 

2-9 

+0-58 

116 

0 

0 

0 

2-9 

+0-65 

146 

-10  36 

168 

0-4  S 

2-6 

+0-21 

17 

0 

0 

0 

2-6 

+0-36 

49 

-14  67 

267 

0 

2-6 

-0-3 

36 

0 

0 

0-2  S 

2-3 

-0-13 

7 

-40  10 

844 

6-7  E 

80 

-1-36 

231 

0 

0 

4-6  S 

3-4 

-0-88 

228 

-63  30 

1361 

100  E 

13-4 

-1-7 

216 

0 

0 

9-6  S 

3-9 

-0-96 

231 

+  9  27 

166 

1-3  S 

2-6 

-0-36 

60 

0 

0 

01  E 

2-7 

-0-4 

69 

+22  30 

414 

0-1  S 

2-6 

+0-38 

66 

0 

0 

0 

2-6 

+0-22 

18 

+38  27 

794. 

4-9  E 

7-6 

+1-6 

300 

0 

0 

4-6  S 

2-9 

+0-97 

324 

In  the  foregoing  series  the  discrepancies  before  adverted 
to  do  not  make  their  appearance  to  any  considerable  extent 
except  in  the  case  of  the  reversal  of  the  magnetic  polarity. 
Taken  altogether,  the  series  is  strikingly  confirmatory  of  the 
law  of  elongation  already  announced. 

The  next  series  of  observations  was  obtained  with  a  piece 
of  soft  steel  wire  one  yard  long  and  a  quarter  of  an  inch  in 
diameter.     Its  weight  was  exactly  8  oz. 

r2 


244 


EFFECTS  OF  MAGNETISM  UPON  THE 


Experiment  5. 


Sqnareof 

Tuigent 

Elongation 
or  shorten- 

Total 

Magnetio 

intendtr 
divided 
bj  total 

of 
galvanometer. 

of 

ing^the 

elongation. 

intensity 
of  the  bar. 

+88  16 

786 

1*4  E 

1-4 

+0-94 

681 

0 

0 

0-6  S 

0-8 

+0-66 

628 

+60  46 

1224 

2-8  E 

se 

+1-48 

668 

0 

0 

1-8  S 

1-8 

+0-98 

688 

+60  26 

1761 

8-8  E 

6-6 

+1-71 

621 

0 

0 

8-1  S 

2-6 

+112 

602 

+67  60 

2464 

6-0  E 

7-5 

+1-88 

471 

0 

0 

4-6  S 

80 

+1-28 

604 

+69  20 

2661 

6-6  E 

8-6 

+1-97 

466 

0 

0 

4-6  S 

40 

+1-28 

409 

-41  40 

890 

1-8  S 

2-7 

-.0-76 

214 

0 

0 

1-0  S 

1-7 

-0-86 

72 

Experiments  6  and  7  were  made  with  firesh  steel  bars, 
similar  in  every  respect  to  that  used  in  Experiment  5. 


Experiment  6. 


of 

Tanjent 
deflection. 

orihorten- 
ingoftbe 

Total 
elongation. 

Magnetio 
intenntr 
ofthebiir. 

eqnareof 
magnetio 
intendtj 
divided 
bj  total 

+88  26 

0 
+60  60 

0 
+70  80 

0 

798 
0 

1792 
0 

2824 
0 

0-8  E 
0-6  S 
6-2  E 
8-4  S 
7-0  E 
6-8  S 

0-8 
0-8 
6-6 

21 
91 
8-8 

+0-78 

+0-46 

+1-6 

+0-99 

+1-88 

+M6 

760 
706 

466 
467 
888 
408    ' 

-16  28 

0 
-88  60 

0 

296 
0 

806 
0 

1-8  8 
0-2  S 

0 
0-8  8 

1-6 
1-8 
1-8 
10 

+0-82 
+0-94 
-0-64 
-0-83 

448 
680 
816 
108 
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DcfleetUm 

of 

galvuKunater. 

T«Hpt 

Elongation 
orahorten- 
ingofthe 

Total 

Magnetio 
intendty 
of  the  bar. 

Square  of 
magnetio 
Intonsitr 
diiided 
b  J  total 
elongation. 

+S8  26 

0 
+61  5 

0 
+69  55 

0 

790 
0 

1810 
0 

2736 
0 

1-4  E 
0-7  S 
6-3  E 
8-2  S 
4-7  E 
4-6  S 

1-4 
0-7 
60 
2-8 
7-5 
80 

+0-74 

+0-46 

+1-64 

+107 

+1-9 

+1-2 

391 
302 
448 
409 
481 
480 

-26  40 
0 

502 
0 

30  S 
0-2  8 

0 
-0-2 

+0-2 
+0-32 

The  uniformity  of  the  numbers  in  the  last  columns  of  the 
preceding  tables  shows  that^  where  the  metal  possesses  a  con- 
siderable retentive  power^  the  anomalies  occasioned  by  the 
reaction  of  the  magnetic  particles  upon  one  another^  which 
have  been  already  adverted  to^  do  not  exist  to  any  consider- 
able extent.  Hence  we  have  an  additional  confirmation  of 
the  law  above  stated^  viz.  that  the  elongation  is  proportional, 
in  a  given  bar,  to  the  square  of  the  magnetic  intensity. 

I  now  made  trial  of  a  bar  of  steel  one  yard  long^  half  an 


Experiment  8. 

Bqnareof 

rednoed 

Tanjent 
deflection. 

Elongation 
or  tborten- 

Total 

Mygnetlo 

Bednoed 

magnetio 
inteneitr 
dirided 
bj  total 

of 

in^ftbe 

elongation. 

intentity 
ofthebM. 

magnetio 
intenaitj. 

+88  6 

810 

0 

0 

+  1-11 

+0-38 

0 

0 

0-2  E 

0-2 

+1-36 

+0-47 

1104 

+52  85 

1807 

0-8  E 

10 

+409 

+142 

2016 

0 

0 

0-8  E 

1-3 

+2-85 

+0-99 

754 

+60  15 

1760 

0-6  E 

1-8 

+610 

+1-77 

1740 

0 

0 

01  E 

1-9 

+3-62 

+1-22 

788 

+69  45 

2710 

0-6  E 

2-5 

+5-91 

+206 

1697 

0 

0 

02  E 

2-7 

+4-2 

+1-46 

790 

-41  15 

877 

1-6  S 

1-1 

-0-43 

-016 

20 

0 

0 

01  E 

1-2 

+0-86 

+012 

12 

-56    5 

1487 

1-4  E 

2-6 

-3-9 

-1-36 

711 

0 

0 

0-1  E 

2-7 

-2-63 

-0-91 

807 
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inch  broad^  and  a  quarter  of  an  incli  thick^  weighing  23  oz. 
It  was  hardened  considerably  throughout  its  entire  length, 
but  not  to  such  a  degree  as  to  enable  it  completely  to  resist 
the  action  of  the  file. 

In  the  above  table  it  will  be  observed  that  the  steel  bar 
was  slightly  increased  in  length  every  time  that  contact  with 
the  battery  was  broken,  although  a  considerable  diminution 
of  the  magnetism  of  the  bar  took  place  at  the  same  time.  I 
am  disposed  to  attribute  this  effect  to  the  state  of  tension  in 
the  hardened  steel,  for  I  find  that  soft  iron  wire  presents  a 
similar  phenomenon  when  stretched  tightly. 

On  inspecting  the  tables,  it  will  be  remarked  that  the 
elongation  is,  for  the  same  magnetic  intensity,  greater  in 
proportion  to  the  softness  of  the  metal.  It  is  greatest  of  all 
in  the  well-annealed  iron  bars,  and  least  in  the  hardened. 
This  circumstance  appears  to  me  to  favour  the  hypothesis 
that  the  phenomena  are  produced  by  the  attractions  taking 
place  between  the  magnetic  particles  of  the  bars ;  an  hypo- 
thesis in  perfect  accordance  with  the  law  of  elongation  which 
I  have  pointed  out. 


Part  II. 

With  a  view  to  ascertain  whether  the  lengthening  effects 
observed  in  the  experiments  detailed  in  the  First  Part  of  this 
paper  were  entirely  independent  of  the  diameter  of  the  bars, 
I  made  an  extensive  series  of  experiments,  in  which  fine  wires, 
both  of  iron  and  steel,  bundles  of  very  fine  iron  wires,  chains 
composed  of  copper  and  iron  links,  &c.  were  employed.  In 
order  to  keep  these  flexible  articles  exactly  in  the  axis  of  the 
coil^  a  weight  was  placed  upon  the  system  of  levers  so  as  to 
stretch  them  with  a  force  of  about  eight  ounces. 

The  results  of  the  experiments  in  which  wire  ^  of  aa 
inch  thickness  was  employed  accorded  very  well  with  the 
previous  experiments  made  with  thicker  bars;  but  on  em- 
ploying iron  wire  which  was  only  j^  of  an  inch  thick,  the 
phenomena  assumed  quite  a  different  character,  for  on  trans- 
mitting  the  current  through  the  coil,  the  length  of  the  wire 
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became  saddenly  diminished  instead  of  being  increased.  This 
phenomenon  appeared  to  me  exceedingly  anomalous^  and  it 
was  some  time  before  I  found  out  its  cause.  At  last^  think- 
ing that  the  wire  was  attracted  hj  the  coil,  I  varied  its  posi- 
tion from  the  centre  to  either  side^  and  increased  the  amount 
of  its  tension.  The  former  of  these  operations  produced  no 
sensible  effect ;  but  the  increase  of  tension  caused  the  shorten- 
ing effect  to  be  considerably  augmented.  It  became  manifest^ 
therefore^  that  the  weight  of  eight  ounces,  acting  upon  a  very 
fine  wire,  produced  the  anomalies  in  question.  This  was 
further  shown  to  be  the  case  by  diminishing  the  tension  as 
far  as  possible.  I  then  found  that  the  phenomenon  of  elon- 
gation took  place  as  in  the  case  of  the  iron  bars,  only  to  a 
smaller  extent,  which  was  obviously  owing  to  the  degree  of 
tension  necessarily  left  in  order  to  keep  the  wire  in  the  axis 
of  the  coil. 

Fig.  67.    Scale  y'l. 


The  new  field  of  inquiry  thus  opened  appeared  to  me  to  be 
one  of  great  importance,  and  calculated  eventually  to  become 
the  means  of  throwing  a  great  deal  of  light  upon  some  of  the 
most  interesting  questions  connected  with  molecular  actions 
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and  the  real  character  of  magnetism.    I  therefore  constructed 
an  apparatus  whereby  the  effects  of  tension  and  pressure  also 
might  be  studied.     This  apparatus,  which  is  represented  by 
the  foregoing  fig.  67,  consists  of  a  strong  wooden  lever  A, 
furnished  with  a  hard  steel   knife-edge  at  K,  which  rests 
against  a  hard  steel  plate  held  between  the  supports  D,  D.    At 
the  distance  of  one  foot  from  the  knife-edge  a  brass  plate  is 
let  into  the  lever,  into  which  a  piece  of  iron  or  steel  wire,  one 
quarter  of  an  inch  in  diameter,  can  be  screwed ;  the  upper 
end  of  the  wire  can  also  be  screwed  into  a  brass  bolt,  the 
head  of  which  rests  upon  the  cross-piece  S.    Weights  can  be 
placed  on  the  lever  at  W  to  increase  the  tension.     The  mag- 
netic balance,  consisting  of  a  bar  magnet  eight  inches  long, 
properly  furnished  with  scales,  is  situated  at  B.  .The  further 
extremity  of  the  lever  is  connected  with  a  fine  lever  multiply- 
ing eight  times,  the  index  of  which  is  examined  by  the  micro- 
scope employed  in  the  first-described  experiments.     Each 
division  of  the  micrometer  passed  over  by  the  index  indicates 
an  elongation  of  the  wire  under  examination  equal  to  150^0 
of  an  inch. 

When  pressure  instead  of  tension  is  employed,  a  pillar  of 
iron  or  steel  wire,  one  quarter  of  an  inch  in  diameter,  is  placed 
at  C,  so  as  to  support  the  weight  of  the  lever;  its  ends,  made 
perfectly  square,  abut  upon  flat  plates  of  copper  or  brass. 

Every  precaution  that  I  could  think  of  was  taken  in  order 
to  give  accuracy  to  the  results.  In  particular  I  may  mention 
that  the  coil  was  not  permitted  to  be  in  contact  with  either 
the  wire  under  examination,  the  lever,  or  any  other  part  of 
the  apparatus  to  which  it  might  communicate  motion  through 
the  change  of  its  own  molecular  condition  in  consequence  of 
the  passage  of  the  electrical  current.  In  spite  of  these  pre- 
cautions the  experiments  were  very  troublesome,  owing  to 
the  almost  incessant  vibrations  of  the  index.  Although  my 
laboratory  is  situated  quite  out  of  the  town,  and  detached 
from  every  dwelling,  these  vibrations  were  so  extensive  in  the 
daytime  that  the  experiments  had  in  general  to  be  carried 
on  after  8  o'clock  p.m.,  when  the  greater  part  of  distant 
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traffic  had  ceased.  It  was  at  all  times  impossible  to  make 
an  observation  when  a  cart  was  passing  along  a  road  at  the 
distance  of  one  or  two  hundred  yards ;  nor  could  any  thing 
be  done  as  long  as  much  wind  was  blowing.  Owing  to  these 
circumstances  it  was  frequently  very  difficult  to  estimate  an 
effect  equal  to  one  tenth  of  a  division  of  the  micrometer.  I 
believe,  however,  that  the  results  recorded  in  the  following 
tables  are  in  no  case  more  than  two  tenths  of  a  division  wide 
of  the  truth. 

The  experiment  which  I  first  made  was  with  a  piece  of 
annealed  iron  wire,  one  foot  long  and  one  quarter  of  an  inch 
in  diameter.  It  was  made  as  straight  as  possible,  and  its 
ends  were  ground  perfectly  true  and  flat.  It  was  placed  as  a 
pillar  under  the  lever,  so  as  to  support  its  pressure,  which 
was  equal  to  82  lb.  The  coil  by  which  it  was  magnetized 
was  formed  out  of  a  copper  wire  33  yards  long  and  one 
tenth  of  an  inch  in  diameter,  well  covered  with  cotton- 
thread.  Its  length  was  11^  inches,  and  its  interior  diameter 
1  inch.  The  same  coil  was  employed  in  all  the  experiments 
with  wires  of  a  foot  long.  The  temperature  of  the  wire  was 
in  every  case  about  45°  Fahr. 

The  method  of  experimenting  was  the  same  that  I  employed 
in  the  First  Part  of  this  paper.  A  current  was  passed  through 
the  coil,  the  effects  of  which  both  on  the  length  of  the  iron 
pillar  and  on  its  magnetism  were  noted.  The  current  was 
then  cut  off;  and  the  effect  of  so  doing  on  the  length  of  the 
pillar  noted,  as  well  as  the  quantity  of  magnetism  remaining 
in  it.  A  more  powerful  current  was  then  passed,  and  the 
observations  repeated  as  before,  and  so  on,  with  increasingly 
powerful  currents.  The  fifth  column  of  the  tables  gives  the 
effect  upon  the  magnetic  balance  in  grains,  abstraction  being 
made  of  the  effect  due  to  the  coil  itself,  which  had  been 
previously  determined  by  experiment.  The  last  column  is 
multiplied  by  100. 
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Experiment  9. — ^Pressure  82  lb.     One-foot  bar. 


Square  of 

of 

Talent 

shorteninff  of 
thepiUlr. 

Total 
elongation. 

Mafnatio 

intenaity  of 

pUlar. 

mafnetio 
intenaitr 

total    ^ 
elongation. 

+  §    6 

106 

0 

0 

+0-6 

0 

0 

0 

0 

+0-3 

+11    0 

104 

01  E 

01 

+1-4 

1960 

0 

0 

01  S 

0 

+0-4 

+21    0 

883 

10  E 

10 

+2-8 

784 

0 

0 

10  S 

0 

+0-5 

+85   5 

702 

3-3  E 

3-8 

+4-2 

534 

0 

0 

3-2  S 

01 

+0^ 

+47   0 

1072 

5-4  E 

55 

+5-0 

455 

0 

0 

51  S 

04 

+0-7 

+53  45 

1364 

6-4  E 

6-8 

+5-4 

429 

0 

0 

6-0  S 

0-8 

+0-7 

•• 

-  645 

118 

0 

0 

-0-3 

0 

0 

0 

0 

+0-1 

-1118 

200 

0-2  E 

0-2 

-1-2 

720 

0 

0 

0-2  S 

0 

-0-3 

-2125 

892 

1-0  E 

10 

-2-6 

676 

0 

0 

1-0  S 

0 

-0-4 

-35  33 

715 

3-5  E 

3-5 

-41 

480 

0 

0 

3-2  S 

0-3 

-0-4 

-45  40 

1023 

49E' 

5-2 

-4-9 

461 

0 

0 

50  S 

0-2 

-0-5 

-54   5 

1380 

6-3  E 

65 

-5-4 

449 

0 

0 

6-3  S 

0-2 

-0-5 

In  the  next  experiment  the  same  bar  was  subjected  to  a 
pressure  of  4S0  lb.  It  possessed  —0*5  magnetic  intensity  to 
begin  with. 

The  numbers  in  the  last  columns  of  tables  9  and  10  show 
that  the  elongation  follows  a  rather  higher  ratio  than  the 
square  of  the  magnetic  intensity.  In  the  former  section, 
in  which  all  the  bars  employed  were  a  yard  long,  the  ratio 
was  somewhat  lower  than  that  of  the  square  of  the  intensity 
in  the  case  of  weU-annealed  iron.  I  am  inclined  therefore  to 
think  that  the  anomalies  referred  to  at  p.  242  were  occasioned 


DIMENSIONS  OF  IRON  AND  STEEL  BXR3. 


251 


rather  by  the  too  great  length  of  the  iron  bars,  which  pre- 
vented them  from  being  magnetized  as  much  at  the  ends  as 
at  the  middle  part^  than  by  their  different  magnetic  condi- 
tions at  the  centre  and  the  surface. 


Experiment  10. — Pressure  480  lb.     One-foot  bar. 


Square  of 

Deflection 
of 

Ta^nt 
defleotion. 

Elongation  or 

Bhorteninff  of 

thepUlar. 

Total 
elongation. 

Hagnetio 

intensitj  of 

pillar. 

magoetio 
intensity 

divided  by 
total 

elongation. 

+  §10 

108 

015  S 

0 

+0-6 

0 

0 

0 

0 

+0-2 

.  , 

+10  45 

100 

0-2  E 

0-2 

+1-2 

720 

0 

0 

0-2  S 

0 

+0-5 

+20   0 

364 

0-8  E 

0-8 

+2-3 

661 

0 

0 

0-8  S 

0 

+0-7 

, , 

+82  53 

646 

25  E 

2-5 

+3-6 

518 

0 

0 

2-5  S 

0 

+0-8 

, , 

+42  35 

919 

4-6  E 

4-6 

+4-6 

440 

0 

0 

4-6  S 

0 

+0-8 

,  . 

+49  55 

1188 

6-8  E 

6-8 

+5-2 

398 

0 

0 

6-8  S 

0 

+0-8 

•• 

From  the  above  tables  it  appears  evident  that  the  augmen- 
tation o{  pressure  does  not  make  much  difference  in  the 
amount  of  elongation  for  the  same  quantity  of  polarity. 
However,  I  thought  it  desirable  to  try  the  effect  of  a  greater 
pressure.  For  this  purpose  I  employed  a  piece  of  soft  iron 
-wire,  six  inches  long  and  quarter  of  an  inch  in  diameter. 
This,  as  an  iron  pillar,  stood  upon  a  small  piece  of  flattened 
brass,  resting  upon  a  block  of  hard  wood  six  inches  high,  in 
order  that  it  might  be  sufficiently  raised  to  abut  against  the 
lever.  It  was  placed  in  the  axis  of  a  suitable  coil,  5^  inches 
long  and  1  inch  in  interior  diameter,  constructed  of  a 
covered  copper  wire  20  yards  long  and  one  tenth  of  an 
inch  in  diameter. 
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Experiment  11. — Pressure  82  lb.     Six-inch  pillar. 


Square  of 

Defleotioii 
of 

Tangent 
deflection. 

Elongation  or 

Bhorteninff  of 

the  pilUr. 

Total 

Magnetio 

intenmty  of 

pillar. 

magnetio 

int^nntr 

divided  or 

total 

+  630 

114 

0 

0 

+0-8 

0 

0 

0 

0 

+0-2 

, , 

4-1115 

199 

0 

0 

+1-3 

.  , 

0 

0 

0 

0 

+0-4 

.  ,           ; 

+2316 

430 

0 

0 

+2-9 

, ,           ' 

0 

0 

0 

0 

+0-6 

, , 

+4156 

898 

0-6  E 

0-6 

+6-5 

6040 

0 

0 

0-6  S 

0 

+0-5 

. 

+6160 

1272 

1-6  E 

1-5 

+7-2 

8460 

0 

0 

1-5  8 

0 

+0-6 

+62  20 

1907 

2-6  E 

2-6 

+9-4 

3400 

0 

0 

2-6  S 

0 

+0-6 

Experiment  12. — Six-inch  pillar.    Pressure  1380  lb. 
Permanent  magnetism  of  the  pillar  to  begin  with  —  0*6. 


Square  of 

Deflection 

of 

galTunometer. 

Tancent 
deflection. 

Elongation  or 
the  pillar. 

Total 
elongation. 

Magnetic 

intendfcr  of 

pUlar. 

magnetic 
intensity 

divided  by 
total   ' 

elongation. 

+  d46 

117 

0 

0 

+0-1 

0 

0 

0 

0 

-0-3 

+1130 

203 

0 

0 

+0-6 

0 

0 

0 

0 

-0-1 

+23  25 

433 

0 

0 

+21 

,  , 

0 

0 

0 

0 

+0-3 

,  , 

+42  36 

919 

0-4  E 

0-4 

+4-5 

6060 

0 

0 

0-4  S 

0 

+0-5 

, , 

+6130 

1267 

09  E 

0-9 

+69 

8870 

0 

0 

0-9  S 

0 

+0-7 

+63  30 

2006 

21  E 

21 

+8-6 

8620 

0 

0 

21  S 

0 

+0-7 

A  comparison  between  the  last  columns  of  the  two  pre- 
ceding tables  will  show  that  pressure  has  no  sensible  eflfect 
upon  the  extent  of  the  elongation.  I  had  not  sufficient 
voltaic  force  to  saturate  the  short  bars ;  but  there  appears  no 
reason  to  doubt  that  their  elongation,  if  saturated,  would  be 
one  half  that  of  the  pillars  one  foot  long,  just  as  the  latter 
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were  found  to  experience  one  third  of  the  elongation  observed 
in  the  bars  of  a  yard  long  employed  in  the  first  section.  I 
may  remark  in  this  place  that  the  greater  proximity  of  the 
magnetic  balance  to  the  coil  increased  the  numbers  in  columns 
5^  representing  the  magnetic  intensity  of  the  six-inch  pillars. 
The  two  preceding  tables  are  therefore  only  comparable  with 
themselves.  In  all  the  other  experiments  with  one-foot  bars 
the  magnetic  balance  was  at  the  uniform  distance  of  4^  inches 
from  the  centre  of  the  bar,  so  that  they  are  strictly  com- 
parable with  one  another. 

I  now  proceed  to  give  an  account  of  some  experiments  on 
the  effects  of  the  force  of  tension.  The  bar  employed  was  a 
rod  of  soft  iron  wire  12}  inches  long  and  a  quarter  of  an 
inch  in  diameter.  Its  extremities  were  formed  into  very 
fine  threaded  screws,  extending  one  third  of  an  inch,  for  the 
purpose  of  screwing  into  the  brass  plate  and  bolt,  as  shown 
in  the  figure  already  described.  The  effectual  length  of  the 
bar,  when  screwed  into  its  place,  was  exactly  one  foot.  In 
the  first  experiment  of  this  kind,  the  tension  employed,  being 
that  occasioned  by  the  weight  of  the  lever  alone,  amounted 
to  80  lb.  In  the  subsequent  experiments  the  tension  was 
further  increased  by  placing  weights  on  the  lever. 

ExPEEiMENT  13. — Iron  wire  one  foot  long  and  a  quarter 
of  an  inch  in  diameter.     Tension  80  lb. 


Square  of 

Deflection 
of 

T«jjent 
deflection. 

Elongation  or 

shortening  of 

the  wire. 

Total 
elongation. 

Magnetic 

inteneityof 

wire. 

magnetio 
intensity 
diTided  bj 

total 
elongation. 

-h§86 

114 

0-IE 

01 

+0-6 

360 

0 

0 

0-1  S 

0 

+0-2 

+1130 

203 

0-4  E 

0-4 

+1-6 

662 

0 

0 

0-4  S 

0 

-I-0-3 

+2126 

302 

1-0  E 

10 

+30 

900 

0 

0 

10  S 

0 

+0-4 

1 

-H35  55 

724 

3-2  E 

3-2 

+4-6 

632       1 

0 

0 

3-2  8 

0 

+0-4 

1 

-1-46  38 

1068 

4-0  E 

40 

+6-1 

660       1 

0 

0 

40  8 

0 

+0-4 

+6310 

1336 

4-6  E 

4-6 

+6-4 

634 

0 

0 

4-6  S 

0 

+0-4 

, , 

+6126 

1835 

4-6  E 

4-6 

H-6-6 

607 

0 

I 

0 

4-6  S 

0 

+0*4 
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Experiment  14. — Same  wire  with  +0*4  permanent 
magnetism  to  begin  with.    Tension  408  lb. 


Bquareof 

of 
galvanometer. 

Tangent 
deflection. 

Elongation  or 
the  wire. 

Total 
elongation. 

Magnetic 

intenaitjoT 

wire. 

magnetio 
intensity 

diTided  by 
total 

elongation. 

+  630 

114 

0 

0 

+0-6 

0 

0 

0 

0 

+0-2 

,  , 

4-1110 

197 

0 

0 

+1-4 

0 

0 

0 

0 

4-0-3 

,  , 

4-20  65 

882 

0-2  E 

0-2 

+31 

4806 

0 

0 

0-2  S 

0 

+0-4 

, , 

+36    6 

702 

0-6  E 

0-6 

+4-7 

8082 

0 

0 

0-6  S 

0 

+0-4 

4-46  20 

1012 

0-8  E 

0-8 

+61 

3251 

0 

0 

0-8  S 

0 

+0-4 

Experiment  15. — Same  wire.     Tension  740  lb. 


Current 

multiplied  bj 

Tan^^ent 

Elongation  or 

Tbtal 

Magnetic 

magnetio 

of 

shortening  of 
the  wire. 

shortening. 

Intensity  of 
wire. 

intensitr  and 
diTided  b  J 

shortening 

effecL 

+  620 

111 

0 

0 

+0-9 

0 

0 

0 

0 

+0-3 

+20   0 

364 

0-1  S 

0-1 

+3-4 

1237 

0 

0 

0-1  E 

0 

+0-6 

,  . 

+86   0 

700 

0-4  S 

0-4 

+4-9 

868 

0 

0 

0-4  E 

0 

+0-6 

, , 

+46  30 

1017 

0-6  S 

0-6 

+5-4 

915 

0 

0 

0-6  E 

0 

+0-6 

. , 

+68   0 

1600 

1-3  S 

1-3 

+6-7 

701 

0 

0 

1-3  E 

0 

+07 

•• 

In  experiments  13  and  14  we  notice  the  rapid  decline  of 
the  effect  of  elongation^  until  at  last^  in  experiment  15^  with 
a  tension  of  740  lb.  it  ceases  altogether^  and  the  new  condition 
of  shortening  commences.  With  a  tension  of  about  600  lb., 
the  effect  on  the  dimensions  of  the  wire  would  cease  alto- 
gether in  the  limits  of  the  electric  currents  employed  in  the 
above  experiments.  From  the  last  column  of  table  15,  which 
consists  of  the  columns  2  and  5  multiplied  together  and 
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divided  by  column  4,  we  gather  that  the  shortening  effect  is 
very  nearly  proportional  to  the  magnetism  of  the  wire  into 
the  current  traversing  the  coil.  The  law  of  the  square  of 
the  magnetism  will  still  indeed  hold  good  where  the  iron  is 
sufficiently  below  the  point  of  saturation^  on  account  of  the 
magnetism  being  in  that  case  nearly  proportional  to  the 
intensity  of  the  current.  For  the  same  reason,  on  examina- 
tion of  the  previous  tables,  it  will  be  found  that  the  elonga- 
tion is,  below  the  point  of  saturation,  very  nearly  propor- 
tional to  the  magnetism  multiplied  by  the  current.  The 
necessity  for  changing  the  law  arises  from  the  fact  that  the 
elongation  ceases  to  increase  after  the  iron  is  fully  saturated ; 
whereas  the  shortening  effect  still  continues  to  be  augmented 
with  the  increase  of  the  intensity  of  the  current. 


Experiment  16. — Same  wire.     +0*5  magnetism  to  begin 
with.     Tension  1040  lb. 


Deflection 
of 

Tai^ent 
defleotion. 

the  wire. 

Total 
shortening. 

tfagnetio 

intenntyof 

wire. 

Current 

moltiplied  bj 

maf^etic 

intensity 

divided  hj 

shortening 

effect^ 

-   626 

0 
-11     5 

0 
-20  65 

0 
-34  46 

0 
-46  45 

0 
-61   0 

0 

Ill 
0 

106 
0 

382 

0 

604 

0 

1063 

0 

1804 

0 

0 
0 

0-1  s 
01  E 
0-2  S 
0-2  E 
0-8  S 
0-8  E 
1-5  8 
1-6  E 
2-8  S 
2-8  E 

0 
0 

01 
0 

0-2 

0 

0-8 

0 

1-5 

0 

2-8 

0 

-0-4 

0 
-1-3 
-0-2 
-2-7 
-0-4 
-40 
-0-4 
-4-7 
-0-6 
-50 
-0-5 

265 
516 
347 
333 

m 

+20  46 

0 
+36  10 

0 
+48    6 

0 
+6120 

0 

870 

0 

704 

0 

1114 

0 

1829 

0 

0-3  S 
0-3  E 
0-8  S 
0-8  E 
1-8  S 
1-8  E 
2-7  S 
2-7  E 

0-3 

0 

0-8 

0 

1-8 

0 

2-7 

0 

+3-0 
+0-6 
+4-4 
+0-5 
+4-9 
+0-6 
+6-4 
+0-6 

379 

387 

si)3 

866 
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Experiment  17. — Same  wire.     Tension  1680  lb. 


Defleotioii 
of 

Tanjjent 
deflection. 

EloDK»tion  or 

shorteaiDg  of 

the  wire. 

Total 
■horteniiig. 

Haipetio 

intenaitj  of 

wire. 

Cnrrent  malU- 

plied  by  ma^ 

netio  int4>nsitr 

diTidedby 

Bhorteninff 

effect. 

-l26 

0 
-1110 

0 
-20  46 

0 
-84  60 

0 
-46    6 

0 
-62  26 

0 
-6116 

0 

112 
0 

197 
0 

379 

0 
696 

0 
1003 

0 
1299 

0 
1823 

0 

0 
0 

0-6  S 
0-6  E 
1-6  S 
1-6  E 
2-4  S 
2-4  E 
3-3  S 
3-3  E 
4-6  S 
4-6  E 

0 

0 

0 

0 

0-5 

0 

1-6 

0 

2-4 

0 

3-3 

0 

4-6 

0 

-0-8 
-0-2 
-1-6 
-0-4 
-2-7 
-0-4 
-3-8 
-0-4 
-4-3 
-0-4 
-4-4 
-04 
-4-7 
-0-4 

206 
17 
i80 
i7S 

i90 

* 

+6146 
0 

1861 
0 

4-4  S 
4-4  E 

4-4 
0 

+6-0 
+0-6 

211 

The  uniformity  of  the  numbers  contained  in  the  last  column 
of  each  of  the  two  preceding  tables  affords  conclusive  evi- 
dence of  the  correctness  of  the  law  I  have  stated^  viz.,  that 
in  the  case  of  tension  a  shortening  effect  takes  place,  which, 
in  a  given  instance,  is  proportional  to  the  current  traversing 
the  coil  multiplied  by  the  magnetic  intensity  of  the  bar. 

In  order  to  discover,  if  possible,  what  proportion  the 
shortening  effect  bore  to  the  force  of  tension,  I  have  con. 
structed  the  following  table  from  the  results,  observed  with 
currents  of  about  700  and  1000  intensities  in  the  preceding 
experiments. 

With  the  exception  of  the  number  80,  the  results  of  the 
last  column  of  the  succeeding  table  agree  sufficiently  well 
together  to  render  it  extremely  probable  that  the  shortening 
effects  are  proportional  ceteris  paribus  to  the  square  root  of 
the  force  of  tension. 
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Number 
of 

Blongstion 

or 
Shortening. 

Departure 

m>m 
Elongation 

4-4. 

Tension. 

Square  of 
Departure 
diTided  by 
Tension. 

9. 

4-4  E 

0 

0 

.. 

13. 

3-6  E 

0-8 

80 

80 

14. 

0-7  E 

3-7 

408 

335 

15. 

0-6  S 

4-9 

740 

324 

16. 

1-2  S 

6-6 

1040 

301 

17. 

2-0  S 

6-4 

1680 

244 

Experiments  with  Cast  Iron. 

The  following  experiments  were  made  with  a  bar  of  round 
cast  iron  one  foot  long  and  a  quarter  of  an  inch  in  diameter. 

Experiment  18. — Cast  iron.    Tension  80  lb. 


Square  of 

of 
galtanometer. 

deflection. 

Elongation  or 

shortoningof  1 

theW!      , 

Total 
elongation. 

Magnetio 

intensity  of 

bar. 

magnetio 
intenmty 

diridedby 
total 

elongation. 

-528 

113 

0           i 

0 

-0-2 

0 

0 

0           1 

0 

-o-i 

-11    5 

196 

0           i 

0 

-0-4 

0 

0 

^      1 

0 

-0-2 

-2118 

390 

01  E 

0-1 

-0-9 

8io 

0 

0 

0-1  S 

0 

-0-5 

-36   0 

726 

0-8  E 

0-8 

-20 

600 

0 

0 

0-5  8 

0-3 

-1-3 

563 

-4610 

1041 

1-0  E 

1-3 

-2-6 

481 

0 

0 

1-0  S 

0-3 

-1-5 

760 

-58  35 

1637 

1-7  E 

20 

-3-4 

450 

0 

0 

1-7  S 

0-3 

-1-7 

963 

+19  45 

359 

0-5  S 

-0-2 

0 

0 

0 

0 

-0-2 

-0-4 

+69  25 

1692 

2-3  E 

2-1 

+3-2 

488 

0 

0 

1-7  S 

0-4 

+1-7 

722 

258 


EFFECTS  OF  MAGNETISM  UPON  THE 


Experiment  19. — Same  bar.    Tension  654  lb.     Permanent 
magnetism  to  begin  with,  —1*7. 


of 
galvanometer. 

Tanjent 
deflection. 

Elongation  or 

shortening  of 

the  bar! 

Total 
elongation. 

Magnetic 

intenritjof 

bar. 

Square  of 
magnetic 
intensity 

divided  by 
total 

elongation. 

-hl§15 
0 

+57  50 
0 

349 

0 

1690 
0 

0-2  S 
0 

1-4  E 
lOS 

0 
0 

1-4 
0-4 

-01 
-0-4 

+3-0 
+1-7 

643 
722 

On  comparing  Experiment  18  with  Experiment  13  it  will 
be  observed  that  the  elongation  of  the  cast  iron  was  equal,  if 
not  superior,  to  that  of  the  soft  iron  when  magnetized  to  the 
same  extent.  It  will  also  be  remarked  that  increase  of 
tension  does  not  produce  half  the  diminution  of  elongation 
which  it  does  in  the  case  of  soft  iron. 

Experiments  with  Soft  Steel  Wire, 

The  following  experiments  with  soft  steel  wire  were  made 
in  precisely  the  same  manner  as  those  with  soft  iron  wire, 
already  described. 

Experiment  20. — Soft  steel  pillar,  one  foot  long,  a  quarter 
of  an  inch  in  diameter.     Pressure  82  lb. 


Deflection 

of 

galiranometer. 

Ta^nt 
deflection. 

shortening  of 

Total 
elongation. 

Magnetic 

intensity  of 

pillar. 

Square  of 
magnetic 
intensity 

divided  by 
total 

elongation. 

-34   6 

0 
-47    0 

0 
-59  30 

0 

674 
0 

1072 
0 

1697 
0 

0-8  E 
0-4  S 
10  E 
0-6  S 
1-2  E 
0-6  S 

0-8 
0-4 
1-4 
0-8 
20 
1-4 

-21 
-M 
-3-6 
-1-7 
-4-6 
-2-4 

551 
302 
926 
861 
1012 
411 
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Experiment  21. — Same  soft  steel  pillar.     Pressure  480  lb. 
Permanent  magnetism  to  begin  with,  —2-0. 


1 

Square  of 

Deflection 

of 

galvanometer. 

Tai^ent 
deflection. 

Elongation  or 
pillar." 

Total 

Magnetic 

intenaitTof 

pillar. 

magnetic 
intonflitj 

divided  by 
total 

elongation. 

+181^ 

330 

0-2  S 

0 

-0-2 

0 

0 

0 

0 

-0-4 

+30  30 

589 

0-1  E 

0-1 

+1-3 

1600 

0 

0 

0 

0-1 

+0-6 

360 

+40   0 

839 

0-4  E 

0-5 

+2-6 

1362 

0 

0 

0-2  S 

0-3 

+1-3 

566 

+45    0 

1000 

0-6  E 

0-9 

+3-1 

1068 

0 

0 

0-6  S 

0-3 

+1-6 

853 

+6110 

1816 

1-8  E 

21 

+41 

800 

0 

0 

1-6  S 

0-5 

+20 

800 

Experiment  22. — Soft  steel  wire,  one  foot  long,  a  quarter  of 
an  inch  in  diameter.    Tension  80  lb. 


Deflection 
of 

Tangent 

Elongation  or 

Bhor&ningof 

thewiw. 

Total 
elongation. 

intensity  of 
wire. 

Sqnareof 

magnetic 

intensity 

divided  by 

total 
elongation. 

+19  50 
0 

+34  40 

0 
+4610 

0 
+56  30 

0 

360 

0 

691 

0 

1041 

0 

1511 

0 

0 
0 

0-4  E 
0-1  S 
0-6  E 
0-2  S 
0-5  E 
0*3  S 

0 
0 

0-4 
0-3 
0-8 
0-6 

1-1 

0-8 

+10 
+0-5 
+2-6 
+1-5 
+3-6 
+1-9 
+40 
+21 

1690 
750 
531 
601 

1456 
551 

-20  50 

0 
-34  50 

0 
—47  45 

0 
—60   0 

0 

380 

0 

696 

0 

1101 

0 

1732 

0 

0-8  S 
0 

0-2  E 
0-1  S 
0-7  E 
0-3  S 
07  E 
0-2  S 

0 

0 

0-2 

01 

0-8 

0-5 

1-2 

10 

-0-2 
+0-3 
-2-3 
-11 
-3-6 
-2-0 
-4-4 
-2-4 

2645 
1210 
1620 

800 
1613 

576 

s2 
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Experiment  23. — Same  soft  steel  wire.     Tension  462  lb. 


Deflection 

of 

galvanometer. 

Tai^nt 
deflection. 

Elongation  or 

shor&ningof 

thewSS. 

Total 
elongation. 

Magnetic 

intenntjof 

wire. 

Square  of 
magnetic 
intenBitT 
divided  by 

total 
elongation. 

O        J 

+34  55 

0 
+45    5 

0 
+60  16 

0 

698 
0 

1003 
0 

1760 
0 

0 

01  E 
0 

0-2  E 
0-4  S 
0-6  E 

0 

01 

01 

0-8 

-01 
0-5 

+2-6 
+1-4 
+3-4 
+20 
+4-2 
+2-4 

1960 
1333 

li52 

Experiment  24. — Same  wire.     Tension  1680  lb. 
Magnetism  to  begin  with,  + 1-8. 


Oorrent  mnlti- 

Deflection 

of 

galvanometer. 

Tai^ent 
deflection. 

Elongation  or 

shortening  of 

the  wire. 

Total 
shortening 

Magnetic 

mtennfyof 

wire. 

and  divided  br 

shoitening 

effect 

-2ll3 

388 

0-2  S 

0-2 

-0-4 

77 

0 

0 

0-2  E 

0 

+0-2 

-36  13 

706 

0-8  S 

0-8 

-2-2 

194 

0 

0 

0-8  E 

0 

-11 

-44  36 

986 

1-3  S 

1-3 

-2-9 

219 

0 

0 

1-3  E 

0 

-1-6 

-68  46 

1648 

2-5  S 

2-6 

-3-7 

244 

0 

0 

2-5  E 

0 

-2-2 

From  tbe  above  experiments  it  will  be  seen  that  the  same 
remarks  which  were  made  with  regard  to  the  soft  iron  apply 
also  to  the  soft  steel.  The  superior  retentive  power  of  the 
latter  metal  enables  us,  however,  to  trace  the  elongating 
effects  of  the  permanent  magnetism,  which,  it  appears, 
diminish  with  the  increase  of  tension,  until  at  last,  as  in 
experiment  24,  they  cease  altogether. 


i 
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Experiments  with  Hardened  Steel  Wire. 

The  following  experiments  were  made  with  steel  wire  of 
the  same  kind  as  that  employed  in  the  previous  experiments. 
It  was,  however,  thoroughly  hardened,  so  as  to  resist  the 
action  of  the  file  in  every  part. 

Experiment  25. — Hardened  steel  wire,  one  foot  long  and 
a  quarter  of  an  inch  in  diameter.     Tension  80  lb. 


Current  multi- 

Deflation 

of 

galTanometor. 

T«^.. 

Bhoitening  of 
the  wire. 

Total 
■hortening. 

Magnetio 

intetiflity  of 

wire. 

plied  by  mag- 
netio intennly 
and  divided  by 
shortening 

+  hib 

109 

0 

0 

0 

0 

0 

0 

0 

0 

+11    0 

194 

0 

0 

+0-2 

0 

0 

0 

0 

0 

,  , 

+20  60 

380 

0 

0 

+0-5 

,  , 

0 

0 

0 

0 

+0-2 

+36  20 

709 

0 

0 

+11 

0 

0 

0 

0 

+0-6 

,  , 

+45  40 

1023 

0-1  s 

01 

+1-8 

1841 

0 

0 

01  E 

0 

+0-9 

, , 

+52    0 

1280 

0-2  S 

0-2 

+2-3 

1472 

0 

0 

0-2  E 

0 

+1-2 

, 

+62  20 

1907 

0-4  S 

0-4 

+3-3 

1573 

0 

0 

0-4  E 

0 

+1-9 

Experiment  26. — Same  hardened  steel  wire.     Permanent 
magnetism  to  begin  with,  — 1*8.     Tension  408  lb. 


of 

TV^t 
defleodon. 

Elongation  or 

shor&ningof 

theiriri. 

Total 
shortening. 

Magnetic 

intensity  of 

wire. 

pUed  by  mag- 
netic intensity 
and  divided  by 
shortening 
efTeot 

+19  30 

0 
+36  40 

0 
+46  60 

0 
+60  20 

0 

364 

0 
717 

0 
1066 

0 
1765 

0 

0 
0 
0 
0 
0 

0 

0-4  S 
0-4  E 

0 

0 

0 

0 

0 

0 

0-4 

0 

-1-4 
-0-2 
-0-6 
+1-2 
+0-2 
+2-8 
+1-5 

1228 
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Experiment  27. — Same  hardened  steel  wire.    Permanent 
magnetism  to  begin  with^  + 1*3.    Tension  1030  lb. 


Onrrent  nralti- 

of 

l^t 

Elongation 

or  ihoit- 

eningof 

wire. 

Total 
shortening. 

Magnetic 
intenidty 
of  wire: 

pliedby  mag- 
netic intenmtr 
anddiTidedby 
shortening 

-2ii^ 

889 

0 

0 

+0-7 

0 

0 

0 

0 

+  1-1 

.... 

-85  55 

724 

0 

0 

-0-1 

•  • .  . 

0 

0 

0 

0 

+0-4 

-48  38 

1182 

0-1  s 

01 

-1-8 

1470 

0 

0 

01  E 

0 

-0-5 

-62  10 

1287 

0-15  S 

0-15 

-1-6 

i873 

0 

0 

016  E 

0 

-0-6 

-61  10 

1816 

0-4  S 

0-4 

-2-4 

1669 

0   . 

0 

0-4  E 

0 

-1-2 

+85  46 

720 

0 

0 

+0-2 

0 

0 

0 

0 

-0-4 

+61  10 

1816 

0-4  S 

0-4 

+2-7 

i226 

0 

0 

0-4  E 

0 

+1-8 

.... 

From  the  above  experiments  we  find  that  the  induction  of 
permanent  magnetism  produces  no  sensible  effect  on  the 
length  of  a  bar  of  perfectly  hardened  steely  and  that  the  tem- 
porary shortening  effect  of  the  coil  is  proportional  to  the 
magnetism  multiplied  by  the  current  traversing  the  coil.  The 
shortening  effect  does  not  in  this  case  sensibly  increase  with 
the  increase  of  tension.  I  have  made  an  experiment^  in 
which  a  hard  steel  pillar  was  subjected  to  a  pressure  of  80  lb., 
which  I  have  not  inserted,  because  the  coil  not  being  the 
same  as  that  I  had  hitherto  employed,  the  experiment  was 
not  strictly  comparable  with  the  rest.  Its  result,  however, 
showed  that  the  hard  steel  pillar  suffered  a  diminution  of 
length  equal  to  0*1  of  a  division  of  the  micrometer,  with  a 
current  capable  of  giving  a  magnetic  polarity  of  1*7.  This 
accords  very  well  with  the  results  obtained  with  a  tension  of 
10301b. 

Copper  is  the  only  non-ferruginous  metal  which  I  have 
experimented  on.     In  the  trials  made  with  wires  of  this 
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metal^  pressure  and  tension  were  successiyely  employed^  and 
very  powerful  currents  were  transmitted  through  the  coil; 
but  I  could  in  no  case  detect  the  slightest  alteration  in  their 
dimensions. 

I  shall  not  prolong  this  paper  by  a  discussion  of  the  pro- 
bable cause  of  the  remarkable  facts  I  have  pointed  out.    The 
law  of  elongation  naturally  suggests  the  joint  operation  of  the 
attractive  and  repulsive  forces  of  the  constituent  particles  of 
the  magnet  as  the  cause  of  that  phenomenon.     On  the  other 
hand^  the  fact  that  the  shortening  effect  is  proportional  to  the 
magnetic  intensity  of  the  bar  multiplied  by  the  current  tra- 
versing the  coil^  seems  to  indicate  that  in  this  case  the  efEect 
is  produced  by  the  attraction  of  the  magnetic  particles  by  the 
coil.     But  then  it  will  be  asked  why  so  remark- 
able an  augmentation  of  this  effect  is  produced  by     ^"  ^• 
increase  of  tension  in  the  case  of  the  soft  iron    Scale  ^v* 
bars.    When  we  are  able  to  answer  this  question 
in  a  satisfactory  manner,  we  shall  probably  have 
a  much  more  complete  acquaintance  with  the  real 
nature  of  magnetism  than  we  at  present  possess. 


I  have  already,  in  the  former  part  of  this  paper, 
described  an  experiment  which  indicated  that  no 
alteration  in  the  bulk  of  a  bar  of  soft  iron  could 
be  produced  by  magnetizing  it.  I  thought,  how- 
ever, that  it  would  be  interesting  to  confirm  the 
fact  by  an  observation  of  the  alteration  of  the 
dimensions  of  the  iron  at  right  angles  to  the  di- 
rection of  its  polarity.  For  this  purpose  I  took  a 
piece  of  drawn  iron  gas-piping  one  yard  long,  ^ 
of  an  inch  in  bore,  and  |^  of  an  inch  in  thickness 
of  metal.  A  piece  of  stout,  covered  copper  wire 
was  inserted  into  this  tube,  and  bent  along  the 
sides  of  it,  as  indicated  by  fig.  68.  The  lower  ex- 
tremity of  the  iron  tube  being  fixed,  and  the  upper 
end  being  attached  to  the  micrometrical  apparatus 
described  in  the  first  section  of  this  paper,  each 
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division  of  which  corresponded  to  T-g^^g  of  an  inch,  I  ob* 
tained  the  following  results : — 


Experiment  28. — Drawn  iron  tube. 


Deflection  of 
gal?anometer. 

Tangent  of 
deflection. 

Shortening  or 
elongation. 

Total 

shortening 

effect 

+65  86 

0 
+68  30 

0 

1921 
0 

2539 
0 

8-2  S 
1-2  E 
1-0  S 
10  E 

8-2 
20 
80 
2-0 

-  6    0 

0 
-15  30 

0 
-30    0 

0 
-61  30 

0 

87 

0 

277 

0 

577   . 

0 

1842 

0 

0 
0 

0-2  E 
0 

1-0  E 
0 

2-0  S 
10  E 

2-0 
20 
1-8 
1-8 
0-8 
0-8 
2-8 
1-8 

+15  30 

0 
+30  20 

0 
+45  30 

0 
+60    0 

0 
+72  30 

0 

277 

0 
586 

0 
1017 

0 
1782 

0 
3171 

0 

01  E 
0 

0-7  E 
0 

0-1  S 
01  E 
1-2  S 
0-6  E 
1-8  S 
0-8  E 

1-7 
1-7 
10 
1-0 
11 
1-0 
2-2 
1-6 
8-4 
2-6 

The  results  of  the  above  Table  show  that  the  length  of  the 
tube  was  diminished  in  order  to  make  up  for  the  increase  of 
its  diameter,  which  in  this  instance  was  in  the  direction  of 
the  polarity.  The  amount  of  the  shortening  effect,  viz.  8*4, 
is,  however,  only  one  third  of  that  due  to  the  maximum  elon- 
gation of  soft  iron  bars  as  observed  in  the  first  section.  This 
is  probably  owing  to  the  grain  of  the  iron  being  in  cross 
directions  with  respect  to  the  polarity  in  the  two  cases,  and 
partly  v^robable  to  the  iron  tube  not  being  folly  saturated 
with  m  ^netism.  The  experiment  is  worth  repeating,  espe- 
cially as  it  affords  a  means  of  studying  the  magnetic  condition 
of  closed  magnetic  circuits. 
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On  Matter^  Living  Force^  and  Heat.  By  J.  P.  Joule, 
Secretary  of  the  Manchester  Literary  and  Philoso- 
phical Society. 

[A  Lecture  at  St.  Ann's  Church  Reading-Room ;  and  published  in  the 
Manchester '  Courier '  newspaper,  May  5  and  12, 1847.] 

/^  In  our  notion  of  matter  two  ideas  are  generally  included^ 
namely  those  of  impenetrability  and  extension.  By  the 
extension  of  matter  we  mean  the  space  which  it  occupies ; 
by  its  impenetrability  we  mean  that  two  bodies  cannot 
exist  at  the  same  time  in  the  same  place.  Impenetrability 
and  extension  cannot  with  much  propriety  be  reckoned 
among  the  properties  of  matter,  but  deserve  rather  to  be 
called  its  definitions^  because  nothing  that  does  not  possess 
the  two  qualities  bears  the  name  of  matter.  If  we  conceive 
of  impenetrability  and  extension  we  have  the  idea  of  matter, 
and  of  matter  only."^ 

Matter  is  endowed  with  an  exceedingly  great  variety 
of  wonderful  properties,  some  of  which  are  common  to 
aU  matter,  while  others  are  present  variously,  so  as  to 
constitute  a  difference  between  one  body  and  another.  Of 
the  jSrst  of  these  classes^  the  attraction  of  gravitation  is  one 
of  the  most  important.  We  observe  its  presence  readily 
in  all  solid  bodies,  the  component  parts  of  which  are,  in  the 
opinion  of  Majocci,  held  together  by  this  force.  If  we  break 
the  body  in  pieces,  and  remove  the  separate  pieces  to  a 
distance  from  each  other,  they  will  still  be  found  to  attract 
each  other,  though  in  a  very  slight  degree,  owing  to  the 
force  being  one  which  diminishes  very  rapidly  as  the 
bodies  are  removed  further  from  one  another.  The  larger  the 
bodies  are  the  more  powerful  is  the  force  of  attraction  sub- 
sisting between  them.  Hence,  although  the  force  of  attrac- 
tion between  small  bodies  can  only  be  appreciated  by  the 
most  delicate  apparatus  except  in  the  case  of  contact,  that 
which  is  occasioned  by  a  body  of  immense  magnitude,  such 
as  the  earth,  becomes  very  considerable.  This  attraction  of 
bodies  towards  the  earth  constitutes  what  is  called  their 
weight  or  gravity,  and  is  always  exactly  proportional  to  the 
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quantity  of  matter.  Hence,  if  any  body  be  found  to  weigh 
2  lb.,  while  another  only  weighs  1  lb.,  the  former  will  contain 
exactly  twice  as  much  matter  as  the  latter;  and  this  is  the 
case,  whatever  the  bulk  of  the  bodies  may  be :  2-lb.  weight 
of  air  contains  exactly  twice  the  quantity  of  matter  that  1  lb. 
of  lead  does. 

Matter  is  sometimes  endowed  with  other  kinds  of  attraction 
besides  the  attraction  of  gravitation;  sometimes  also  it 
possesses  the  faculty  of  repulsion,  by  which  force  the  particles 
tend  to  separate  further  from  each  other.  Wherever  these 
forces  exist,  they  do  not  supersede  the  attraction  of  gra- 
vitation. Thus  the  weight  of  a  piece  of  iron  or  steel  is  in 
no  way  affected  by  imparting  to  it  the  magnetic  virtue. 

Besides  the  force  of  gravitation,  there  is  another  very 
remarkable  property  displayed  in  an  equal  degree  by  every 
kind  of  matter — its  perseverance  in  any  condition,  whether 
of  rest  or  motion,  in  which  it  may  have  been  placed.  This 
faculty  has  received  the  name  of  inertia,  signifying  passiveness, 
or  the  inability  of  any  thing  to  change  its  own  state.  It  is  in 
consequence  of  this  property  that  a  body  at  rest  cannot  be 
set  in  motion  without  the  application  of  a  certain  amount  of 
force  to  it,  and  also  that  when  once  the  body  has  been  set 
in  motion  it  will  never  stop  of  itself,  but  continue  to  move 
straight  forwards  with  a  umf orm  velocity  until  acted  upon 
by  another  force,  which,  if  applied  contrary  to  the  direction 
of  motion,  will  retard  it,  if  in  the  same  direction  will  accelerate 
it,  and  if  sideways  will  cause  it  to  move  in  a  curved  direction. 
In  the  case  in  which  the  force  is  applied  contrary  in  direction^ 
but  equal  in  degree  to  that  which  set  the  body  jSrst  in  motion^ 
it  will  be  entirely  deprived  of  motion  whatever  time  may  have 
elapsed  since  the  iSrst  impulse,  and  to  whatever  distance  the 
body  may  have  travelled. 

From  these  facts  it  is  obvious  that  the  force  expended  in 
setting  a  body  in  motion  is  carried  by  the  body  itself,  and 
exists  with  it  and  in  it,  throughout  the  whole  course  of  its 
motion.  This  force  possessed  by  moving  bodies  is  termed  by 
mechanical  philosophers  vis  viva,  or  living  force.  The  term 
may  be  deemed  by  some  inappropriate,  inasmuch  as  there  is 
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no  life^  properly  speakings  in  question;  but  it  is  us^l, 
in  order  to  distinguish  the  moving  force  from  that  which  is 
stationary  in  its  character^  as  the  force  of  gravity.  When, 
therefore,  in  the  subsequent  parts  of  this  lecture  I  employ  the 
term  Jiving  force,  you  will  understand  that  I  simply  mean  the 
force  of  bodies  in  motion.  The  living  force  of  bodies  is  re- 
gulated by  their  weight  and  by  the  velocity  of  their  motion. 
You  will  readily  understand  that  if  a  body  of  a  certain  weight 
possess  a  certain  quantity  of  living  force,  twice  as  much  living 
force  will  be  possessed  by  a  body  of  twice  the  weight,  provided 
both  bodies  move  with  equal  velocity.  But  the  law  by  which 
the  velocity  of  a  body  regulates  its  living  force  is  not  so  obvious. 
At  first  sight  one  would  imagine  that  the  living  force  would  be 
simply  proportional  to  the  velocity,  so  that  if  a  body  moved 
twice  as  fast  as  another,  it  would  have  twice  the  impetus  or 
living  force.  Such,  however,  is  not  the  case ;  for  if  three  bodies 
of  equal  weight  move  with  the  respective  velocities  of  1, 2,  and 
8  miles  per  hour,  their  living  forces  will  be  found  to  be  propor- 
tional to  those  numbers  multiplied  by  themselves,  viz.  to  1  x  1, 
2  X  2,  3  X  3,  or  1,  4,  and  9,  the  squares  of  1,  2,  and  3.  This 
remarkable  law  may  be  proved  in  several  ways.  A  bullet  fired 
from  a  gun  at  a  certain  velocity  wjU  pierce  a  block  of  wood 
to  only  one  quarter  of  the  depth  it  would  if  propelled  at  twice 
the  velocity.  Again,  if  a  cannon-ball  were  found  to  fly  at  a 
certain  velocity  when  propelled  by  a  given  charge  of  gun- 
powder, and  it  were  required  to  load  the  cannon  so  as  to 
propel  the  baU  with  twice  that  velocity,  it  would  be  found 
necessary  to  employ  four  times  the  weight  of  powder  pre- 
viously used.  Thus,  also,  it  will  be  found  that  a  railway- 
train  going  at  70  miles  per  hour  possesses  100  times  the 
impetus,  or  living  force,  that  it  does  when  travelling  at 
7  miles  per  hour. 

A  body  may  be  endowed  with  living  force  in  several  ways. 
It  may  receive  it  by  the  impact  of  another  body.  Thus,  if  a 
perfectly  elastic  ball  be  made  to  strike  another  similar  ball  of 
equal  weight  at  rest,  the  striking  ball  will  communicate  the 
whole  of  its  living  force  to  the  ball  struck,  and,  remaining  at 
rest  itself,  will  cause  the  other  ball  to  move  in  the  same 
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direction  and  with  the  same  velocity  that  it  did  itself  before 
the  collision.  Here  we  see  an  instance  of  the  facility  with 
which  living  force  may  be  transferred  firom  one  body  to 
another.  A  body  may  also  be  endowed  with  living  force  by 
means  of  the  action  of  gravitation  upon  it  through  a  certain 
distance.  If  I  hold  a  ball  at  a  certain  height  and  drop 
it^  it  will  have  acquired  when  it  arrives  at  the  ground 
a  degree  of  living  force  proportional  to  its  weight  and  the 
height  from  which  it  has  fallen.  We  see^  then,  that  living 
force  may  be  produced  by  the  action  of  gravity  through 
a  given  distance  or  space.  We  may  therefore  say  that  the 
former  is  of  equal  value,  or  equivalent,  to  the  latter.  Hence, 
if  I  raise  a  weight  of  1  lb.  to  the  height  of  one  foot,  so  that 
gravity  may  act  on  it  through  that  distance,  I  shaU  commu- 
nicate to  it  that  which  is  of  equal  value  or  equivalent  to 
a  certain  amount  of  living  force;  if  I  raise  the  weight  to 
twice  the  height,  I  shall  communicate  to  it  the  equivalent  of 
twice  the  quantity  of  living  force.  /Hence,  also,  when  we 
compress  a  spring,  we  communicate  to  it  the  equivalent  to  a 
certain  amount  of  living  force ;  for  in  that  case  we  produce 
molecular  attraction  between  the  particles  of  the  spring 
through  the  distance  they  are  forced  asunder,  which  is 
strictly  analogous  to  the  production  of  the  attraction  of 
gravitation  through  a  certain  distance>^ 
<,  You  will  at  once  perceive  that  the  living  force  of  which  we 
have  been  speaking  is  one  of  the  most  important  qualities 
with  which  matter  can  be  endowed,  and,  as  such,  that  it 
would  be  absurd  to  suppose  that  it  can  be  destroyed,  or  even 
lessened,  without  producing  the  equivalent  of  attraction 
through  a  given  distance  of  which  we  have  been  speaking. 
You  will  therefore  be  surprised  to  hear  that  until  very 
recently  the  universal  opinion  has  been  that  living  force 
could  be  absolutely  and  irrevocably  destroyed  at  any  one's 
option.  Thus,  when  a  weight  £Etlls  to  the  ground,  it  has 
been  generally  supposed  that  its  living  force  is  absolutely 
annihilated,  and  that  the  labour  which  may  have  been  ex- 
pended in  raising  it  to  the  elevation  from  which  it  fell  has 
been  entirely  thrown  away  and  wasted^  wif^out  the  produc- 
tion of  any  permanent  effect  whatever./  ^e  might  reason^ 
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h  priori,  that  such  absolute  destructiou  of  living  force  cannot 
possibly  take  place^  because  it  is  manifestly  absurd  to  suppose 
that  the  powers  with  which  God  has  endowed  matter  can  be  /<p 
destroyed  any  more  than  that  they  can  be  created  by  man's  ^^ 
agency;   but  we   are  not  left   with  this   argument  alone^ 
decisiye  as  it  must  be  to  every  unprejudiced  mind.    The 
common  experience  of  every  one  teaches  him  that  living 
force  is  not  destroyed  by  the  friction  or  collision  of  bodies. 
We  have  reason  to  believe  that  the  manifestations  of  living 
force  on  our  globe  are,  at  the  present  time,  as  extensive 
as  those  which  have  existed  at  any  time  since  its  creation, 
or,  at  any  rate,  since  the  deluge — ^that  the  winds  blow  as 
strongly,  and  the  torrents  flow  with  equal  impetuosity  now,  as 
at  the  remote  period  of  4000  or  even  6000  years  ago ;  and  yet 
we  are  certain  that,  through  that  vast  interval  of  time,  the 
motions  of  the  air  and  of  the  water  have  been  incessantly  ♦ 
obstructed  and   hindered  by  friction.    We  may  conclude, 
then,  with  certainty,  that  these  motions  of  air  and  water, 
constituting  living  force,  are  not  annihilated  by  friction. 
We  lose  sight  of  them,  indeed,  for  a  time;  but  we  find  them 
again  reproduced.     Were  it  not  so,  it  is  perfectly  obvious 
that  long  ere  this  all  nature  would  have  come  to  a  dead 
standstill.     What,  then,  may  we  inquire,  is  the  cause  of  this 
apparent  anomaly  ?     How  comes  it  to  pass  that,  though  in 
almost  all  natural  phenomena   we  witness  the  arrest  of 
motion  and  the  apparent  destruction  of  living  force,  we 
find  that  no  waste  or  loss  of  living  force  has   actually 
occurred  ?     Experiment  has  enabled  us  to  answer  these 
questions  in  a  satisfactory  manner ;  for  it  has  shown  that, 
wherever  living  force  is  apparently  destroyed,  an  equivalent 
is  produced  which  in  process  of  time  may  be  reconverted 
into  living  force.     This   equivalent  is   heat.     Experiment 
has  shown  that  wherever  living  force  is  apparently  destroyed 
or  absorbed,  heat  is  produced.     The  most  frequent  way  in 
which  living  force  is  thus  converted  into  heat  is  by  means  of 
firictionT^Wood  rubbed  against  wood  or  against  any  hard 
body,  metal  rubbed  against  metal  or  against  any  other  body — 
in  short,  all  bodies,  solid  or  even  liquid,  rubbed  against  each 
other  are   invariably  heated,  sometimes   even  so  far  as  to 
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become  red-hot.  In  all  these  instances  the  quantity  of 
heat  produced  is  invariably  in  proportion  to  the  exertion 
employed  in  rubbing  the  bodies  together — that  is,  to  the 
living  force  absorbed.  By  iSfteen  or  twenty  smart  and 
quick  strokes  of  a  hammer  on  the  end  of  an  iron  rod  of 
about  a  quarter  of  an  inch  in  diameter  placed  upon  an 
anvil  an  expert  blacksmith  will  render  that  end  of  the  iron 
visibly  red-hot.  Here  heat  is  produced  by  the  absorption  of 
the  living  force  of  the  descending  hammer  in  the  soft  iron ; 
which  is  proved  to  be  the  case  from  the  fact  that  the  iron 
cannot  be  heated  if  it  be  rendered  hard  and  elastic,  so  as  to 
transfer  the  living  force  of  the  hammer  to  the  anvil. 

The  general  rule,  then,  is,  that  wherever  living  force  is  appa^ 
rently  destroyed,  whether  by  percussion,  friction,  or  any  similar 
means,  an  exact  equivalent  of  heat  is  restored.  The  converse 
of  this  proposition  is  also  true,  namely,  that  heat  cannot  be 
lessened  or  absorbed  without  the  production  of  living  force, 
or  its  equivalent  attraction  through  space.  <Thus,  for  instance, 
in  the  steam-engine  it  will  be  foimd  that  the  power  gained  is 
at  the  expense  of  the  heat  of  the  fire, — that  is,  that  the  heat 
occasioned  by  the  combustion  of  the  coal  would  have  been 
greater  had  a  part  of  it  not  been  absorbed  in  producing  and 
maintaining  the  living  force  of  the  machinery.  It  is  right, 
however,  to  observe  that  this  has  not  as  yet  been  demon- 
strated by  experiment.  But  there  is  no  room  to  doubt  that 
experiment  would  prove  the  correctness  of  what  I  have  said ; 
for  I  have  myself  proved  that  a  conversion  of  heat  into 
living  force  takes  place  in  the  expansion  of  air,  which  is  anal- 
ogous to  the  expansion  of  steam  in  the  cylinder  of  the  steam- 
engine.  But  the  most  convincing  proof  of  the  conversion  of 
heat  into  living  force  has  been  derived  from  my  experiments 
with  the  electro-magnetic  engine,  a  machine  composed  of 
magnets  and  bars  of  iron  set  in  motion  by  an  electrical 
battery.  I  have  proved  by  actual  experiment  that,  in  exact 
proportion  to  the  force  with  which  this  machine  works,  heat 
is  abstracted  from  the  electrical  battery.  You  see,  therefore, 
that  living  force  may  be  converted  into  heat,  and  that  heat 
may  be  converted  into  living  force,  or  its  equivalent  attraction 
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through  space.    All,  three,  therefore — ^namely,  heat,  living 
force,  and  attraction  through  space  (to  which  I  might  also 
add  light,  were  it  consistent  with  the  scope  of  the  present 
lecture) — are  mutuaUy  convertible  into   one  another.     In 
these  conversions  nothing  is  ever  lost.     The  same  quantity  of 
heat  will  always  be  converted  into  the  same  quantity  of  living 
force.     We  can  therefore  express  the  equivalency  in  definite 
Unguage  applicable  at  all  times  and  under  all  circumstances?]^ 
i^hus  the  attraction  of  817  lb.  through  the  space  of  one  foot 
is  equivalent  to,  and  convertible  into,  the  living  force  pos- 
sessed by  a  body  of  the  same  weight  of  817  lb.  when  moving  (^ 
with  the  velocity  of  eight  feet  per  second,  and  this  living 
force  is  again  convertible  into  the  quantity  of  heat  which 
can  increase  the  tempiejpature  of  one  pound  of  water  by  one 
degree  FahrenheijXjhe  knowledge  of  the  equivalency  of 
heat  to  mechanical  power  is  of  great  value  in  solving  a  great 
number  of  interesting  and  important  questions.     In  the  case 
of  the  steam-engine,  by  ascertaining  the  quantity  of  heat  pro- 
duced by  the  combustion  of  coal,  we  can  find  out  how  much      ^^2, ) 
of  it  is  converted  into  mechanical  power,  and  thus  come  to  a 
conclusion  how  far  the  steam-engine  is  susceptible  of  further 
improvements.     Calculations  made  upon  this  principle  have 
shown  that  at  least  ten  times  as  much  power  might  be  pro- 
duced as  is  now  obtained  by  the  combustion  of  coal>>  Another 
interesting  conclusion  is,   that  the  animal  frame,  though 
destined  to  fulfil  so  many  other  ends,  is  as  a  machine  more 
perfect  than  the  best    contrived  steam-engine — that  is,  is 
capable  of  more  work  with  the  same  expenditure  of  fuel. 

Behold,  then,  the  wonderful  arrangements  of  creation. 
The  earth  in  its  rapid  motion  round  the  sun  possesses  a 
d^ree  of  living  force  so  vast  that,  if  turned  into  the  equivalent 
of  heat,  its  temperature  would  be  rendered  at  least*  1000 
times  greater  than  that  of  red-hot  iron,  and  the  globe  on 
which  we  tread  would  in  all  probability  be  rendered  equal  in 
brightness  to  the  sun  itself.  And  it  cannot  be  doubted  that  if 
the  course  of  the  earth  were  changed  so  that  it  might  fall 
into  the  son,  that  body,  so  far  from  being  cooled  down  by  the 
contact  of  a  comparatively  cold  body,  would  actually  blaze 
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more  brightly  than  before  in  consequence  of  the  living  force 
with  which  the  earth  strack  the  snn  being  conyerted  into  its 
eqmyalent  of  heat.  Here  we  see  that  onr  existence  depends 
npon  the  maintenance  of  the  living  force  of  the  earth.  On 
the  other  hand,  onr  safety  equally  depends  in  some  instances 
npon  the  convernon  of  living  force  into  heat.  Ton  have,  no 
doubt,  frequently  observed  what  are  called  shooting^tars,  as 
they  appear  to  emerge  firom  the  dark  sky  of  night,  pursue  a  short 
and  rapid  course^  burst,  and  are  dissipated  in  shining  fragments. 
Prom  the  velocity  with  which  these  bodies  travel,  there  can 
be  little  doubt  that  they  are  small  planets  which,  in  the 
course  of  their  revolution  round  the  sun,  are  attracted  and 
drawn  to  the  earth.  Reflect  for  a  moment  on  the  conse- 
quences which  would  ensue,  if  a  hard  meteoric  stone  were  to 
strike  the  room  in  which  we  are  assembled  with  a  velocity 
sixty  times  as  great  as  that  of  a  cannon-ball.  The  dire  effects 
of  such  a  collision  are  effectually  prevented  by  the  atmosphere 
surrounding  our  globe,  by  which  the  velocity  of  the  meteoric 
stone  is  checked  and  its  living  force  converted  into  heat, 
which  at  last  becomes  so  intense  as  to  melt  the  body  and 
dissipate  it  into  fragments  too  small  probably  to  be  noticed 
in  their  fall  to  the  ground.  Hence  it  is  that,  although  multi- 
tudes of  shooting-stars  appear  every  night,  few  meteoric 
stones  have  been  found,  those  few  corroborating  the  truth  of 
our  hypothesis  by  the  marks  of  intense  heat  which  they  bear 
on  their  surfaces. 

Descending  from  the  planetary  space  and  firmament  to  the 
surface  of  our  earth,  we  find  a  vast  variety  of  phenomena 
connected  with  the  conversion  of  living  force  and  heat  into 
one  another,  which  speak  in  language  which  cannot  be  mis- 
understood of  the  wisdom  and  beneficence  of  the  Great 
Architect  of  nature.  The  motion  of  air  which  we  call  wind 
arises  chiefly  from  the  intense  heat  of  the  torrid  zone  com- 
pared with  the  temperature  of  the  temperate  and  frigid  zones. 
Here  we  have  an  instance  of  heat  being  converted  into  the 
living  force  of  currents  of  air.  These  currents  of  air,  in 
their  progress  across  the  sea,  lift  up  its  waves  and  propel  the 
ships ;  whilst  in  passing  across  the  land  they  shake  the  trees 
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and  disturb  every  blade  of  grass.  The  waves  by  their  violent 
motion,  the  ships  by  their  passage  through  a  resisting  medium, 
and  the  trees  by  the  rubbing  of  their  branches  together  and 
the  friction  of  their  leaves  against  themselves  and  the  air,  each 
and  all  of  them  generate  heat  equivalent  to  the  diminution  of 
the  living  force  of  the  air  which  they  occasion.  The  heat 
thus  restored  may  again  contribute  to  raise  fresh  currents  of 
air ;  and  thus  the  phenomena  may  be  repeated  in  endless  suc- 
cession and  variety. 

^IVlien  we  consider  our  own  animal  frames, ''  fearfully  and 
wonderfully  made,^'  we  observe  in  the  motion  of  our  limbs  a 
continual  conversion  of  heat  into  living  force,  which  may  be 
either  converted  back  again  into  heat  or  employed  in  pro- 
ducing an  attraction  through  space,  as  when  a  man  ascends 
a  mountain.  Indeed  the  phenomena  of  nature,  whether 
mechanical,  chemical,  or  vital,  consist  almost  entirely  in  a 
continual  conversion  of  attraction  through  space,  living  force, 
and  heat  into  one  another.  Thus  it  is  that  order  is  maintained 
in  the  universe — nothing  is  deranged,  nothing  ever  lost,  but 
the  entire  machinery,  complicated  as  it  is,  works  smoothly 
and  harmoniously.  And  though,  as  in  the  awful  vision  of 
Esekiel,  *'  wheel  may  be  in  the  middle  of  wheel,*'  and  every 
thing  may  appear  complicated  and  involved  in  the  apparent 
confusion  and  intricacy  of  an  almost  endless  variety  of  causes, 
effects,  conversions,  and  arrangements,  yet  is  the  most  perfect 
regularity  presented — ^the  whole  being  governed  by  the  sove- 
reign will  of  God  V 

A  few  words  may  be  said,  in  conclusion,  with  respect  to 
the  real  nature  of  heat.  The  most  prevalent  opinion,  until 
of  late,  has  been  that  it  is  a  substance  possessing,  like  all 
other  matter,  impenetrability  and  extension.  We  have, 
however,  shown  that  heat  can  be  converted  into  living  force 
and  into  attraction  through  space.  It  is  perfectly  clear, 
therefore,  that  unless  matter  can  be  converted  into  attraction 
through  space,  which  is  too  absurd  an  idea  to  be  entertained 
for  a  moment,  the  hypothesis  of  heat  being  a  substance  must 
fall  to  the  ground.  Heat  must  therefore  consist  of  either 
living  force  or  of  attraction  through  space.     In  the  former 
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case  we  can  conceive  the  constituent  particles  of  heated 
bodies  to  be,  either  in  whole  or  in  part,  in  a  state  of  motion. 
In  the  latter  we  may  suppose  the  particles  to  be  removed  by 
the  process  of  heating,  so  as  to  exert  attraction  through 
greater  space.  I  am  inclined  to  believe  that  both  of  these  hypo- 
theses will  be  found  to  hold  good, — ^that  in  some  instances, 
particularly  in  the  case  of  sensible  heat,  or  such  as  is  indicated 
by  the  thermometer,  heat  will  be  found  to  consist  in  the 
living  force  of  the  particles  of  the  bodies  in  which  it  is 
induced ;  whilst  in  others^  particularly  in  the  case  of  latent 
heat,  the  phenomena  are  produced  by  the  separation  of  par- 
ticle from  particle,  so  as  to  cause  them  to  attract  one  another 
through  a  greater  space.  We  may  conceive,  then,  that  the 
communication  of  heat  to  a  body  consists,  in  fact,  in  the 
communication  of  impetus,  or  living  force,  to  its  particles. 
It  will  perhaps  appear  to  some  of  you  something  strange 
that  a  body  apparently  quiescent  should  in  reality  be  the 
seat  of  motions  of  great  rapidity ;  but  you  will  observe  that 
the  bodies  themselves,  considered  as  wholes,  are  not  supposed 
to  be  in  motion.  The  constituent  particles,  or  atoms  of  the 
bodies,  are  supposed  to  be  in  motion,  without  producing  a 
gross  motion  of  the  whole  mass.  These  particles,  or  atoms, 
being  far  too  small  to  be  seen  even  by  the  help  of  the  most 
powerful  microscopes,  it  is  no  wonder  that  we  cannot  observe 
their  motion.  There  is  therefore  reason  to  suppose  that 
the  particles  of  all  bodies^  their  constituent  atoms,  are  in  a 
state  of  motion  almost  too  rapid  for  us  to  conceive,  for  the 
phenomena  cannot  be  otherwise  explained.  The  velocity  of 
the  atoms  of  water,  for  instance^  is  at  least  equal  to  a  mile 
per  second  of  time.  If,  as  there  is  reason  to  think,  some 
particles  are  at  rest  while  others  are  in  motion,  the  velocity 
of  the  latter  will  be  proportionally  greater.  An  increase  of 
the  velocity  of  revolution  of  the  particles  will  constitute  an 
increase  of  temperature,  which  may  be  distributed  among  the 
neighbouring  bodies  by  what  is  called  conduction — ^that  is,  on 
the  present  hypothesis,  by  the  communication  of  the  increased 
motion  from  the  particles  of  one  body  to  those  of  another. 
The  velocity  of  the  particles  being  further  increased,  they  will 
tend  to  fly  from  each  other  in  consequence  of  the  centrifugal 
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force  overcoming  the  attraction  subsisting  between  them. 
This  removal  of  the  particles  firom  each  other  will  constitute 
a  new  condition  of  the  body — it  will  enter  into  the  state  of 
fusion^  or  become  melted.  But,  firom  what  we  have  already 
stated,  you  will  perceive  that,  in  order  to  remove  the  particles 
violently  attracting  one  another  asimder,  the  expenditure  of 
a  certain  amount  of  living  force  or  heat  will  be  required. 
Hence  it  is  that  heat  is  always  absorbed  when  the  state  of  a 
body  is  changed  from  solid  to  liquid,  or  firom  liquid  to  gas. 
Take,  for  example,  a  block  of  ice  cooled  down  to  zero ;  apply 
heat  to  it,  and  it  wiU  gradually  arrive  at  32^,  which  is  the 
number  conventionally  employed  to  represent  the  temperature 
at  which  ice  begins  to  melt.  K,  when  the  ice  has  arrived  at 
this  temperature,  you  continue  to  apply  heat  to  it,  it  will 
become  melted;  but  its  temperature  will  not  increase  beyond 
32^  until  the  whole  has  been  converted  into  water.  The  expla- 
nation of  these  facts  is  clear  on  our  hypothesis.  Until  the  ice 
has  arrived  at  the  temperature  of  32^  the  application  of  heat 
increases  the  velocity  of  rotation  of  its  constituent  particles ; 
but  the  instant  it  arrives  at  that  point,  the  velocity  produces 
such  an  increase  of  the  centrifiigal  force  of  the  particles 
that  they  are  compelled  to  separate  from  each  other.  It  is 
in  effecting  this  separation  of  particles  strongly  attracting 
one  another  that  the  heat  applied  is  then  spent ;  not  in  in- 
creasing the  velocity  of  the  particles.  As  soon,  however,  as 
the  separation  has  been  effected,  and  the  fluid  water  produced,  a 
further  application  of  heat  will  cause  a  further  increase  of  the 
velocity  of  the  particles,  constituting  an  increase  of  tempera- 
ture, on  which  the  thermometer  will  immediately  rise  above32°. 
When  the  water  has  been  raised  to  the  temperature  of  212°, 
or  the  boiling-point,  a  similar  phenomenon  will  be  repeated  ; 
for  it  will  be  found  impossible  to  increase  the  temperature 
beyond  that  point,  because  the  heat  then  applied  is  employed 
in  separating  the  particles  of  water  so  as  to  form  steam,  and 
not  in  increasing  their  velocity  and  living  force.  When, 
again,  by  the  application  of  cold  we  condense  the  steam 
into  water,  and  by  a  further  abstraction  of  heat  we  bring  the 
water  to  the  solid  condition  of  ice,  we  witness  the  repetition 
of  similar  phenomena  in  the  reverse  order.    The  particles  of 

t2 
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steam^  in  assuming  the  condition  of  waier^  fall  together 
through  a  certain  space.  The  living  force  thus  produced 
becomes  converted  into  heat,  which  must  be  removed  before 
any  more  steam  can  be  converted  into  water.  Hence  it  is 
always  necessary  to  abstract  a  great  quantity  of  heat  in  order 
to  convert  steam  into  water,  although  the  temperature 
will  all  the  while  remain  exactly  at  212°;  but  the  instant 
that  all  the  steam  has  been  condensed,  the  further  abstraction 
of  heat  will  cause  a  diminution  of  temperature,  since  it  can 
only  be  employed  in  diminishing  the  velocity  of  revolution 
of  the  atoms  of  water.  What  has  been  said  with  regard  to 
the  condensation  of  steam  will  apply  equally  well  to  the  con- 
gelation of  water. 

I  might  proceed  to  apply  the  theory  to  the  phenomena  of 
combustion,  the  heat  of  which  consists  in  the  living  force 
occasioned  by  the  powerful  attraction  through  space  of  the 
combustible  for  the  oxygen,  and  to  a  variety  of  other  thermo- 
chemical  phenomena;  but  you  will  doubtless  be  ablc^  to 
pursue  the  subject  further  at  your  leisure. 

I  do  assure  you  that  the  principles  which  I  have  very 
imperfectly  advocated  this  evening  may  be  applied  very 
extensively  in  elucidating  many  of  the  abstruse  as  well  as  the 
simple  points  of  science,  and  that  patient  inquiry  on  these 
grounds  can  hardly  fail  to  be  amply  rewarded. 


On  the  Mechanical  Equivalent  ofHeat^  as  determined 
from  the  Heat  solved  by  the  Agitation  of  Liquids. 
By  J.  P.  Joule,  Sec.  Manchester  Lit.  &  Phil.  Soc* 

[Rep.  Brit  Assoc.  1847,  Sections,  p.  56.    Head  before  the  British 
Association  at  Oxford,  June  1847.] 

The  author  exhibited  and  described  an  apparatus,  consisting 
of  a  brass  paddle-wheel  working  in  a  vessel  filled  with  liquid, 
with  which  he  had  repeated  the  experiments  brought  before 

*  The  experiments  were  made  at  Oak  Field,  Whalley  Range,  near 
Manchester. 
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the  Cambridge  Meeting  of  the  Association.  By  these  expe- 
riments he  had  shown  that  heat  is  invariably  produced  by  the 
friction  of  fluids  in  exact  proportion  to  the  force  expended. 
Two  series  of  experiments  had  been  made — one  on  the  friction 
of  water,  the  other  on  the  friction  of  sperm-oil.  In  the 
former  of  these  series  the  heat  capable  of  raising  the  tempe- 
rature of  a  pound  of  water  1°  was  found  to  be  equal  to  the 
mechanical  force  capable  of  raising  a  weight  of  781*5  pounds 
to  the  height  of  one  foot ;  whilst  in  the  series  of  experiments 
on  the  friction  of  sperm-oil,  the  same  quantity  of  heat  was 
found  to  be  equal  to  a  mechanical  force  represented  by  782' 1 
pounds  through  one  foot. 

The  author  also  stated  the  result  of  some  experiments 
made  more  than  a  year  previously,  by  which  he  had  found 
that  when  a  spiral  steel  spring  was  compressed  no  heat  was 
evolved.  The  steel  spring,  whose  particles  were  thus  forcibly 
disturbed  without  a  change  of  temperature  being  produced, 
was  illustrative  of  the  condition  of  a  body  possessing  what  is 
commonly  called  *'  latent  heat.'' 


On  the  Mechanical  Equivalent  of  Heat,  as  determined 
by  the  Heat  evolved  by  the  Friction  of  Fluids.  By 
J.  P.  Joule,  Secretary  to  the  Literary  and  Philo- 
sophical Society  of  Manchester. 

[Phil.  Mag.  ser.  3.  voL  xxxL  p.  173.    Read  before  the  Mathematical  and 

Phjsi^  Section  of  the  BiitiBh  Association  at  Oxford,  June  1847.] 

(Abstracted  above.) 

In  the  'Philosophical  Magazine'  for  September  1845  I  gave  a 
concise  account  of  some  experiments  brought  before  the 
Cambridge  Meeting  of  the  British  Association,  by  which  I 
had  proved  that  heat  was  generated  by  the  friction  of  water 
produced  by  the  motion  of  a  horizontal  paddle-wheel.  These 
experiments,  though  abundantly  sufficient  to  establish  the 
equivalency  of  heat  to  mechanical  power,  were  not  adapted 
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to  determine  the  equivalent  with  very  great  numerical  accu- 
racy^ owing  to  the  apparatus  having  been  situated  in  the 
open  air^  and  having  been  in  consequence  liable  to  great 
cooling  or  heating  effects  from  the  atmosphere.  I  have  now 
repeated  the  experiments  under  more  favourable  circum- 
stances^ and  with  a  more  exact  apparatus^  and  have  moreover 
employed  sperm-oil  as  well  as  water  with  equal  success. 

The  brass  paddle-wheel  employed  had,  as  described  in  my 
former  paper,  a  brass  framework  attached,  which  presented 
sufficient  resistance  to  the  liquid  to  prevent  the  latter  being 
whirled  round.  In  this  way  the  resistance  presented  by  the 
liquid  to  the  paddle  was  rendered  very  considerable,  although 
no  splashing  was  occasioned.  The  can  employed  was  of 
copper,  surrounded  by  a  very  thin  casing  of  tin.  It  was 
covered  with  a  tin  lid,  having  a  capacious  hole  in  its  centre 
for  the  axle  of  the  paddle,  and  another  for  the  insertion  of  a 
delicate  thermometer.  Motion  was  communicated  to  the 
paddle  by  means  of  a  drum  fitting  to  the  axle,  upon  which  a 
quantity  of  twine  had  been  wound,  so  as  by  the  intervention 
of  delicate  pulleys  to  raise  two  weights,  each  of  29  lb.,  to  the 
height  of  about  5  J  feet.  When  the  weights  in  moving  the 
paddle  had  descended  through  that  space,  the  drum  was 
removed,  the  weights  wound  up  again,  and  the  operation 
repeated.  After  this  had  been  done  twenty  times,  the 
increase  of  the  temperature  of  liquid  was  ascertained.  In 
the  second  column  of  the  following  table  the  whole  distance 
through  which  the  weights  descended  during  the  several 
experiments  is  given  in  inches.  I  may  observe  also  that 
both  the  experiments  on  the  friction  of  water,  and  the  alter- 
nations made  in  order  to  ascertain  the  effect  of  the  surround- 
ing atmosphere,  were  conducted  under  similar  circumstances, 
each  occupying  forty  minutes. 


DETERMINED  FROM  FRICTION  OF  WATER 
Table  I.— Friction  of  Distilled  Water. 
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We  see  then  that  the  weights  of  29  lb.,  in  descending 
through  the  altitude  of  1265' 13  inches,  generated  OP'668  in 
the  apparatus.  But  in  order  to  reduce  these  quantities,  it 
became  necessary  in  the  first  place  to  ascertain  the  fiiction 
of  the  pulleys  and  that  of  the  twine  in  unwinding  from  the 
drum.  This  was  effected  by  causing  the  twine  to  go  once 
round  a  roller  of  the  same  diameter  as  the  drum,  working 
upon  very  fine  pivots,  the  two  extremities  of  the  twine  being 
thrown  over  the  pulleys.  Then  it  was  found  that,  by  adding 
a  weight  of  3150  grains  to  either  of  the  two  weights,  the 
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friction  was  just  overcome.  The  actual  force  employed  in 
the  experiments  would  therefore  be  406000  grs.— 3150  grs. 
=402850  grs.  through  1265*13  inches,  or  6067*3  lb.  through 
a  foot. 

The  weight  of  water  being  77617  grs.,  that  of  the  brass 
paddle-wheel  24800  grs.,  the  copper  of  the  can  11237  grs., 
and  the  tin  casing  and  cover  19396  grs.,  the  whole  capacity 
of  the  vessel  and  its  contents  was  estimated  at  77617  +  2319 
+ 1056 + 363 =81355  grs.  of  water.  Therefore  the  quantity 
of  heat  evolved  in  the  experiments,  referred  to  a  pound  of 
water,  was  7°-7636. 

The  equivalent  of  a  degree  of  heat  in  a  pound  of  water  was 
therefore  found  to  be  781*5  lb.,  raised  to  the  height  of  one 
foot. 

I  now  made  a  series  of  experiments  in  which  sperm-oil  was 
substituted  for  the  water  in  the  can.  This  liquid,  being  that 
employed  by  engineers  as  the  best  for  diminishing  the  friction 
of  their  machinery,  appeared  to  me  well  calculated  to  afford 
another  and  even  more  decisive  proof  of  the  principles  con- 
tended for. 

In  this  second  series  the  force  employed,  corrected  as 
before  for  the  friction  of  the  pulleys,  was  equal  to  raise 
6080*4  lb.  to  the  height  of  one  foot. 

In  estimating  the  capacity  for  heat  of  the  apparatus, 
it  was  necessary  to  obtain  the  specific  heat  of  the  sperm- 
oil  employed.  For  this  purpose  I  employed  the  method 
of  mixtures.  43750  grs.  of  water  were  heated  in  a  copper 
vessel  weighing  10403  grs.  to  82°*697.  I  added  to  this 
28597  grs.  of  oil  at  55***593,  and  after  stirring  the  two  liquids 
together,  found  the  temperature  of  the  mixture  to  be  76^*588. 
Having  applied  to  these  data  the  requisite  corrections  for  the 
cooling  of  the  liquids  during  the  experiment,  and  for  the 
capacity  of  the  copper  vessel,  the  specific  heat  of  the  sperm- 
oil  came  out  0*45561.  Another  experiment  of  the  same 
kind,  but  in  which  the  water  was  poured  into  the  heated  oil, 
gave  the  specific  heat  0*46116.  The  mean  specific  heat  was 
therefore  0*45838. 

The  weight  of  oil  employed  was  70273  grains,  and  the 
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B'Atare  of  experiment 


Total 
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of  29  lb.. 

ininohee. 
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tempe- 
rature 
of  the 
room. 


Difference. 
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theoiL 
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Oainorloeiof 
heat 
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Friction 

Alternation 

Friction.... 
Alternation 

Friction  . . . . 
Alternation 

Friction  . . . . 
Alternation 

Friction 

Alternation 

Friction 

Alternation 

Friction  . . . . 
Alternation 

Friction  . . . . 
Alternation 


Friction  ... 
Alternation 


1263-8 
0 

1260-0 
0 

1268-7 
0 

1268-5 
0 

12681 
0 

1268-3 
0 

1268-7 
0 

1267-6 
0 

1268-0 
0 


66-677 
67-816 

56198 
56-661 

57-958 
67051 

58-643 
57-153 

69097 
57-768 

56-987 
57-156 

57-574 
57-336 

68-637 
59-641 

59-131 
60164 


6-453+ 
0-595+ 

1-024+ 
1-221+ 

0-588+ 
0-773+ 

1-686- 
1-604- 

0-634- 
1-927- 

0-186- 
0-413+ 

0-734+ 
0-237+ 

0-829- 
0-364+ 

0-148+ 
0-138- 


58-364 
57-906 

56-516 
57-929 

57-813 
67-836 

55-951 
66-568 

67-766 
65-731 

66-029 
57-673 

57-681 
57-565 

66-884 
60026 

58-532 
59-984 


5f-906 
57-917 

67-929 
57-836 

59-280 
57-813 

57-766 
55-731 


i-562  gain. 
0-011  gain. 

1-413 
0-093 

1-467  gain. 
0-023  loss. 

1-815  gain. 
0-163  gain. 

69-361  1-596  gain. 
55-951  0-220  gain. 

57-573 
57-566 

59-036 
57-581 

68-632 
69-984 

60-026 
60-069 


1-544 
0008 

1-456  gain. 
0-016  gain. 

1-648  gain. 
0042  leas. 

1-494  gain. 
0-085  gain. 


Mean     Mction ) 
experiments  | 


1267-86 


0-034+ 


1-6537  gain 


Mean  of  tiie  al-  j 
temations  . .  ( 


0-004+ 


0-0366  gain. 


Corrected  result.. 


1267-86 


1-5138  gain. 


paddle^  can^  &c.  were  the  same  as  employed  in  the  first  series 
of  experiments;  consequently  the  entire  capacity  in  this 
instance  will  be  equivalent  to  that  of  35951  grs.  of  water. 
The  heat  evolved  was  therefore  7^*7747  when  reduced  to  the 
capacity  of  a  pound  of  water. 

Hence  the  equivalent  deduced  from  the  friction  of  sperm- 
oil  was  782-1,  a  result  almost  identical  with  that  obtained 
from  the  friction  of  water.  The  mean  of  the  two  results  is 
781*8^  which  is  the  equivalent  I  shall  adopt  until  frurther  and 
still  more  accurate  experiments  shall  have  been  made. 
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On  the  Theoretical  Velocity  of  Sotmd. 
By  J.  P.  Joule. 

['  Philosophical  Magasnne/  ser.  3.  toL  xxzi.  p.  114.] 

The  celebrated  French  mathematician  De  Laplace  has,  it  is 
well  known,  pointed  out  that  the  heat  evolved  by  the  com- 
pression of  air  is  the  cause  of  the  velocity  of  sound,  according 
to  the  theory  of  Newton,  being  so  much  less  than  that  actually 
observed.  He  has  also  given  a  formula  by  which  the  velocity 
may  be  determined  when  the  ratio  of  the  specific  heat  of  air 
at  constant  pressure  to  that  at  constant  volume  is  known. 
The  determination  of  the  elevation  of  temperature  in  air  by 
compression  has,  however,  been  hitherto  attended  with  diffi- 
culty, and  hence  the  theorem  of  De  Laplace  has  never  yet 
been  feirly  compared  with  experiment.  I  was  therefore 
anxious  to  ascertain  how  far  the  mechanical  equivalent  of 
heat,  as  determined  by  my  recent  experiments  on  the  firic- 
tion  of  fluids,  might  be  able  to  contribute  to  clear  up  this 
question. 

The  capacity  of  air  at  constant  pressure,  according  to  the 
experiments  of  De  la  Roche  and  Berard,  is  0*2669.  Conse- 
quently a  quantity  of  heat  capable  of  increasing  the  tempera- 
ture of  a  lb.  of  water  by  1°  will  give  1°  also  to  3*747  lb.  of 
air,  while  the  air  will  be  expanded  5^,  an  expansion  in 
which  a  force  equal  to  200*7  lb.  through  a  foot  is  expended 
in  raising  the  atmosphere  of  the  earth.  The  equivalent  of  a 
degree  of  heat  per  lb.  of  water,  determined  by  carefiil  experi- 
ments made  since  those  brought  before  the  British  Association 
at  Oxford,  is  775  lb.  through  a  foot.  Hence  200*7  lb.  through 
a  fijot  is  equal  to  0°*259. 

We  see,  therefore,  that  for  every  degree  of  heat  employed 
by  De  la  Roche  and  Berard  in  expanding  and  heating  air, 
0°*259  was  occupied  in  producing  the  mechanical  effect, 
leaving  0°*741  as  that  actuaUy  employed  in  raising  the  tem- 
perature of  the  air.  Hence  the  actual  specific  heat  (com- 
monly called  capacity  at  constant  volume)  is  0*2669x0*741 
=0*1977.    Taking  this  as  the  specific  heat  of  air  and  the 
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equivalent  775,  it  follows  that  if  a  volume  of  air  of  171 '6 
cubic  inches  be  compressed  to  170*6  cubic  inches,  it  will  be 
heated  1°,  a  quantity  of  heat  which  will  occasion  an  increased 
pressure  of  ^^.  So  that  the  celerity  of  sound  will  be  in- 
creased  by  this  means  in  the  subduplicate  ratio  of  491  to 
661-6,  or  in  the  simple  ratio  of  2216  to  2572,  which  will 
bring  it  up  from  Newton's  estimate  of  943  to  1095  feet  per 
second,  which  is  as  near  1130,  the  actual  velocity  at  82°, 
as  could  be  erpected  from  the  nature  of  the  experiments 
on  the  specific  heat  of  air,  and  ftiUy  confirms  the  theory  of 
Laplace. 

Oak  Held,  near  Mancliester, 
July  17, 1847. 


EwpSriences  mr  VIdentiU  entre  le  Caloriqrie  et  la 
Force  m^canigue.  Determination  de  Equivalent 
par  la  Chalmr  dSgagSe  pendant  la  friction  du 
Mercure.    Par  M.  J.  P.  Joule  *. 

['  Gomptes  Rendufl/  Ai^nist  23, 1847.] 

Pendant  les  quatre  demieres  ann^es  j'ai  fait  diverses  expe- 
riences, dans  le  but  de  m^assurer  que  la  chaJeur  etait  Tequi- 
valent  de  la  force  mecanique.  De  ces  experiences,  peut-^tre 
les  plus  int^ressantes  sont  celles  que  j^ai  faites  sur  la  friction 
des  liquides.  Quand  Feau  ^tait  agitee  par  Taction  d'une 
roue  k  pannes  agissant  dans  le  liquide,  la  quantite  de  chaleur 
degagee  ^tait  en  proportion  exacte  k  .la  force  mecanique 
d^pens^e.  La  force  m^anique  capable  d'elever  un  poids  de 
428*8  grammes  k  la  hauteur  de  1  metre  fut  ainsi  trouv^e  Stre 
^equivalent  d'une  quantity  de  chaleur  n&essaire  pour  Clever 
la  temperature  de  1  gramme  d'eau  par  1  degr^  centigrade. 

*  [The  Gomimssioneis  were  Biot,  Pouillet,  and  Regnault.  1  had  the 
honour  to  present  the  iron  vessel  with  its  revolving  paddle-wheel  to  the 
last-named  eminent  physicist. — Note^  1881.J 
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J'ai  aussi  fait  des  experiences  semblables  but  la  firiction  de 
Vhuile  de  baleine.  Dans  ce  cas^  le  d^agement  de  chaleur 
Alt  encore  plus  considerable^  la  chaleur  sp^cifique  de  Thuile 
etant  bien  inf^rieure  comparatiyement  k  celle  de  Feau.  Quoi 
qu^il  en  soit  de.cette  difference^  les  r^sultats  auxquels  je  suis 
arrive  etaient  ^  pen  pr^  les  m^mes ;  c'est-k-dire  que  le  deve- 
loppement  de  1  degre  de  chaleur  par  gramme  d^eau  etait  egal 
k  429*1  grammes  souleve  de  1  metre. 

Poursuivant  mes  recherches,  j'ai  aussi  employe  du  mercure 
comme  liquide  frotte,  et  j'ai,  en  Femployant,  obtenu  des 
resultats  si  confirmatifs  des  experiences  ci-dessus^  que  j^ose 
les  communiquer  a  FAcademie  des  Sciences. 

L^appareil  dont  je  me  suis  servi  etait  compose  d^un  vase 
cylindrique  en  fonte^  dans  Finterieur  duquel  etait  plaoee 
horizontalement  une  roue  ^  pannes  en  t61e.  A  la  partie 
superieure  etait  visse  un  couvercle  egalement  en  fonte^  lequel 
avait  deux  ouvertures :  Fune  an  centre,  pour  la  passage  d'un 
axe  par  lequel  le  mouvement  etait  communique  it  la  roue ; 
Fautre  etait  pour  servir  ^  Fintroduction  d'un  thermometre. 
Lorsque  la  temperature  du  mercure  etait  exactement  deter- 
minee,  la  roue  a  pannes  etait  mise  en  mouvement  par  des 
poids  avec  lesquels  elle  etait  en  communication  par  Fentre- 
mise  de  poulies.  Apres  que  le  mercure  etait  agite  ainsi  pen- 
dant un  certain  temps,  Faugmentation  de  la  temperature 
etait  determinee  par  une  nouvelle  observation  thermome- 
trique.  La  valeur  de  la  force  employee  etait  evaluee  par 
Fespace  qu^avaient  parcouru  les  poids  en  descendant  :  on 
tenait  compte  de  yj^  comme  valeur  de  la  Ariction  des  poulies. 
L^influence  de  Fair  environnant  fat  determinee  par  des  expe- 
riences qui  consistaient  k  placer  Fappareil  dans  des  atmo- 
spheres dont  les  temperatures  etaient  variees. 
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716230 
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Dans  le  tableau  ci-joint^  qui  renferme  mes  resultats^  chaque 
exp^ence  alternative  tient  compte  de  rinfluence  de  Fatmo- 
sphere^  en  Levant  ou  abaissant  la  temperature  de  Tappareil. 
Le  poids  du  mercure  dans  Pappareil  ^tait  de  13269  grammes^ 
et  il  s'ensuivrait,  d^apres  les  experiences  de  M.  Regnault  sur 
la  chaleuf  specifique  du  mercure,  qu'il  serait  ^gal,  en  capa- 
city, k  442*12  grammes  d^eau.  Le  poids  du  fer  ^tant  ^gal  k 
2569  grammes,  sa  capacite  pour  la  chaleur  serait,  d^apres  mes 
determinations,  egale  k  291*31  grammes  d^eau.  Par  conse- 
quent, la  capadte  totale  de  Fappareil  pour  la  .chaleur  etait 
^ale  a  733*43  grammes  d'eau.  L'absorption  d'une  force 
mecanique  estimee  par  un  poids  de  715,280  grammes  tombant 
de  1  metre,  fut  ainsi  accompagnee  par  le  d^agement  de 
2^*2668  dans  738*43  grammes  d^ean.  Par  consequent,  la 
chaleur  capable  d^augmenter  la  temperature  de  1  gramme 
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d'eau  de  1  degr^  centigrade  est  4gale  k  une  force  m^canique 
capable  d'^lever  un  poids  de  432' 1  grammes  k  1  metre  de 
hauteur. 


On  Shooting-Stars.  By  3.  P.  Joule,*  Corresponding 
Member  of  the  Royal  Academy  of  Sciences,  Tunny 
Secretary  to  the  Literary  and  Philosophical  Society, 
Manchester. 

['  Philosophical  Magazine/  eer.  8.  vol.  xxxii.  p.  349.] 

I  HAVE  read  with  much  interest  the  valuable  papers  on 
shooting-stars  inserted  by  Sir  J.  W.  Lubbock  in  the  numbers 
of  the  ^  Philosophical  Magazine '  for  February  and  March. 
This  philosopher  seems  to  have  placed  the  subject  in  a  fair 
way  for  satisfactory  solution.  He  has  advanced  three  hypo- 
theses to  account  for  the  sudden  disappearance  of  these 
bodies^  the  last  of  which  he  has  enabled  us  to  prove  or  dis- 
prove by  actual  observation. 

I  have  for  a  long  time  entertained  an  hypothesis  with  re- 
spect to  shooting-stars  similar  to  that  advocated  by  Chladni 
to  account  for  meteoric  stones^  and  have  reckoned  the  ignition 
of  these  miniature  planetary  bodies  by  their  violent  collision 
with  our  atmosphere  to  be  a  remarkable  illustration  of  the 
doctrine  of  the  equivalency  of  heat  to  mechanical  power  or 
vis  viva.  In  a  popular  lecture  delivered  in  Manchester  on 
the  28th  of  April,  1847, 1  said : — ^^  You  have,  no  doubt,  fre- 
quently observed  what  are  called  shooting-stars,  as  they 
appear  to  emerge  from  the  dark  sky  of  night,  pursue  a  short 
and  rapid  course,  burst,  and  are  dissipated  in  shining  fittg- 
ments.  From  the  velocity  with  which  these  bodies  travel, 
there  can  be  little  doubt  that  they  are  small  planets  which, 
in  the  course  of  their  revolution  round  the  sun,  are  attracted 
and  drawn  to  the  earth.  Reflect  for  a  moment  on  the  conse- 
quences which  would  ensue  if  a  hard  meteoric  stone  were  to 
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strike  the  room  in  which  we  are  assembled  with  a  velocity 
sixty  times  as  great  as  that  of  a  cannon-ball.  The  dire  effects 
of  such  a  collision  are  effectually  prevented  by  the  atmosphere 
surrounding  our  globe,  by  which  the  velocity  of  the  meteoric 
stone  is  checked,  and  its  living  force  converted  into  heat, 
which  at  last  becomes  so  intense  as  to  melt  the  body  and  dis- 
sipate it  in  fragments  too  small  probably  to  be  noticed  in 
their  fall  to  the  ground.  Hence  it  is  that,  although  multi- 
tudes of  shooting-stars  appear  every  night,  few  meteoric 
stones  have  been  found,  those  few  corroborating  the  truth  of 
our  hypothesis  by  the  marks  of  intense  heat  which  they  bear 
on  their  surfaces  ^'  *. 

The  likelihood  of  the  above  hypothesis  will  be  rendered 
evident  if  we  suppose  a  meteoric  stone,  of  the  size  of  a  six- 
inch  cube,  to  enter  our  atmosphere  at  the  rate  of  eighteen 
miles  per  second  of  time,  the  atmosphere  being  y^  of  its 
density  at  the  earth^s  surface.  The  resistance  offered  to  the 
motion  of  the  stone  will  in  this  case  be  at  least  51,600  lb. ; 
and  if  the  stone  traverse  twenty  miles  with  this  amount  of 
resistance,  sufficient  heat  will  thereby  be  developed  to  give 
1"^  Fahrenheit  to  6,967,980  lb.  of  water.  Of  course  by  far 
the  largest  portion  of  this  heat  will  be  given  to  the  displaced 
air,  every  particle  of  which  will  sustain  the  shock,  whilst  only 
the  surface  of  the  stone  will  be  in  violent  collision  with  the 
atmosphere.  Hence  the  stone  may  be  considered  as  placed 
in  a  blast  of  intensely  heated  air,  the  heat  being  communicated 
from  the  surface  to  the  centre  by  conduction.  Only  a  small 
portion  of  the  heat  evolved  will  therefore  be  received  by  the 
stone;  but  if  we  estimate  it  at  only  yo()>  ^*  ^^^  ^^^  ^^ 
equal  to  1°  Fahrenheit  per  69,679  lb.  of  water,  a  quantity 
quite  equal  to  the  melting  and  dissipation  of  any  materials 
of  which  it  may  be  composed. 

The  dissolution  of  the  stone  will  also  be  accelerated  in 
most  cases  by  its  breaking  into  pieces,  in  consequence  of  the 
unequal  resistance  experienced  by  different  parts  of  its  surface, 
especially  after  its  cohesion  has  been  partially  overcome  by 
heat. 

*  'Manchester  Oourier*  newspaper,  May  12,  1847. 
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It  appears  to  me  that  the  varied  phenomena  of  meteoric 
stones  and  shooting-stars  may  all  be  explained  in  the  above 
manner^  and  that  the  different  velocities  of  the  aerolites^ 
varying  from  four  to  forty  miles  per  second  according  to  the 
direction  of  their  motions  with  respect  to  the  earthy  along 
with  their  various  sizes,  will  suffice  to  show  why  some  of 
these  bodies  are  destroyed  the  instant  they  arrive  in  our 
atmosphere,  and  why  others  arrive  at  the  earth's  surface  with 
diminished  velocity. 

I  cannot  but  be  filled  with  admiration  and  gratitude  for 
the  wonderful  provision  thus  made  by  the  Author  of  nature 
for  the  protection  of  his  creatures.  Were  it  not  for  the 
atmosphere  which  covers  us  with  a  shield,  impenetrable  in 
proportion  to  the  violence  which  it  is  called  upon  to  resist, 
we  should  be  continually  exposed  to  a  bombardment  of  the 
most  fatal  and  irresistible  character.  To  say  nothing  of  the 
larger  stones,  no  ordinary  buildings  could  afford  shelter  from 
very  small  particles  striking  at  the  velocity  of  eighteen  miles 
per  second.  Even  dust  flying  at  such  a  velocity  would  kill 
any  animal  exposed  to  it. 


On  the  Mechanical  Equivalent  of  Heatj  and  on  the 
Constitution  of  Elastic  Fluids.    By  J.  P.  Joulb. 

[Bep.  Brit.  Assoc  1848,  Sections,  p.  21.    Read  before  the  British 
Association  at  Swansea^  August  1848.] 

At  the  last  Meeting  of  the  Association  the  author  exhibited 
an  apparatus  which,  by  the  agitation  of  fluids,  produced 
heat  in  exact  proportion  to  the  mechanical  power  expended. 
Experiments  were  made  with  this  apparatus  on  the  heat 
evolved  by  the  friction  of  three  totally  dissimilar  fluids — 
water,  mercury,  and  oil;  and  in  all  three  cases  the  remark- 
able  result  appeared,  that  the  mechanical  power  representea 
by  the  force  necessary  to  raise  782  lb.  one  foot  high  pro- 
duced the  quantity  of  heat  equal  to  raise  the  temperature  of 
a  pound  of  water  one  degree. 
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Since  the  above  experiments  were  communicated  to  the 
Association^  a  slight  alteration  in  the  form  of  the  apparatus, 
calculated  to  give  greater  exactness  to  the  results^  occurred 
to  the  author;  and  he  therefore  commenced  a  new  and 
extensive  series  of  experiments  in  order  to  determine  the 
equivalent  of  heat  with  all  the  accuracy  which  its  importance 
to  physical  science  demands.  The  result  arrived  at  after  a 
series  of  forty  experiments  was  an  alteration  of  the  equivalent 
before  stated  to  771,  which  is  believed  to  be  within  ^J^ 
of  the  truth,  and  therefore  may  for  the  present  be  assumed 
as  a  tolerably  good  basis  for  calculations. 

The  author  conceives  the  following  points  to  be  esta- 
blished : — Ist,  his  experiments  on  the  friction  of  fluids,  con- 
firming the  views  and  experiments  of  Davy  and  Bumford  on 
the  friction,  of  solids,  afford  another  and  decisive  proof  that 
heat  is  simply  a  mechanical  effect,  not  a  substance;  2nd,  his 
experiments,  showing  that  the  thermal  effects  of  the  con- 
densation and  rarefaction  of  air  are  the  equivalents  of  the 
mechanical  force  expended  in  the  one  case  and  gained  in  the 
other,  prove  that  the  heat  of  elastic  fluids  consists  simply  in 
the  vis  viva  of  their  particles ;  and,  8rd,  the  zero  of  tempera- 
ture, determined  by  the  expansion  of  gases,  is  at  491°  below 
the  freezing-point  of  water. 

We  may,  the  author  thinks,  employ  the  above  propositions 
in  order  to  calculate  the  specific  heat  of  the  gases.  For, 
whether  we  conceive  the  particles  to  be  revolving  round  one 
another,  according  to  the  hypothesis  of  Davy,  or  flying  about 
in  every  direction  according  to  Herapath's  view,  the  pressure 
of  the  gas  will  be  proportional  to  the  vis  viva  of  its  particles. 
Thus  it  may  be  shown  that  the  particles  of  hydrogen  gas  at 
the  barometrical  pressure  of  30  inches  and  temperature  60^ 
must  move  with  a  velocity  of  6225*54  feet  per  second  in  order 
to  produce  the  observed  pressure  of  14*714  pounds  on  the 
square  inch.  Now  a  pound  moving  at  that  velocity  is  equi- 
valent to  781°'45  in  a  pound  of  water,  which  will  therefore 
represent  the  absolute  heat  of  a  pound  of  hydrogen  at  6QP. 
But  60^  is,  as  already  stated,  519^  from  absolute  zero,  whence 
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781-45 


=3 1*5157  will  be  the  heat  required  to  raise  the  tem- 


519 

perature  of  a  pound  of  hydrogen  1^,  taking  that  which  can 
raise  a  pound  of  water  1°  as  unity;  in  other  words,  1*5157 
will  be  the  specific  heat  of  the  gas. 

Further,  since  oxygen  is  sixteen  times  as  heavy  in  the  same 
space  as  hydrogen,  its  particles  must  move  at  one  quarter 
the  velocity  in  order  to  produce  the  same  amount  of  pressure. 
Its  specific  heat  will  be  therefore  0*09473,  being,  as  in  the 
case  of  all  elastic  fluids,  inversely  as  the  specific  gravity. 


Hydrogen  .     . 
Aqueous  vapour 
Nitrogen     .     . 
Oxygen .    .     . 
Carbonic  acid  . 


Aooordingto 
Tlieory. 

1-5157 
01684 
01074 
0-0947 
0-0685 


Experimeot  <tf  De  1a  Boohe 
and  Berard  reduced 
to  oonttent  Tolame. 

2*3620 
0*6050 
0*1953 
01686 
0-1579 


Some  Bemarks  on  Heat  and  the  Constitution  of  Elastic: 
Fluids.    By  J.  P.  Joule. 

[Memoirs  Manchester  Lit  &  PhiL  Soc.  vol.  ix.  p.  107.    Head  Oct  3, 184a 
Also  Phil.  Mag.  eer.  4.  vol.  xiv.  p.  211.] 

In  a  paper, ''  On  the  Heat  evolved  during  the  Electrolysis 
of  Water,"  published  in  the  7th  volume  of  the  Memoirs  of 
this  Society,  I  stated  that  the  magneto-electrical  machine 
enabled  us  to  convert  mechanical  power  into  heat,  and  that 
I  had  little  doubt  that,  by  interposing  an  electro-magi^etic 
engine  in  the  circuit  of  a  voltaic  battery,  a  diminution  of  the 
quantity  of  heat  evolved  per  equivalent  of  chemical  reaction 
would  be  observed,  and  that  this  diminution  would  be  pro- 
portional to  the  mechanical  power  obtained. 

The  results  of  experiments  in  proof  of  the  above  propo- 
sition were  communicated  to  the  British  Association  for  the 
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Advancement  of  Science  in  1843*.  They  showed  that 
whenever  a  current  of  electricity  was  generated  by  a  magneto- 
electrical  machine^  the  quantity  of  heat  evolved  by  that  cur- 
rent had  a  constant  relation  to  the  power  required  to  turn 
the  machine;  and^  on  the  other  hand,  that  whenever  an 
engine  was  worked  by  a  voltaic  battery,  the  power  developed 
was  at  the  expense  of  the  calorific  power  of  the  battery  for  a 
given  consumption  of  zinc,  the  mechanical  e£Pect  produced 
having  a  fixed  relation  to  the  heat  lost  in  the  voltaic 
circuit. 

The  obvious  conclusion  from  these  experiments  was,  that 
heat  and  mechanical  power  were  convertible  into  one  another; 
and  it  became  therefore  evident  that  heat  is  either  the  vis 
viva  of  ponderable  particles,  or  a  state  of  attraction  or  re- 
pulsion capable  of  generating  vis  viva. 

It  now  became  important  to  ascertain  the  mechanical 
equivalent  of  heat,  with  as  much  accuracy  as  lay  in  my 
power  to  give  it.  For  this  purpose  the  magnetic  apparatus 
was  not  very  well  adapted ;  and  therefore  I  sought  in  the 
heat  generated  by  the  friction  of  fluids  for  the  means  of 
obtaining  exact  results.  I  found,  first,  that  the  expenditure 
of  a  certain  amotmt  of  mechanical  power  in  the  agitation 
of  a  fluid  uniformly  produced  a  certain  fixed  quantity 
of  heat;  and,  second,  that  the  quantity  of  heat  evolved 
in  the  friction  of  fiuids  was  entirely  uninfluenced  by  the 
nature  of  the  liquid  employed,  for  water,  oil,  and  mercury, 
fluids  as  diverse  from  one  another  as  could  have  been 
well  selected,  gave  sensibly  the  same  result,  viz.  that  the 
quantity  of  heat  capable  of  raising  the  temperature  of  a 
lb.  of  water  1°  is  equal  to  the  mechanical  power  developed 
by  a  weight  of  770  lb.  in  falling  through  one  perpendicular 
foott. 

Believing  that  the  discovery  of  the  equivalent  of  heat 
furnished  the  means  of  solving  several  interesting  pheno- 
mena, I  commenced,  in  the  spring  of  1844,  some  experi- 

*  Philosophical  Magazine,  voL  xxiii.  pp.  263,  347,  435. 
t  The  equivalent  I  have  since  arrived  at  is  772  foot-pounds.    See 
Phil.  Trans.  1850,  Part  L— J.  P.  J.,  May  1861. 
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ments  on  the  changes  of  temperature  occasioned  by  the 
rarefaction  and  compression  of  atmospheric  air*.  It  had 
long  been  known  that  air,  when  forcibly  compressed,  evolves 
heat,  and  that,  on  the  contrary,  when  air  is  dilated,  heat  is 
absorbed.  In  order  to  account  for  these  facts,  it  was 
assumed  that  a  given  weight  of  air  has  a  smaller  capacity 
for  heat  when  compressed  into  a  small  compass  than  when 
occupying  a  larger  space.  A  few  experiments  served  to 
show  the  incorrectness  of  this  hypothesis:  thus  I  found 
that  by  forcing  2956  cubic  inches  of  air,  at  the  ordinary 
atmospheric  pressure,  into  the  space  of  186^  cubic  inches, 
13°'63  of  heat  per  lb.  of  water  were  produced ;  whereas  by 
the  reverse  process,  of  allowing  the  compressed  air  to  ex- 
pand from  a  stopcock  into  the  atmosphere,  only  4^'09  were 
absorbed  instead  of  13°'63,  which  is  the  quantity  of  heat 
which  ought  to  have  been  absorbed  according  to  the  gene- 
rally received  hypothesis.  I  found,  also,  that  when  strongly 
compressed  air  was  allowed  to  escape  into  a  vacuum,  no 
cooling  effect  took  place  on  the  whole,  a  fact  likewise  at 
variance  with  the  received  hypothesis.  On  the  contrary,  the 
theory  I  ventured  to  advocate  t  was  in  perfect  agreement 
with  the  phenomena ;  for  the  heat  evolved  by  compressing 
the  air  was  found  to  be  the  equivalent  of  the  mechanical 
power  employed,  and,  vice  versd,  the  heat  absorbed  in  rare- 
faction was  found  to  be  the  equivalent  of  the  mechanical 
I>ower  developed,  estimated  by  the  weight  of  the  column  of 
atmospheric  air  displaced.  In  the  case  of  compressed  air 
expanding  into  a  vacuum,  since  no  mechanical  power  was 
produced,  no  absorption  of  heat  was  expected  or  found. 
M.  Seguin  has  confirmed  the  above  results  in  the  case  of 
steam. 

The  above  principles  lead,  indeed,  to  a  more  intimate 
acquaintance  with  the  true  theory  of  the  steam-engine ;  for 

•  Philosophical  Magazine,  vol.  xxvi. 

t  I  subsequently  found  that  M.  Mayer  had  previously  advocated  a 
similar  hypothesis,  without,  however,  attempting  an  experimental  de- 
monstration of  its  accuracy  ('Annalen '  of  Wohler  and  Liebig  for  1842). 
—J.  P.  J.,  May  1851. 
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they  enable  us  to  estimate  the  calorific  effect  of  the  friction  of 
the  steam  in  passing  through  the  various  valves  and  pipes^  as 
well  as  that  of  the  piston  in  rubbing  against  the  sides  of 
the  cylinder ;  and  they  also  inform  us  that  the  steam^  while 
expanding  in  the  cylinder^  loses  heat  in  quantity  exactly 
proportional  to  the  mechanical  force  developed*. 

The  experiments  on  the  changes  of  temperature  produced 
by  the  rarefaction  and  condensation  of  air  give  likewise  an 
insight  into  the  constitution  of  elastic  fluids ;  for  they  show 
that  the  heat  of  elastic  fluids  is  the  mechanical  force  pos- 
sessed by  them ;  and  since  it  is  known  that  the  temperature 
of  a  gas  determines  its  elastic  force^  it  follows  that  the  elastic 
force,  or  pressure,  must  be  the  effect  of  the  motion  of  the 
constituent  particles  in  any  gas.  This  motion  may  exist  in 
several  ways,  and  still  account  for  the  phenomena  presented 
by  elastic  fluids.  Davy,  to  whom  belongs  the  signal  merit 
of  having  made  the  first  experiment  absolutely  demonstrative 
of  the  immateriality  of  heat,  enunciated  the  beautiful  hypo- 
thesis of  a  rotary  motion.  He  says : — "  It  seems  possible  to 
account  for  all  the  phenomena  of  heat,  if  it  be  supposed  that 
in  solids  the  particles  are  in  a  constant  state  of  vibratory 
motion,  the  particles  of  the  hottest  bodies  moving  with  the 
greatest  velocity  and  through  the  greatest  space;  that  in 
fluids  and  elastic  fluids,  besides  the  vibratory  motion,  which 
must  be  considered  greatest  in  the  last,  the  particles  have  a 
motion  round  their  own  axes  with  different  velocities,  the 
particles  of  elastic  fluids  moving  with  the  greatest  quickness; 
and  that  in  ethereal  substances  the  particles  move  round 
their  own  axes,  and  separate  firom  each  other,  penetrating 
in  right  lines  through  space.  Temperature  may  be  con- 
ceived to  depend  upon  the  velocity  of  the  vibrations;  in- 
crease of  capacity  on  the  motion  being  performed  in  greater 

*  A  complete  theory  of  the  motive  power  of  heat  has  been  recently 
communicated  by  Professor  Thomson  to  the  Royal  Society  of  Edinbuigh. 
In  this  paper  the  very  important  law  is  established,  that  the  fraction  of 
heat  converted  into  power  in  any  perfect  engine  is  equal  to  the  range  of 
temperature  divided  by  the  highest  temperature  above  absolute  zero. — 
J.  P.  J.,  May  1861. 
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space ;  and  the  diminution  of  temperature  during  the  con- 
version of  solids  into  fluids  or  gases  may  be  explained  on 
the  idea  of  the  loss  of  vibratory  motion^  in  consequence  of 
the  revolution  of  particles  round  their  axes  at  the  moment 
when  the  body  becomes  fluid  or  aeriform^  or  irom  the  loss 
of  rapidity  of  vibration  in  consequence  of  the  motion  of  the 
particles  through  greater  space  ^'*.  I  have  myself  endea- 
voured to  prove  that  a  rotary  motion,  such  as  that  described 
by  Sir  H.  Davy,  can  account  for  the  law  of  Boyle  and 
Mariotte,  and  other  phenomena  presented  by  elastic  fluids  t; 
nevertheless,  since  the  hypothesis  of  Herapath — ^in  which  it 
is  assumed  that  the  particles  of  a  gas  are  constantly  flying 
about  in  every  direction  with  great  velocity,  the  pressure  of 
the  gas  being  owing  to  the  impact  of  the  particles  against 
any  surface  presented  to  them — ^is  somewhat  simpler,  I  shall 
employ  it  in  the  following  remarks  on  the  constitution  of 
elastic  fluids,  premising,  howeVer,  that  the  hypothesis  of  a 
rotary  motion  accords  equally  well  with  the  phenomena. 

Let  us  suppose  an  envelope  of  the  size  and  shape  of  a 
cubic  foot  to  be  filled  with  hydrogen  gas,  which,  at  60^ 
temperature  and  30  inches  barometrical  pressure,  will  weigh 
86*927  grs.  Further,  let  us  suppose  the  above  quantity  to 
be  divided  into  three  equal  and  indefinitely  small  elastic 
particles,  each  weighing  12*309  grs. ;  and,  further,  that  each 
of  these  particles  vibrates  between  opposite  sides  of  the 
cube,  and  maintains  a  uniform  velocity  except  at  the  in- 
stant of  impact ;  it  is  required  to  find  the  velocity  at  which 
each  particle  must  move  so  as  to  produce  the  atmospherical 
pressure  of  14,831,712  grs.  on  each  of  the  square  sides  of 
the  cube.  In  the  first  place,  it  is  known  that  if  a  body 
moving  with  the  velocity  of  32J  feet  per  second  be  opposed, 
during  one  second,  by  a  pressure  equal  to  its  weight,  its 
motion  will  be  stopped,  and  that,  if  the  pressure  be  continued 

•  «Element8of  Chemical  Philosophy,' p.  96. 

t  Mr.  Rankine  has  giyen  a  complete  mathematical  infestigation  of  the 
action  of  vortices,  in  his  paper  on  the  Mechanical  Action  of  GUuee  and 
Vapours,  Trans.  R.  S.  Edin.  vol.  xx.  part  1.— J.  P.  J.,  May  1861. 
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one  second  longer^  the  particle  will  acquire  the  velocity  of 
32^  feet  per  second  in  the  contrary  direction.  At  this 
velocity  there  will  be  82J  collisions  of  a  particle  of  12'809  grs. 
against  each  side  of  the  cubical  vessel  in  every  two  seconds 
of  time;  and  the  pressure  occasioned  thereby  will  be 
12*309  X  82^=895-938  grs.  Therefore,  since  it  is  manifest 
that  the  pressure  will  be  proportional  to  the  square  of  the 
velocity  of  the  particles,  we  shall  have  for  the  velocity  of  the 
particles  requisite  to  produce  the  pressure  of  14,83l>712  grs. 
on  each  side  of  the  cubical  vessel. 

The  above  velocity  will  be  found  equal  to  produce  the 
atmospheric  pressure,  whether  the  particles  strike  each 
other  before  they  arrive  at  the  sides  of  the  cubical  vessel, 
whether  they  strike  the  sides  obliquely,  and,  thirdly,  into 
whatever  number  of  particles  the  36*927  grs.  of  hydrogen 
are  divided. 

If  only  one  half  the  weight  of  hydrogen,  or  18*4635  grs., 
be  enclosed  in  the  cubical  vessel,  and  the  velocity  of  the 
particles  be,  as  before,  6225  feet  per  second,  the  pressure 
will  manifestly  be  only  one  half  of  what  it  was  previously; 
which  shows  that  the  law  of  Boyle  and  Mariotte  flows 
naturally  from  the  hypothesis. 

The  velocity  above  named  is  that  of  hydrogen  at  the 
temperature  of  60° ;  but  we  know  that  the  pressure  of  an 
elastic  fluid  at  60^  is  to  that  at  32''  as  519  is  to  491.  There- 
fore the  velocity  of  the  particles  at  60°  will  be  to  that  at 
82°  as  ^519  :  ^491 ;  which  shows  that  the  velocity  at  the 
fireezing  temperature  of  water  is  6055  feet  per  second. 

In  the  above  calculations  it  is  supposed  that  the  particles 
of  hydrogen  have  no  sensible  magnitude,  otherwise  the 
velocity  corresponding  to  the  same  pressure  would  be 
lessened. 

Since  the  pressure  of  a  gas  increases  with  its  tempera- 
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tore  in  arithmetical  progression^  and  since  the  pressure  is 
proportional  to  the  square  of  the  velocity  of  the  particles, 
in  other  words  to  their  vis  viva,  it  follows  that  the  absolute 
temperature,  pressure,  and  vis  viva  are  proportional  to  one 
another,  and  that  the  zero  of  temperature  is  491^  below  the 
Areezing-point  of  water.  Further,  the  absolute  heat  of  the 
gas,  or,  in  other  words,  its  capacity,  will  be  represented  by 
the  whole  amount  of  vis  viva  at  a  given  temperature.  The 
specific  heat  may  therefore  be  determined  in  the  following 
simple  manner : — 

The  velocity  of  the  particles  of  hydrogen,  at  the  tempera- 
ture of  60°,  has  been  stated  to  be  6225  feet  per  second,  a 
velocity  equivalent  to  a  fall  from  the  perpendicular  height 

of  602,342  feet.    The  velocity  at  6P  wiU  be  6225  \/§x§ 

=6230*93  feet  per  second,  which  is  equivalent  to  a  fall  of 
603,502  feet.  The  difference  between  the  above  falls  is 
1160  feet,  which  is  therefore  the  space  through  which  1  lb.  of 
pressure  must  operate  upon  each  lb.  of  hydrogen,  in  order 
to  elevate  its  temperature  one  degree.  But  our  mechanical 
equivalent  of  heat  shows  that  770  feet  is  the  altitude  repre- 
senting the  force  required  to  raise  the  temperature  of  water 
one  degree ;  consequently  the  specific  heat  of  hydrogen  will 

be  -==g- = 1*506,  calling  that  of  water  unity. 

The  specific  heats  of  other  gases  will  be  easily  deduced 
from  that  of  hydrogen ;  for  the  whole  vis  viva  and  capacity 
of  equal  bulks  of  the  various  gases  will  be  equal  to  one 
another ;  and  the  velocity  of  the  particles  will  be  inversely 
as  the  square  root  of  the  specific  gravity.  Hence  the  specific 
heat  will  be  inversely  proportional  to  the  specific  gravity,  a 
law  which  has  been  arrived  at  experimentally  by  De  la  Rive 
and  Marcet. 

In  the  following  table  I  have  placed  the  specific  heats  of 
various  gases,  determined  in  the  above  manner,  in  juxta- 
position with  the  experimental  results  of  Delaroche  and  Berard 
reduced  to  constant  volume. 
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Eiperimentiil  Tlieoretic«l 

ipeoifiohflftt.  apeoifiohMt. 

Hydrogen 2852  1-506 

Oxygen 0168  0-094 

Nitrogen 0195  0-107 

Carbonic  add.     .     •     .  0158  0-068 

The  experimental  results  of  Delaroche  and  Berard  are  in* 
variably  higher  than  those  demanded  by  the  hypothesis.  But 
it  must  be  observed  that  the  experiments  of  Delaroche  and 
Berard^  though  considered  the  best  that  have  hitherto  been 
made,  differ  considerably  firom  those  of  other  philosophers. 
I  believe^  however,  that  the  investigation  undertaken  by  M. 
Y.  Renault,  for  the  French  Gk>vemment,  will  embrace  the 
important  subject  of  the  capacity  of  bodies  for  heat,  and  that 
we  may  shortly  expect  a  new  series  of  determinations  of  the 
specific  heat  of  gases,  characterized  by  all  the  accuracy  for 
which  that  distinguished  philosopher  is  so  justly  famous. 
Till  then,  perhaps,  it  will  be  better  to  delay  any  further 
modifications  of  the  dynamical  theory,  by  which  its  deduc- 
tions may  be  made  to  correspond  more  closely  with  the  results 
of  experiment^. 

*  If  we  assume  that  the  particles  of  a  g^s  are  redsted  uniformly  until 
their  motion  is  stopped,  and  that  then  their  motion  is  renewed  in  the 
opposite  direction,  by  the  continued  operation  of  the  same  cause,  as  in  the 
projection  upwards  and  subsequent  fSBdl  of  a  heavy  body,  the  maximum 
velocity  of  the  particles  will  be  to  the  uniform  velocity  required  by  the 
theory  assumed  in  the  text  as  the  square  root  of  two  is  to  one,  and  the 
comparison  of  the  theoretical  with  the  experimental  specific  heat  will  be 
as  follows : — 

Experimental    Theorttioal 
speoifio  heat,    speoifio  heat 

Hydrogen   2-352  8-012 

Oxygen  0-168  0-188 

Nitrogen 0-105  0-214 

Carbonic  oxide 0-158  0*136 

I  have  just  learned  that  the  experiments  of  Kegnault  on  the  specific 
heat  of  elastic  fluids  are  on  the  eve  of  publication,  and  doubt  not  that  their 
accuracy  will  enable  us  to  arrive  at  a  decisive  conclusion  as  to  the  cor- 
rectnefis  of  the  above  hypothesis. — J.  P.  J.,  June  1851. 
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On  the  Mechanical  Equivalent  of  Heat.  By  James 
Peescott  Joule,  F.C.S.,  Sec.lAt  and  Phil  Society, 
Manchester,  Cor.  Mem.  R.A.,  Turin,  &c.^  {Com- 
municated fty  Michael  Faraday,  D.C.L.,  F.R.S.^ 
Foreign  Associate  of  the  Academy  of  Sciences, 
Paris,  &c.  &c.  &c.) 

['  Philosophical  Transactions/  1850,  Part  I.    Read  June  21, 1840.] 
(Plate  H.) 


'^  Heat  is  a  very  brisk  agitation  of  the  insensible  parts  of  the  object, 
which  produces  in  us  that  sensation  from  whence  we  denominate  the 
object  hot ;  so  what  in  our  sensation  is  heatf  in  the  object  is  nothing 
but  motion." — ^Lockb. 

"  The  force  of  a  moving  body  is  proportional  to  the  square  of  its  Telocity^ 
or  to  the  height  to  which  it  would  rise  against  gravity.'' — ^Leibnitz, 


In  accordance  with  the  pledge  I  gaye  the  Royal  Society  some 
years  ago^  I  have  now  the  honour  to  present  it  with  the 
results  of  the  experiments  I  have  made  in  order  to  determine 
the  mechanical  equivalent  of  heat  with  exactness.  I  will 
commence  with  a  slight  sketch  of  the  progress  of  the  mecha- 
nical  doctrine,  endeavouring  to  confine  myself,  for  the  sake 
of  conciseness,  to  the  notice  of  such  researches  as  are  imme- 
diately connected  with  the  subject.  I  shall  not  therefore  be 
able  to  review  the  valuable  labours  of  Mr.  Forbes  and  other 
illustrious  men,  whose  researches  on  radiant  heat  and  other 
subjects  do  not  come  exactly  within  the  scope  of  the  present 
memoir. 

For  a  long  time  it  had  been  a  favourite  hypothesis  that 
heat  consists  of  "a  force  or  power  belonging  to  bodies ''t* 
but  it  was  reserved  for  Count  Rumford  to  make  the  first 
experiments  decidedly  in  favour  of  that  view.    That  justly 

*  The  experiments  were  made  at  Oak  Field,  Whalley  Range,  near 
Manchester, 
t  Crawford  on  Animal  Heat^  p.  15. 
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celebrated  natural  philosopher  demonstrated  by  his  ingenious 
experiments  that  the  very  great  quantity  of  heat  excited  by 
the  boring  of  cannon  could  not  be  ascribed  to  a  change  taking 
place  in  the  calorific  capacity  of  the  metal ;  and  he  therefore 
concluded  that  the  motion  of  the  borer  was  communicated  to 
the  particles  of  metal^  thus  producing  the  phenomena  of 
heat.  ''  It  appears  to  me/^  he  remarks^  ''extremely  difficulty 
if  not  quite  impossible^  to  form  any  distinct  idea  of  anything 
capable  of  being  excited  and  communicated  in  the  manner 
the  heat  was  excited  and  communicated  in  these  experiments^ 
except  it  be  motion''  *. 

One  of  the  most  important  parts  of  Count  Bumford's 
paper,  though  one  to  which  little  attention  has  hitherto  been 
paid,  is  that  in  which  he  makes  an  estimate  of  the  quantity 
of  mechanical  force  required  to  produce  a  certain  amount  of 
heat.  Referring  to  his  third  experiment,  he  remarks  that 
the  ''  total  quantity  of  ice-cold  water  which,  with  the  heat 
actually  generated  by  friction,  and  accumulated  in  2^  30°^, 
might  have  been  heated  180°,  or  made  to  boil,  =26-58  Ib.'^f 
In  the  next  page  he  states  that ''  the  machinery  used  in  the 
experiment  could  easily  be  carried  round  by  the  force  of  one 
horse  (though,  to  render  the  work  lighter,  two  horses  were 
actually  employed  in  doing  it).''  Now  the  power  of  a  horse 
is  estimated  by  Watt  at  33,000  foot-pounds  per  minute,  and 
therefore  if  continued  for  two  hours  and  a  half  wiU  amoimt 
to  4,950,000  foot-pounds,  which,  according  to  Count  Bum- 
ford's  experiment,  will  be  equivalent  to  26*58  lb.  of  water 
raised  180°.  Hence  the  heat  required  to  raise  a  lb.  of  water 
1®  will  be  equivalent  to  the  force  represented  by  1084  foot- 
pounds. This  result  is  not  very  widely  different  from  that 
which  I  have  deduced  from  my  own  experiments  related  in 
this  paper,  viz.  772  foot-pounds ;  and  it  must  be  observed 
that  the  excess  of  Count  Bumford's  equivalent  is  just  such 
as  might  have  been  anticipated  from  the  circumstance,  which 
he  himself  mentions,  that  '^  no  estimate  was  made  of  the  heat 

«  '<  Ab  Inquiry  concenung  the  Source  of  Heat  which  is  excited  by 
Friction,"  Phil.  Trane.,  Abridged,  vol.  xviii.  p.  286. 
t  Ibid.  vol.  xviii.  p.  283. 
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accamolated  in  the  wooden  box^  nor  of  that  dispersed  during 
the  experiment/' 

About  the  end  of  the  last  century  Sir  Humphry  Davy 
communicated  a  paper  to  Dr.  Beddoes's  West  Country  Con- 
tributions^ entitled  ^^  Researches  on  Heat^  Light,  and  Respi- 
ration/' in  which  he  gave  ample  confirmation  to  the  views  of 
Count  Rumford.  By  rubbing  two  pieces  of  ice  against  one 
another  in  the  vacuum  of  an  air-pump,  part  of  them  was 
melted,  although  the  temperature  of  the  receiver  was  kept 
below  the  freezing-point.  This  experiment  was  the  more 
decisively  in  favour  of  the  doctrine  of  the  immateriality  of 
heat,  inasmuch  as  the  capacity  of  ice  for  heat  is  much  less 
than  that  of  water.  It  was  therefore  with  good  reason  that 
Davy  drew  the  inference  that  ''  the  immediate  cause  of  the 
phenomena  of  heat  is  motion,  and  the  laws  of  its  communi- 
cation are  precisely  the  same  as  the  laws  of  the  communica- 
tion of  motion''*. 

The  researches  of  Dulong  on  the  specific  heat  of  elastic 
fluids  were  rewarded  by  the  discovery  of  the  remarkable  fact 
that  ''equal  volumes  of  all  the  elastic  fluids,  taken  at  the  same 
temperature  and  under  the  same  pressure,  being  compressed 
or  dilated  suddenly  to  the  same  fraction  of  their  volume, 
disengage  or  absorb  the  same  absolute  quantity  of  heat'^f. 
This  law  is  of  the  utmost  importance  in  the  development  of 
the  theory  of  lieat,  inasmuch  as  it  proves  that  the  calorific 
e£Pect  is,  under  certain  conditions,  proportional  to  the  force 
expended. 

In  1834  Dr.  Faraday  demonstrated  the  "  Identity  of  the 
Chemical  and  Electrical  Forces."  This  law,  along  with 
others  subsequently  discovered  by  that  great  man,  showing 
the  relations  which  subsist  between  magnetism,  electricity, 
and  light,  have  enabled  him  to  advance  the  idea  that  the  so- 
called  imponderable  bodies  are  merely  the  exponents  of 
different  forms  of  Force.  Mr.  Grove  and  M.  Mayer  have 
also  given  their  powerful  advocacy  to  similar  views. 

My  own  experiments  in  reference  to  the  subject  were 

*  Elements  of  Chemical  Philosophy,  p.  94. 

t  M^moires  de  TAcad^mie  des  Sciences,  t  z.  p.  168. 
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commenced  in  1840^  in  which  year  I  conununicated  to  the 
Boyal  Society  my  discovery  of  the  law  of  the  heat  evolved  by 
voltaic  electricity,  a  law  from  which  the  immediate  deduc« 
tions  were  drawn, — Ist,  that  the  heat  evolved  by  any  voltaic 
pair  is  proportional,  cateris  paribus,  to  its  intensity  or  elec- 
tromotive force*;  and  2nd,  that  the  heat  evolved  by  the 
combustion  of  a  body  is  proportional  to  the  intensity  of  its 
affinity  for  oxygen  f.  I  thus  succeeded  in  establishing  rela- 
tions between  heat  and  chemical  affinity.  In  1843  I  showed 
that  the  heat  evolved  by  magneto-electricity  is  proi)ortional 
to  the  force  absorbed,  and  that  the  force  of  the  electro-mag- 
netic engine  is  derived  from  the  force  of  chemical  affinity  in 
the  battery,  a  force  which  otherwise  would  be  evolved  in  the 
form  of  heat.  From  these  facts  I  considered  myself  justified 
in  announcing  ''that  the  quantity  of  heat  capable  of  increasing 
the  temperature  of  a  lb.  of  water  by  one  degree  of  Fahrenheit's 
scale  is  equal  to,  and  may  be  converted  into,  a  mechanical 
force  capable  of  raising  838  lb.  to  the  perpendicular  height 
of  one  foof  J. 

In  a  subsequent  paper,  read  before  the  Boyal  Society  in 
1844,  I  endeavoured  to  show  that  the  heat  absorbed  and 
evolved  by  the  rarefaction  and  condensation  of  air  is  propor- 
tional to  the  force  evolved  and  absorbed  in  those  operations  §• 
The  quantitative  relation  between  force  and  heat  deduced 
from  these  experiments  is  almost  identical  with  that  derived 
from  the  electro-magnetic  experiments  just  referred  to,  and 
is  confirmed  by  the  experiments  of  M.  Seguin  on  the  dilata- 
tion of  steam  II . 

From  the  explanation  given  by  Count  Rumford  of  the  heat 
arising  from  the  friction  of  solids,  one  might  have  anticipated, 
as  a  matter  of  course,  that  the  evolution  of  heat  would  also  be 
detected  in  the  friction  of  liquid  and  gaseous  bodies.  More- 
over there  were  many  facts,  such  as,  for  instance,  the  warmth 
of  the  sea  after  a  few  days  of  stormy  weather,  which  had  long 
been  commonly  attributed  to  fiuid  friction.    Nevertheless  the 

♦  PhiL  Mag.  ser.  8.  vd.  xix.  p,  275.     t  Ibid.  voL  xx.  p.  111. 

X  Ibid.  voL  xxiii  p.  441.  §  Ibid.  voL  xxvi.  pp.  876,  879. 

II  Comptes  RendnSy  t.  XXV.  p.  421. 
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scientific  worlds  preoccupied  with  the  hypothesis  that  heat  is 
a  substance^  and  following  the  deductions  drawn  by  Rctet 
from  experiments  not  sufficiently  delicate^  have  almost  unani- 
mously denied  the  possibility  of  generating  heat  in  that  way. 
The  first  mention^  so  far  as  I  am  aware^  of  experiments  in 
which  the  evolution  of  heat  from  fluid  friction  is  asserted 
was  in  1842  by  M.  Mayer*^^  who  states  that  he  has  raised 
the  temperature  of  water  from  12°  C.  to  13*^  C.  by  agitating 
it,  without,  however,  indicating  the  quantity  of  force  em- 
ployed, or  the  precautions  taken  to  secure  a  correct  result. 
In  1848  I  announced  the  fact  that  "  heat  is  evolved  by  the 
passage  of  water  through  narrow  tubes^'f^  and  that  each 
degree  of  heat  per  lb.  of  water  required  for  its  evolution  in 
this  way  a  mechanical  force  represented  by  770  foot-pounds. 
Subsequently,  in  1845]:  and  1847  §,  I  employed  a  paddle- 
wheel  to  produce  the  fluid  friction,  and  obtained  the  equiva- 
lents 781*5,  782*1,  and  787-6  respectively  from  the  agitation 
of  water,  sperm-oil,  and  mercury.  Results  so  closely  coin- 
ciding with  one  another,  and  with  those  previously  derived 
from  experiments  with  elastic  fluids  and  the  electro-magnetic 
machine,  left  no  doubt  on  my  mind  as  to  the  existence  of  an 
equivalent  relation  between  force  and  heat ;  but  still  it  ap- 
peared of  the  highest  importance  to  obtain  that  relation  with 
still  greater  accuracy.  This  I  have  attempted  in  the  present 
paper. 


Description  of  Apparatus. — The  thermometers  employed 
had  their  tubes  calibrated  and  graduated  according  to  the 
method  first  indicated  by  M.  Begnault.  Two  of  them,  which 
I  shall  designate  by  A  and  B^  were  constructed  by  Mr.  Dancear 
of  Manchester;  the  third,  designated  by  C,  was  made  by 
M.  Fastr^  of  Paris.  The  graduation  of  these  instruments 
was  so  correct,  that  when  compared  together  their  indications 
coincided  to  about  fj^  of  a  degree  Fahr.     I  also  possessed 

«  '  Annalen '  of  Wohler  and  Liebig,  May  1842. 

t  Phil.  BCag.  ser.  S,  vol.  xxiii.  p.  442.     J  Ibid,  vol  xxvii.  p.  206. 

§  Ibid.  vol.  xxxi.  p.  173,  and  Comptes  Rendus,  tome  zxr.  p.  309. 
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another  exact  instrument  made  by  Mr.  Dancer,  the  scale  of 
which  embraced  both  the  freezing-  and  boiling-points.  The 
latter  point  in  this  standard  thermometer  was  obtained,  in 
the  usual  manner,  by  immersing  the  bulb  and  stem  in  the 
steam  arising  from  a  considerable  quantity  of  pure  water  in 
rapid  ebullition.  During  the  trial  the  barometer  stood  at 
29*94  inches,  and  the  temperature  of  the  air  was  50^ ;  so 
that  the  observed  point  required  very  little  correction  to 
reduce  it  to  0*760  metre  and  OP  C^  the  pressure  used  in 
France,  and  I  believe  the  Continent  generally,  for  deter- 
mining the  boiling-point,  and  which  has  been  employed  by 
me  on  account  of  the  number  of  accurate  thermometrical 
researches  which  have  been  constructed  on  that  basis'^.  The 
Talues  of  the  scales  of  thermometers  A  and  B  were  ascertained 
by  plunging  them  along  with  the  standard  in  large  volumes 
of  water  kept  constantly  at  various  temperatures.  The  value 
of  the  scale  of  thermometer  C  was  determined  by  comparison 
with  A.  It  was  thus  found  that  the  number  of  divisions  cor- 
responding to  1^  Fahr.  in  the  thermometers  A,  B,  and  C  were 
12*951,  9*829,  and  11*647  respectively.  And  since  constant 
practice  had  enabled  me  to  read  off  with  the  naked  eye  to  ^ 
of  a  division,  it  followed  that  ^^^  of  a  degree  Fahr.  was  an 
appreciable  temperature. 

PL  II.  fig.  69  represents  a  vertical  and  fig.  70  a  horizontal 
plan  of  the  apparatus  employed  for  producing  the  friction  of 
water,  consisting  of  a  brass  paddle-wheel  furnished  with  eight 
sets  of  revolving  arms,  a,  a,  &c.,  working  between  four  sets 
of  stationary  vanes,  b,  b,  &c.,  affixed  to  a  framework  also  in 
sheet  brass.  The  brass  axis  of  the  paddle-wheel  worked 
freely,  but  without  shaking,  on  its  beariugs  at  c  c,  and  at  d 

*  A  baiometiical  pressure  of  80  inches  of  mercury  at  60^  is  very  gene- 
rally employed  in  this  country,  and  fortunately  agrees  almost  exactly  with 
the  continental  standard.  In  the  ''  Report  of  the  Committee  appointed 
by  the  Royal  Society  to  consider  the  best  method  of  adjusting  the  JFlxed 
Points  of  Thermometers''  (Philosophical  Transactions,  Abridged,  xiv. 
p.  258)  the  barometrical  pressure  29*8  is  recommended,  but  the  tempe- 
rature is  not  named— a  remarkable  omission  in  a  work  so  exact  in  other 
respects. 
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was  diyided  into  two  parts  by  a  piece  of  boxwood  inter- 
yening^  so  as  to  prevent  the  conduction  of  heat  in  that 
direction. 

PI.  II.  fig.  71  represents  the  copper  vessel  into  which  the 
revolving  apparatus  was  firmly  fitted :  it  had  a  copper  Ud^ 
the  flange  of  which,  furnished  with  a  very  thin  washer  of 
leather  saturated  with  white-lead,  could  be  screwed  perfectly 
water-tight  to  the  flange  of  the  copper  vessel.  In  the  lid 
there  were  two  necks,  a,  ft,  the  former  for  the  axis  to  revolve 
in  without  touching,  the  latter  for  the  insertion  of  the  ther- 
mometer. 

Besides  the  above  I  had  a  similar  apparatus  for  experi- 
ments on  the  friction  of  mercury,  which  is  represented  by 
PI.  II.  figs.  72,  73,  and  74.  It  differed  from  the  apparatus 
already  described  in  its  size,  number  of  vanes  (of  which  six 
were  rotary  and  eight  sets  stationary),  and  material,  which 
was  wrought  iron  in  the  paddle-wheel,  and  cast  iron  in  the 
vessel  and  lid. 

Being  anxious  to  extend  my  experiments  to  the  friction  of 
solids,  I  also  procured  the  apparatus  represented  by  PL  II. 
fig.  75,  in  which  a  a  is  the  axis  revolving  along  with  the  bevelled 
cast-iron  wheel  ft,  the  rim  of  which  was  turned  true.  By 
means  of  the  lever  c,  which  had  a  ring  in  its  centre  for  the 
axis  to  pass  through,  and  two  short  arms  d,  the  bevel-turned 
cast-iron  wheel  e  could  be  .pressed  against  the  revolving 
wheel,  the  degree  of  force  applied  being  regulated  by  baud 
by  means  of  the  wooden  lever  /attached  to  the  perpendicular 
iron  rod  ff.  Fig.  76  represents  the  apparatus  in  its  caat- 
iron  vessel. 

PI.  II.  fig.  77  is  a  perspective  view  of  the  machinery  em- 
ployed to  set  the  Motional  apparatus  just  described  in 
motion,  a  a  are  wooden  pulleys,  1  foot  in  diameter  and 
2  inches  thick,  having  wooden  rollers  bb,  bb,  2  inches  in 
diameter,  and  steel  axles  cc,  cc,  one  quarter  of  an  inch  in 
diameter.  The  pulleys  were  turned  perfectly  true  and  equal 
to  one  another.  Their  axles  were  supported  by  brass  friction- 
wheels  ddddy  ddddy  the  steel  axles  of  which  worked  in 
holes  drilled  into  brass  plates  attached  to  a  very  strong^ 
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wooden  framework  firmly  fixed  into  the  walls  of  the  apart- 
ment*. 

The  leaden  weights  e,  e,  which  in  some  of  the  ensuing 
experiments  weighed  about  29  Ib.^  and  in  others  about  10  lb. 
a  piece,  were  suspended  by  string  from  the  rollers  bb,  bb; 
and  fine  twine  attached  to  the  pulleys  a  a  connected  them 
with  the  central  roller  /,  which,  by  means  of  a  pin,  could 
with  facility  be  attached  to,  or  removed  from,  the  axis  of 
the  frictional  apparatus. 

The  wooden  stool  g,  upon  which  the  frictional  apparatus 
stood,  was  perforated  by  a  number  of  transverse  slits,  so  cut 
out  that  only  a  very  few  points  of  wood  came  in  contact  with 
the  metal,  whilst  the  air  had  free  access  to  almost  every  part 
of  it.  In  this  way  the  conduction  of  heat  to  the  substance 
of  the  stool  was  avofded. 

A  large  wooden  screen  (not  represented  in  the  figure) 
completely  obviated  the  effects  of  radiant  heat  from  the 
person  of  the  experimenter. 

The  method  of  experimenting  was  simply  as  follows : — 
The  temperature  of  the  frictional  apparatus  having  been 
ascertained  and  the  weights  wound  up  with  the  assistance  of 
the  stand  A,  the  roller  was  refixed  to  the  axis.  The  precise 
height  of  the  weights  above  the  ground  having  then  been 
determined  by  means  of  the  graduated  slips  of  wood  k,  k, 
the  roller  was  set  at  liberty  and  allowed  to  revolve  until  the 
weights  reached  the  flagged  floor  of  the  laboratory^  after 
accomplishing  a  fall  of  about  68  inches.  The  roller  was 
then  removed  to  the  stand,  the  weights  wound  up  again,  and 
the  friction  renewed.  After  this  had  been  repeated  twenty 
times,  the  experiment  was  concluded  with  another  observa- 
tion of  the  temperature  of  the  apparatus.  The  mean  tempe- 
rature of  the  laboratory  was  determined  by  observations 
made  at  the  commencement,  middle,  and  termination  of  each 
experiment. 

Previously  to,  or  immediately  after,  each  of  the  experiments 

«  This  was  a  spacious  cellar,  which  had  the  advantage  of  possessing 
a  uniformity  of  temperature  fSur  superior  to  that  of  any  other  laboratory 
I  could  have  used. 

X 
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I  made  trial  of  the  effect  of  radiation  and  conduction  of  heat 
to  or  from  the  atmosphere  in  depressing  or  raising  the  tem- 
perature of  the  fnctional  apparatus.  In  these  trials  the 
position  of  the  apparatus,  the  quantity  of  water  contained  by 
it,  the  time  occupied,  the  method  of  observing  the  thermo- 
meters, the  position  of  the  experimenter,  in  short  every  thing, 
with  the  exception  of  the  apparatus  being  at  rest,  was  the 
same  as  in  the  experiments  in  which  the  effect  of  friction  was 
observed. 

Ist  Series  of  Experiments. — Friction  of  Water.  Weight 
of  the  leaden  weights  along  with  as  much  of  the  string  in 
connexion  with  them  as  served  to  increase  the  pressure, 
203066  grs.  and  203086  grs.  Velocity  of  the  weights  in 
descending,  2*42  inches  per  second.  Time  occupied  by  each 
experiment,  35  minutes.  Thermometer  employed  for  ascer- 
taining the  temperature  of  the  water,  A.  Thermometer  for 
registering  the  temperature  of  the  air,  B. 

Table  I. 


No.  of  experiment 

and  capse  of 

change  of 

temperature. 

1 

Total  fiail  '     Mean 
of  weights    tempera- 
ininonee.  tore  of  air. 

Difference 
between 
mean  of 
oolamna 
5and« 
and 

column  8. 

apparatoB. 

GainorloMof 
heat  daring 
experiment. 

Commence- 
ment of 
experiment. 

Termina- 
tion of  ex- 
periment. 

1  Friction    ... 
1  Badiation... 

1266-96     6?-698 
0       '  57-868 

2-262- 
2040- 

66118 
65774 

5S-774 
55-882 

6*656  gain 
0108  gain 

2  Friction    ... 
2  Badiation... 

1256-16  '  58086 
0         68370 

1875- 
1-789- 

55  882 
56-539 

66-539 
56-624 

0-667  gain 
0O85  gain 

3  Friction    ... 
3  Badiation... 

1253-66     60-788 
0          60-926 

1-596- 
1373- 

68-870 
69-515 

69515 
59-692 

0-645  gain 
0-077  gain 

4  Friction    ... 
4  Badiation... 

125274     61-001 
0         60-890 

1110- 
0-684- 

59692 
60-191 

60191 
60-222 

0-599  gain 
0HI31  gain 

5  Friction    ...  1261  81  ,  60*940 
5  BadiaUon...        0         61-035 

0-431- 
0^7- 

60-222 
60-797 

60-797 
60799 

0  575  gain 
0002  gain 

6  Badiation... 
6  Friction    ... 

0       '  59-675 
1264-71  1  69-919 

0125+ 
0-157+ 

69-806 
69*795 

69-796 
60-357 

0-010  lorn 
0-662  gain 

1 

2       1       8 

1 

4 

6 

6 

7 

EQUIVALENT  OF  HEAT. 
Table  I.  {cantintted). 
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No.  of  experiment 

Totelfidl 
of  weights 
ininonee. 

Mean 
tempera- 
ture of  air. 

DiiTerenoe 
between 
mean  of 
oolmnns 
6and6 

and 
columns. 

Temperature  of 
apparatus. 

Gain  or  loss  of 
heat  during 
experiment 

andoanseof 

change  of 
tempeiatare. 

Commence- 
ment of 
experiment. 

Termina- 
tion of  ex- 
periment. 

7  Badiation... 
7  Friction    ... 

0 
1254-02 

5^-888 
60-076 

5*209- 
0*111- 

55-677 
59-681 

59-681 
60  249 

d-004  gain 
0-568  gain 

8  Badiation... 
8  Friction   ... 

0 
1251-22 

58-240 
58-237 

0-609+ 
0-842+ 

58-871 
58-828 

58-828 
69-330 

0-043  loss 
0-502  gain 

9  Friction   ... 
9  Badiation... 

1253-92 
0 

55-328 
55528 

0-070+ 
0*148+ 

55118 

55-678 

55-678 
55-674 

0-560  gain 
0-004  loss 

10  Badiation... 
10  Friction    ... 

0 
1257-96 

54-941 
54  985 

0-324- 
0*085- 

54614 
54-620 

54-620 
55-180 

0*006  gain 
0-560  gain 

11  Badiation... 
11  Friction    ... 

0 

1258-59 

55111 
55-229 

0-069+ 
0-227+ 

55-180 
55-180 

55180 
65-733 

OK)00 
0*553  gain 

12  Friction    ... 
12  Badiation... 

125871 
0 

55-433 

55-687 

0-238+ 
0-265+ 

55-388 
55-954 

55-954 
55-950 

0-566  gain 

0-004   1068 

13  Friction    ... 
Id  Badiation... 

1257-91 
0 

55-677 
55-674 

0-542+ 
0-800+ 

55  950 

56-488 

56-488 
56-461 

0-538  gain 
0-027  loss 

14  Badiation... 
14  Friction    ... 

0 
1259-69 

55-579 
55-864 

0-583- 
0-568- 

54-987 
55006 

56-006 
56587 

0-019  gain 
0-681  gain 

15  Badiation... 
15  Friction    ... 

0 
1259*89 

56-047 
56182 

0-448- 
0-279- 

55  587 
55*612 

55612 
56195 

0-025  gain 
0-583  gain 

16  Friction   ... 
16  Badiation... 

1259-64 
0 

55-368 
55-483 

0-099+ 
0*250+ 

55195 
55*739 

55-739 
55-728 

0-544  gain 
0K)11  foss 

1 17  Friction    ... 
1 17  Badiation... 

125964 
0 

55-498 
55-541 

0-499  + 
0-709+ 

55*728 
56-266 

56-266 
56-235 

0-538  gain 
0031  loss 

18  Badiation... 
18  Friction    ... 

0 
126017 

56-769 
56-966 

1-512- 
1372- 

55-230 
55-284 

55  284 
55*905 

0-054  gain 
0-621  gain 

1  19  Badiation... 
19  Friction    ... 

0 
1262*24 

60-058 
60-112 

1-763- 
1-450- 

58-257 
58-334 

58334 
58-990 

0-077  gain 
0-656  gain 

20  Badiation... 
!  20  Friction    ... 

0 
126194 

60-567 
60-611 

1-542- 
1-239- 

58-990 
59-060 

59-060 
59-685 

0K)70  gain 
0-625  gain 

21  Friction    ... 
21  Badiation... 

1264^ 
0 

58  654 
58-627 

0-321- 
00J8- 

58050 
58-616 

58-616 
58-603 

0-566  gain 
0H>13  loss 

22  Friction    ... 
22  Badiation... 

1262^7 
0 

58-631 
58-624 

0*243+ 
0-505+ 

58-603 
59*145 

59145 
59114 

0-542  gain 
0-031  loss 

1 

2 

3 

4 

5 

6 

7 

x2 


308 


ON  THE  MECHANICAL 


Table  I.  {continued). 

No.  of  experiment 
and  oaase  of 

change  of 
temperature. 

Total  &U 
ofweiffhtB 
ininonee. 

Mean 
tempera- 
tare  of  ^. 

Difference 
between 
mean  of 
oolnmnB 
6  and  6 
and 

columns. 

Temperature  of 
apparatni. 

Gainorloeaof 
heat  daring 
expesiment 

Commence- 
ment of 
experiment 

Termina- 
tion of  ex- 
periment 

23  Friction    ... 
23  Badiation... 

1264-72 
0 

5$-689 
59-943 

!-ioo- 

1027- 

5§-284 
58-894 

58-894 
58-938 

0-610  gain 
0-044  gain 

24  Eadiation... 
24  Friction    ... 

0 
1263-94 

60-157 
59-811 

1160- 
0-606- 

58-977 
5^-017 

59017 
69-595 

OHMO  gain 
0-578  gain 

25  Eadiation... 

26  Friction    ... 

0 
1263-49 

59-664 
59-676 

0061- 

0-185+ 

59*595 
59-591 

59591 
60129 

0-004  lofls 
0-538  gain 

26  Badiati(yi... 
26  FricUon    ... 

0 
126349 

59156 
69-333 

0-609- 
0-488- 

58-541 
58-654 

58-554 
59137 

0-013  gain 
0-583  gain 

27  Friction    ... 
27  Badiation  .. 

1263-99 
0 

59-636 
59-726 

0-198- 
0101- 

69-054 
69-623 

59-623 
59-627 

0-569  gain 
OHMM  gain 

28  Friction    ... 
28  Badiation... 

1263-99 
0 

59-750 
59-475 

0-155+ 
0102+ 

59627 
69-685 

60-183 
69-569 

0-556  gain 

0^)16  1068 

29  Friction    ... 
29  Badiation... 

126331 
0 

68-695 
58-906 

0-182- 
0108- 

58-230 
58-796 

58-796 
58-801 

0-566  gain 
0-005  gain 

30  Badiation... 
30  Friction   ... 

0 
1263-99 

59-770 
60-048 

1-286- 
1-223- 

58-454 
58615 

58-516 
69135 

0-061  gain 
0-620  gain 

31  Friction    ... 
31  Badiation... 

1263-49 
0 

69*343 
59-435 

0-022+ 
0-198+ 

59-091 
69-639 

69-639 
69-627 

0-548  gain 

0-012  1068 

32  Badiation... 
32  Friction    ... 

0 
1263-49 

59374 
59-407 

0-357- 
0105- 

59-016 
59-020 

59-020 
59-586 

0O05  gain 
0-565  gain 

33  Badiation... 
33  Friction    ... 

0 
1263-49 

69-069 
69-234 

0-201- 
0-081- 

58-867 
58-870 

68-870 
59-436 

0K)03gain 
0-566  gain 

34  Friction    ... 
34  Badiation... 

126299 
0 

66-328 
66-643 

0-331  + 
0-287+ 

56-387 
56-932 

56  932 
56^29 

0-645  gain 
0-003  lo» 

35  Friction    ... 
35  Badiation... 

1262-99 
0 

56-790 
56-772 

0-413+ 
0-687+ 

56-929 
67-477 

57-477 
67-442 

0-548  gain 
(HM  lott 

36  Badiation... 
36  Friction    ... 

0 
1262-99 

55-839 
56-114 

0-304- 
0-281- 

65527 
55-543 

55-543 
56124 

0-016  gain 
0-581  gain 

37  Badiation... 
37  Friction    ... 

0 
1262-99 

56  257 
56-399 

0127- 

0-024+ 

56-124 
56-137 

56137 
56-709 

0K)13  gain 
0-572  gain 

38  Badiation... 
38  Friction    ... 

0 
1262^9 

65-826 
56  951 

0O65- 
0-003+ 

65-759 
65-764 

55-764 
56825 

0H)05  gain 
0-561  gain 

1 

2 

3 

4 

5 

6 

7 

EQUIVALENT  OF  HEAT. 
Tablb  I.  {continued). 
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1 

No.  of  experiment 

andoanaeof 

ohangeof 

Total  faU 
ofweiffhtt 
in  inches. 

Mean 
tempera- 
ture of  air. 

Different 
between 
mean  of 
oolomns 
6and6 

and 
oolmnn  8. 

Temperative  of 

Gain  or  loss  of 
heat  dorinff 
experiment. 

Commenoe- 

mentof 
experiment 

Termina- 
tion of  ex- 
periment. 

39  Badiation... 
139  Friction    ... 

0 
1862-99 

5^*101 
56182 

5-220       + 
0-409       + 

5^-325 
56-317 

5^317 
56  865 

^008  loss 
0-548  gain 

40  Radiadon... 

1262*99 
0 

56-108 
56*454 

O-lOO      -h 
0-036      -h 

55-929 
56-488 

56-488 
56-492 

0-559  gain 
0-004   gain 

Mean  Friction . 
Mean  Badiation 

1260^248 
0 

..... 

0-305075- 
0322950- 

0-575250  gain 
0012975  gain 

1 

2 

3 

4 

5 

6 

7 

From  the  various  experiments  in  tlie  above  Table  in  which 
the  effect  of  radiation  was  observed^  it  may  be  readily  gathered 
that  the  effect  of  the  temperature  of  the  surrounding  air  upon 
the  apparatus  was^  for  each  degree  of  difference  between  the 
mean  temperature  of  the  air  and  that  of  the  apparatus^ 
(f '04654.  Therefore,  since  the  excess  of  the  temperature  of 
the  atmosphere  over  that  of  the  apparatus  was  0°*  32295  in 
the  mean  of  the  radiation  experiments,  but  only  0°- 305075 
in  the  mean  of  the  friction  experiments,  it  follows  that 
0^-000832  must  be  added  to  the  difference  between  0°-57525 
and  0°-012975,  and  the  result,  0^-563107,  will  be  the  proxi- 
mate heating  effect  of  the  friction.  But  to  this  quantity  a 
small  correction  must  be  applied  on  account  of  the  mean  of 
the  temperatures  of  the  apparatus  at  the  commencement  and 
termination  of  each  friction  experiment  having  been  taken 
for  the  true  mean  temperature,  which  was  not  strictly  the 
case,  owing  to  the  somewhat  less  rapid  increase  of  tempera- 
ture towards  the  termination  of  the  experiment  when  the 
water  had  become  warmer.  The  mean  temperature  of  the 
apparatus  in  the  friction  experiments  ought  therefore  to  be 
estimated  0^*002184  higher,  which  will  diminish  the  heating 
effect  of  the  atmosphere  by  0°-000102.    This,   added  to 
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0°'563107,  gives  0°-568209  as  the  true  mean  increase  of 
temperature  due  to  the  friction  of  water*. 

In  order  to  ascertain  the  absolute  quantity  of  heat  evolved, 
it  was  necessary  to  find  the  capacity  for  heat  of  the  copper 
vessel  and  brass  paddle-wheel.  That  of  the  former  was 
easily  deduced  from  the  specific  heat  of  copper  according  to 
M.  Regnault.  Thus,  capacity  of  25541  grs.f  of  copper 
X  0*095 15= capacity  of  2430*2  grs.  of  water.  A  series  of 
seven  very  careful  experiments  with  the  brass  paddle-wheel 
gave  me  1783  grs.  of  water  as  its  capacity,  after  making  all 
the  requisite  corrections  for  the  heat  occasioned  by  the  con- 
tact of  the  water  with  the  surface  of  the  metal,  &c.  But  on 
account  of  the  magnitude  of  these  corrections,  amounting  to 
one  thirtieth  of  the  whole  capacity,  I  prefer  to  avail  myself 
of  M.  Begnault's  law,  viz.  thcU  the  capacity  in  metallic  alloys  is 
equal  to  the  sum  of  the  capacities  of  their  constituent  metalsX. 
Analysis  of  a  part  of  the  wheel  proved  it  to  consist  of  a  very 
pure  brass  containing  3933  grs.  of  zinc  to  14968  grs.  of 
copper.     Hence 

*  This  increase  of  temperature  was,  it  is  necessary  to  observe^  a  mixed 
quantity,  depending  partly  upon  the  friction  of  the  water,  and  partly  upon 
the  friction  of  the  vertical  axis  of  the  apparatus  upon  its  pivot  and  bear- 
ing, c  c,  PL  II.  fig.  69.  The  latter  source  of  heat  was,  however,  only  equal 
to  about  -^  of  the  former.  Similarly  also,  in  the  experiments  on  the 
friction  of  solids  hereafter  detailed,  the  cast-iron  disks  revolving  in 
mercury  rendered  it  impossible  to  avoid  a  very  small  degree  of  friction 
among  the  particles  of  that  fluid.  But  since  it  was  found  that  the 
quantity  of  heat  evolved  was  the  same,  for  the  same  quantity  of  force 
expended,  in  both  cases,  «'.  6.  whether  a  minute  quantity  of  heat  arising 
from  Motion  of  solids  was  mixed  with  the  heat  arising  from  the  friction 
of  a  fluid,  or  whether,  on  the  other  hand,  a  minute  quantity  of  heat  arising 
from  the  friction  of  a  fluid  was  mingled  with  the  heat  developed  by  the 
friction  of  solids,  I  thought  there  could  be  no  impropriety  in  regarding 
the  heat  as  if  developed  from  a  simple  source — ^in  the  one  case  entirely 
from  the  friction  of  a  fluid,  and  in  the  other  entirely  from  the  friction  oif 
a  solid  body. 

t  The  washer,  weighing  only  38  grs.,  was  reckoned  as  copper  in  this 
estimate. 

X  Ann.  de  Ch.  1841,  t  i. 
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Cap.  14968  grs.  copper  x  0-0951 5 =cap.  1424*2  grs.  water. 
Cap.    3938  grs.  zinc     x  0-09555= cap.    375-8  grs.  water. 

Total  cap.  brass  wheel = cap.  1800     grs.  water. 

The  capacity  of  a  brass  stopper  which  was  placed  in  the  neck 
b,  PI.  II.  fig.  71,  for  the  purpose  of  preventing  the  contact 
of  air  with  the  water  as  much  as  possible,  was  equal  to  that 
of  10-3  grs.  of  water ;  the  capacity  of  the  thermoftieter  had 
not  to  be  estimated,  because  it  was  always  brought  to  the 
expected  temperature  before  immersion.  The  entire  capacity 
of  the  apparatus  was  therefore  as  follows : — 

Water 932297 

Copper  as  water  .     .     .      2430*2 
Brass  as  water      .     .     .       1810*3 


Total     .     .     97470*2 

So  that  the  total  quantity  of  heat  evolved  was  0°*563209 
in  97470*2  grs.  of  water,  or,  in  other  words,  F  Pahr.  in 
7-842299  lb.  of  water. 

The  estimate  of  the  force  applied  in  generating  this  heat  may 
be  made  as  follows : — The  weights  amounted  to  406152  grs., 
from  which  must  be  subtracted  the  friction  arising  from  the 
pulleys  and  the  rigidity  of  the  string ;  which  was  found  by 
connecting  the  two  pulleys  with  twine  passing  round  a  roller 
of  equal  diameter  to  that  employed  in  tlfe  experiments. 
Under  these  circumstances,  the  weight  required  to  be  added 
to  one  of  the  leaden  weights  in  order  to  maintain  them  in 
equable  motion  was  found  to  be  2955  grs.  The  same  result, 
in  the  opposite  direction,  was  obtained  by  adding  3035  grs. 
to  the  other  leaden  weight.  Deducting  168  grs.,  the  friction 
of  the  roller  on  its  pivots,  from  3005,  the  mean  of  the  above 
numbers,  we  have  2837  grs.  as  the  amount  of  friction  in  the 
experiments,  which,  subtracted  from  the  leaden  weights, 
leaves  403315  grs.  as  the  actual  pressure  applied. 

The  velocity  with  which  the  leaden  weights  came  to  the 
ground,  viz.  2*42  inches  per  second,  is  equivalent  to  an  altitude 
of  0*0076  inch.    This,  multiplied  by  20,  the  number  of  times 
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the  weights  were  wound  up  in  each  experiment^  produces 
0- 152 inch,  which,  subtracted  from  1260248, leaves  1260096 
as  the  corrected  mean  height  from  which  the  weights  fell. 

This  fall,  accompanied  by  the  above-mentioned  pressure, 
represents  a  force  equivalent  to  6050*186  lb.  through  one 
foot;  and  0*8464x20=16-928  foot-lb.  added  to  it,  for  the 
force  developed  by  the  elasticity  of  the  string  after  the 
weights  had  touched  the  ground,  gives  6067*114  foot-pounds 
as  the  mean  corrected  force. 

Hence    ^^^q=  773*64  foot-pounds    will  be  the  force 

which,  according  to  the  above  experiments  on  the  friction  of 
water,  is  equivalent  to  1°  Fahr.  in  a  lb.  of  water. 

2nd  Series  of  Experiments. — Friction  of  Mercury.  Weight 
of  the  leaden  weights  and  string,  208026  grs.  and  203073  grs. 
Velocity  of  the  weights  in  descending,  2*43  iuches  per  second. 
Time  occupied  by  each  experiment,  30  minutes.  Thermo- 
meter for  ascertaining  the  temperature  of  the  mercury,  C. 
Thermometer  for  registering  the  temperature  of  the  air,  B. 
Weight  of  cast-iron  apparatus,  68446  grs.  Weight  of  mer^ 
cury  contained  by  it,  428292  grs. 

Table  II. 


Ko.  of  experiment 
andoanaeof 

change  of 
temperature. 

Total  iaU 

Mean 
tempera- 
tore  of  air. 

Difference 
between 
mean  of 
oolnmns 
5and« 
and 

colomnS. 

Temperatore  of 
apparatoa. 

Oainorloaaof 
heatdoriBff 
experimeal. 

ofwefthta 
ininoEea. 

mentof 
experiment. 

Termina- 
tion of  ex- 
periment 

1  PrioUon    ... 
1  Badiation... 

1205-42 
0 

Sii9\ 
58-939 

i-452-l- 
2-056+ 

58-780 
61-107 

6f-107 

60-884 

2*327  gain 
0-223  lo« 

2  Badiation... 
2  Friction    ... 

0 
12«577 

58-390 
58-949 

0-237- 

0-467+ 

58119 
58188 

58-188 
60-644 

0-069  gmin 
2-456  gain 

3  Friction   ... 
3  Badiation... 

126573 
0 

57*322 
57-942 

1203+ 

1-678+ 

57326 
59-725 

59725 
59*515 

2400  gain 
0^210   CM 

4  Badiation... 
4  Friction    ... 

0 
126472 

57-545 
58-135 

0^010- 

0-624+ 

57518 
57553 

57553 
59^65 

0-035  gain 
2-412  gain 

5  Friction   ... 
5  Badiation... 

1265-73 
0 

57-021 
57*596 

0-907+ 

1-474+ 

56715 
59141 

59-141 
58-999 

2*426  gain 
0-142  kM 

'   1  • 

3 

4                  5 

6 

7 
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•  NaorezperiBai* 

TMal&ll 

Umm 

WtWMA 

TWpwatQMor 

Gain  or  kM  of 
iMatdttrii^ 

•XpttriBIMt 

£s^  iii2i? 

toreofair.'      6mm1« 

1    cohmaS. 

1 f- 

OOBUMAM- 

mentoC 

tkmof  «x* 

6  BadiatioD...'       0 
6  Friction   ...'  1265-65 

5^406      0^174+ 
57-057      0-749+ 

5S-565 
56-595 

5^*595 
59H)17 

iVoSOgain 
2*422  gain 

7  Friction   ...  1269-55 
7  Badiation...        0 

58-319      0O49+ 
58-771       0-831  + 

57115 
59^22 

59622 
59-583 

2  507  gain 
0*039  luM 

8  Friction   ...|  1257-70 

60*363   ;   0-612- 
60-842       0-209+ 

59-691 
59811 

59-811 
62292 

0*120  gain 
2*481  gain 

9  Friction   ...,  1255-77 
9  Badiation... j       0 

60-282 
60-862 

1H>44+ 
1576+ 

60-129 
62524 

62*524 
62-352 

2*395  gain 
0*172  foM 

10  Friction    ... 
10  Badiation... 

1255*33 
0 

60-725 
61-340 

0-764+ 
1313+ 

60-266 
62*713 

62-713 
62*598 

2-447  gain 
0120  Tom 

11  Badiation... 
11  Friction    ... 

0 
1266-47 

58-654 
59-234 

0-109+ 
0-746+ 

58755 
58-772 

68*772 
61*189 

0*017  gain 
2-417  gain 

12  Badiation... 
12  Friction    ... 

0 
1265  80 

56436 
57-240 

0-247+ 
0-673+ 

56-673 
56*694 

66*694 
69133 

0021  gmin 
2-439  gain 

13  Friction   ... 
13  Badiation... 

1264  70 
0 

55-002 
55^133 

1-808+ 
2-213+ 

55-638 
57*982 

57-982 
67711 

2-344  gain 
0-271  loM 

14  Friction   ... 
14  Badiation... 

1265-20 
0 

54*219 
54  595 

1273+ 
1972+ 

54-290 
56  694 

56694 
56-441 

2-404  gain 
0-253    OM 

15  Badiation... 

16  Friction    ... 

16  Badiation... 
16  Friction    ... 

0 
1265-63 

53-476 
53-995 

0174+ 
0-872+ 

53  683 
53-667 

63  667 
56-067 

0084  gain 
2*400  gain 

0 
1265-45 

52^82 
52-479 

0254+ 
1^7+ 

62382 
62341 

52*341 
64  711 

0-009  gain 
2-370  gain 

17  Friction   ... 
17  Badiation... 

1257-50 
0 

50-485 
50-821 

1-463+ 
2164+ 

50-772 
53*105 

53105 
52866 

2*333  gain 
0-240  loM 

18  Badiation... 
18  Friction    ... 

0 
125750 

48944 
49-330 

0-450- 
0462+ 

48-434 
48-664 

48  554 
61031 

0  120  gain 
2-477  gain 

2-879  gain 
0-185  Tom 

19  Friction    ... 
19  Badiation... 

125750 
0 

48-135 
48-725 

1273+ 

1-780+ 

48-219 
50-598 

60698 
50-413 

80  Badiation... 
20  Friction   ... 

0 
1257-50 

48-878 
49-397 

0-148- 
0-697+ 

48-687 
48-773 

48-773 
61216 

0086  gain 
2-443  gain 

Keen  Friction . 

1262-731 
0 

0*8836+ 
0-8279+ 



2-41395  gain 
0*06670  foM 

1 

1 

2 

3 

4 

5 

6 

7 
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From  the  above  Table  it  appears  that  the  effect  of  each 
degree  of  difference  between  the  temperature  of  the  labo- 
ratory and  that  of  the  ap][>aratu8  was  0°*18742.  Hence 
2°-41395 + 0^0657 + 0°00r654 = 2°-487304  will  be  the  proxi- 
mate  value  of  the  increase  of  temperature  in  the  experiments. 
The  further  correction  on  account  of  the  mean  temperature 
of  the  apparatus  in  the  friction  experiments  having  been  in 
reality  0°028484  higher  than  is  indicated  by  the  table^  will 
be  0°'003914,  which,  added  to  the  proximate  result,  gives 
2°'491218  as  the  true  thermometrical  effect  of  the  friction  of 
the  mercury. 

In  order  to  obtain  the  absolute  quantity  of  heat  evolved,  it 
was  requisite  to  ascertain  the  capacity  for  heat  of  the  appa- 
ratus. I  therefore  caused  it  to  be  suspended  by  iron  wire 
from  a  lever  so  contrived  that  the  apparatus  could  be  moved 
with  rapidity  and  ease  to  any  required  position.  The  tempe- 
rature of  the  apparatus  having  then  been  raised  about  20^,  it 
was  placed  in  a  warm  air-bath,  in  order  to  keep  its  temperature 
uniform  for  a  quarter  of  an  hour,  during  which  time  the  ther- 
mometer C,  immersed  in  the  mercury,  was  from  time  to  time 
observed.  The  apparatus  was  then  rapidly  immersed  in  a 
thin  copper  vessel  containing  141826  grs.  of  distilled  water, 
the  temperature  of  which  was  repeatedly  observed  by  ther- 
mometer A.  During  the  experiment  the  water  was  repeatedly 
agitated  by  a  copper  stirrer ;  and  every  precaution  was  taken 
to  keep  the  surrounding  atmosphere  in  a  uniform  state,  and 
also  to  prevent  the  disturbing  effects  of  radiation  from  the 
person  of  the  experimenter.  In  this  way  I  obtained  the  fol- 
lowing results : — 
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Apparatus  in  air-bath 
Instant  of  immersion . . 


Apparatus  immersed  in 
water   


Time  of 

Tempeoratuie 

Tempeiatnie 

observation. 

of  water. 

ofappaiatus. 

min. 

o 

o 

r  0 

47-705 

70-518 

,  • 

5 

47-705 

70-492 

10 

47-713 

70-518 

..  11 

ri3i 

49-836 

57-678 

16 

50-493 

52-641 

n 

21 

50-694 

50-941 

" 

26 

50-690 

50-778 

31 

50-667 

50-744 

86 

50-686 

50-709 

By  applying  the  correction  to  the  temperature  of  the  water 
due  to  its  observed  increase  during  the  first  ten  minutes  of 
the  experiment^  and  the  still  smaller  correction  due  to  the 
rise  of  the  water  in  the  can  covering  60  square  inches  of 
copper  at  the  temperature  of  the  atmosphere,  47°*714  was 
found  to  be  the  temperature  of  the  water  at  the  instant  of 
immersion.  To  remove  the  apparatus  from  the  warm  air-bath 
and  to  immerse  it  into  the  water  occupied  only  10  seconds, 
during  which  it  must  (according  to  preliminary  experiments) 
have  cooled  0^'027.  The  heating  eflfect  of  the  air-bath  during 
the  remaining  50  seconds  (estimated  from  the  rate  of 
increase  of  temperature  between  the  observations  at  5  min. 
and  10  min.)  will  be  0^-004.  These  corrections,  applied  to 
70°'518,  leave  70°-495  as  the  temperature  of  the  apparatus 
at  the  moment  of  immersion. 

The  temperature  of  the  apparatus  at  26  min.  was  50^-778, 
indicating  a  loss  of  19^*717.  That  of  the  water  at  the  same 
time  of  observation,  being  corrected  for  the  effect  of  the 
atnaosphere  (deduced  from  the  observations  of  the  cooling 
firom  26  min.  to  36  min.  and  of  the  heating  from  0  min.  to 
10  min.) ,  will  be  50^777,  indicating  a  gain  of  3^-063.  Twenty 
such  results,  obtained  in  exactly  the  same  manner,  are  col- 
lected in  the  following  Table : — 
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Table  III. 


No. 

Correofc«d  tempentore 
of  water. 

Gain  of 

heat  by 

the  water. 

of  apparatus. 

Loeaofheat 

by  the 
apparatoa. 

ment  of  ex- 
periment 

Termiimtion 
of  experi- 
ment. 

Commence- 
ment of  ex- 
periment. 

Termination 
of  experi- 
ment 

1. 

4^714 

5ft-777 

1-063 

75-495 

5J-778 

1 8-717 

2. 

48127 

51113 

2-986 

70-518 

51-147 

19-371 

8. 

48-453 

51-430 

2-977 

70-642 

51-452 

19-190 

4. 

47  543 

50-598 

3-055 

70-674 

50-684 

19-990 

5. 

44-981 

48*449 

3-468 

70^1 

48-468 

22-488 

6. 

45-289 

48-701 

3412 

70769 

48-657 

22-112 

7. 

45-087 

48-497 

3410 

70-504 

48-494 

22-010 

8. 

46-375 

49-614 

3-239 

70-678 

49-662 

21-016 

9. 

47-671 

50832 

3161 

71-500 

50-873 

20-627 

10. 

47-693 

50801 

3-108 

70-878 

50-821 

20<)67 

11. 

48-728 

51-714 

2-986 

70-947 

51-714 

19288 

12. 

47-240 

50-414 

3-174 

71-006 

50-392 

20-614 

13. 

48-324 

51-345 

3-021 

70-939 

51-362 

19-577 

14. 

49-079. 

51-905 

2-826 

70-332 

51-937 

18-895 

16. 

49-635 

52-490 

2-855 

71-012 

52*$04 

18-508 

16. 

47-207 

50-282 

3-075 

70-265 

50-263 

20-002 

17. 

46-227 

49-402 

3-175 

69-877 

49-814 

20-568 

18. 

46-053 

49-296 

3-243 

70-367 

49-258 

21109 

19. 

45-733 

48-981 

3-248 

rooes 

49HK)1 

21-067 

20. 

47170 

50-317 

3147 

70-741 

50-332 

20^409 

Mean 

313145 



20-800 

I  did  not  consider  these  experiments  on  the  capacity  of 
the  apparatus  sufficiently  complete  until  I  had  ascertained 
the  heat  produced  by  the  wetting  of  the  surface  of  the  iron 
vessel.  For  this  purpose  the  following  trials  were  made  in  a 
similar  manner  to  the  above^  with  the  exception  that  the 
observations  did  not  require  to  be  extended  beyond  26  min. 
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No. 

Gorreoted  tempentare 
of  water. 

Omin  or  loes 

of  heat  by 

water. 

ofapparatas. 

Gainorlou 
of  heat  by 
apparatos. 

Commenoe- 

mentofez- 

perimeut. 

Tennination 
of  experi- 
ment. 

Oommenoe- 
ment  of  ex- 
periment 

Termination 
of  experi- 
ment. 

1. 
2. 
3. 

4. 
5. 
6. 

7. 

a 

9. 
10. 

11. 

12. 
13. 
14. 
16. 
16. 
17. 
18. 
19. 
SO. 

55-558 
49-228 
48-095 
47*416 
47*484 
47*429 
47-624 
47-705 
47-685 
48-733 
49-689 
48-191 
48101 
49-413 
49-243 
49-103 
46-991 
46-801 
46-624 
46-266 

55-556 
49-232 
48106 
47-425 
47*532 
47-439 
47-637 
47712 
47-702 
48-793 
49-694 
48-168 
48-119 
49-390 
49-241 
49-103 
46-902 
46-814 
46-624 
46158 

0K)02  1O8B 

0H)04  gain 
0011  gain 
0-009  gain 
0048  gain 
0*010  gain 
0-013  gain 
0-007  gain 
0H)17  gain 
(Hm  gain 
0O05  gain 
0-023  1068 
0K)18  gain 
0-023  loss 
0002  loes 
0 

0-089  1068 
0-013  gain 
0 

0-108  1066 

55-565 
49-239 
48-034 
47-384 
48-103 
47*703 
47-870 
47-915 
47-891 
49-498 
49-946 
47-972 
48-310 
49-249 
49-343 
49-172 
46-204 
47*139 
46-652 
45-369 

55-589 
49-254 
48-099 
47-429 
47-782 
47610 
47-790 
47-859 
47-837 
49112 
49-842 
48-134 
48-254 
49-413 
49-318 
49-172 
46-923 
46-953 
46-652 
46-167 

5-024  gain 
0K)15  gain 
0-065  gain 
0-045  gain 

0-321   1066 

0-093  1068 

0080  l086 

0-056  1086 

0H)54IO88 

0-386  loes 

0-104  l068 

0-162  gain 
0*056  loss 
0-164  gain 
0-025  lo68 
0 
0*719  gain 

0-186  1066 

0 

0-798  gain 

Mean 

0-0016  1068 

0-03155  gain 

By  adding  these  results  to  those  of  the  former  table,  we 
have  a  gain  of  temperature  in  the  water  of  3^*13305,  and  a 
loss  in  the  apparatus  of  20°'33155.  Now  the  capacity  of  the 
can  of  water  was  estimated  as  follows : — 

Water 141826  grs. 

15622  grs.  copper  as  water    1486  grs. 

Thermometer  and  stirrer  as  water 118  grs. 

Total  143^30  grs. 
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Hence  jS^^I^x  148430=22102-27,  the  capacity  of  the 

apparatus  as  tried.  The  addition  of  21*41  (the  capacity  of 
643  grs.  of  mercury  which  had  been  removed  in  order  to 
admit  of  the  expansion  of  70°)  to,  and  the  subtraction  of 
52  grs.  (the  capacity  of  the  bulb  of  thermometer  C  and  of 
the  iron  wire  employed  in  suspending  the  apparatus)  firom 
this  result  leaves  22071*68  grs.  of  water  as  the  capacity  of 
the  apparatus  employed  in  the  friction  of  mercury. 

The  temperature  2°-491218  in  the  above  capacity,  equiva- 
lent to  1°  in  7-85505  lb.  of  water,  was  therefore  the  absolute 
mean  quantity  of  heat  evolved  by  the  friction  of  mercury. 

The  leaden  weights  amounted  to  406099  grs.,  from  which 
2857  grs.,  subtracted  for  the  friction  of  the  pulleys,  leaves 
403242  grs.  The  mean  height  from  which  they  fell,  as  given 
in  Table  II.,  was  1262731  inches,  from  which  0152  inch, 
subtracted  for  the  velocity  of  fall,  leaves  1 262*579  inches. 
This  height,  combined  with  the  above  weight,  is  equivalent 
to  6061-01  foot-lb.,  which,  increased  by  16*929  foot-lb.  on 
account  of  the  elasticity  of  the  string,  gives  6077-939  foot- 
lb.  as  the  mean  force  employed  in  the  experiments. 

6077*939 

-———  =  773762;   which  is  therefore  the  equivalent 

derived  from  the  above  experiments  on  the  friction  of  mer- 
cuty.  The  next  series  of  experiments  were  made  with  the 
same  apparatus^  using  lighter  weights. 

3rd  Series  of  Experiments. — Friction  of  Mercury.  Weight 
of  the  leaden  weights  and  string,  68442  grs.  and  68884  grs. 
Velocity  of  the  weights  in  descending,  1*4  inch  per  second. 
Time  occupied  by  each  experiment,  35  minutes.  Thermo- 
meter for  ascertaining  the  temperature  of  the  mercury,  C. 
Thermometer  for  registering  the  temperature  of  the  air,  B. 
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No.  of  experiment 
andcaoBeof 

diangeof 
temperature. 

Total  faU 
of  weights 
in  inches. 

Mean 
tempera- 
tare  of  air. 

Difference 
between 
mean  of 
columns 
6and6 
and 

columns. 

Temperature  of 
apparatus. 

Gain  or  loss  of 
heatdurinff 
e]q>eriment. 

Commence- 
ment of 
experiment 

Termina- 
tion of  ex- 

1  Friction    ... 
1  Sadiation... 

1292-12 
0 

4$-539 
50165 

0-399+ 
0-226+ 

4§-507 
50^370 

56-370 
50-413 

5-863    gain 
0-043    gain 

2  Friction    ... 
2  Badiation... 

1292-00 
0 

49-865 
50-363 

0-189+ 
0-159+ 

49-606 
50-503 

50-503 
50-542 

0-897    gain 
0H)39    gain 

3  Friction    ... 
3  Badiation... 

1293-18 
0 

50-139 
50-617 

0-460+ 
0-408+ 

50-168 
51-030 

51-030 
51*021 

0-862    gain 

0-009     1088 

4  Badiation... 
4  Friction    ... 

0 
129325 

50-750 
51-401 

0-146+ 
0K)13~ 

50-873 
60-920 

50-920 
51-856 

0-047    gain 
0-936    gain 

5  Badiation... 
5  Friction    ... 

0 
1294-92 

49-936 
50-651 

0121  + 
0K>20- 

50K)31 
60083 

50-083 
60-980 

0-052    gain 
0-897    gain 

6  Badiation... 
6  Friction    ... 

0 
1294^ 

50-638 
5M72 

0135+ 
0065+ 

50-752 
50795 

5tf-795 
51-680 

0-043    gain 
0-885    gain 

7  Badiation... 
7  Friction    ... 

0 
1294-07 

51-553 
52194 

0-260- 
0^371- 

51-237 
51*349 

51-349 
52-298 

0-112    gain 
0-949    gain 

8  Friction    ... 
8  Badiation... 

1293-30 
0 

52774 
53-029 

0-019- 
0-204+ 

52-298 
53212 

53-212 
53-255 

0-914    gain 
0-043    gain 

9  Friction    ... 
9  Badiation... 

1294-05 
0 

51-513 
52093 

0-306+ 
0177+ 

51379 
52-259 

52-259 

52-28L 

0-880    gain 
0H)22    gain 

10  Friction    ... 
10  Badiation... 

1293-95 
0 

51197 
51-960 

0180+ 
OH)79- 

50-907 
51847 

51-847 
51-916 

0-940    gain 
0-069    gain 

11  Friction    ... 
11  Badiation... 

1292-80 
0 

50-577 
51-065 

0-662+ 

0-577+ 

50-804 
51654 

51-654 
51-611 

0-850    gain 
0043    1088 

12  Badiation... 
12  Friction    ... 

0 
1293-25 

51-416 
52-057 

0-483- 
0-551- 

50-860 
51-006 

51006 
52-006 

0-146    gain 
1000    gain 

13  BadiaUon... 
13  Friction    ... 

0 
1293-25 

51-747 
52403 

0-246- 
0-389- 

51-456 
51547 

51-547 

52-482 

0-091    gain 
0-935    gain 

14  Friction    ... 
14  Badiation... 

1293-45 
0 

52-703 
53-201 

0054+ 
0K>50+ 

52-294 
53-221 

53  221 

53-281 

0-927    gain 
0-060    gain 

16  Friction    ... 
16  Badiation... 

1293^ 
0 

53-644 
54H)61 

0-088+ 
0146+ 

53281 
54183 

54-183 
54-230 

0-902    gain 
0K)47    gain 

16  Badiation... 
16  Friction    ... 

0 
1292-83 

51-492 
52-011 

0-318+ 

0-242+ 

51-821 
51-800 

51-800 
52-706 

0-021    loss 
0*906    gain 

1 

2 

3 

4 

5                6 

1 

7 
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Table  V.  (continued). 


No.  of  experiment 

andcaoaeof 

change  of 

Total  fkU 
ofweiffhts 
in  inches. 

Mean 
tempera- 
tore  of  air. 

Bifferenoe 
between 
mean  of 
oolomns 
5and6 
and 

oolnmnS. 

Temperatore  of 
apparatoB. 

Gain  or  loss  of 

Commence- 
ment of 
experiment. 

Termina- 
tion of  ex- 

heatdnrinc 

17  Badiation... 
17  Friction    ... 

0 
1292-83 

51-350 
52-057 

0-055- 
0-264- 

5f-272 
51-319 

51-319 
52-268 

5-047    gal 
0-949    gal 

Q 

n 

18  Friction    ... 
18  Badiation... 

1292-84 
0 

52-576 
52-906 

0-147+ 
0-276+ 

52-268 
53-178 

53178 
53-187 

0-910    gai 
0-009    gai 

n 

n 

19  Badiation... 
19  Friction    ... 

0 
1292*33 

50-119 
50-760 

0-142- 
0272- 

49-928 
50-027 

50H)27 
50-950 

(Hm    gai 
0-923    gai 

n 
n 

20  Friction    ... 
20  Badiation.. 

1293-01 
0 

51-004 
51-798 

0-147- 
0-385- 

50-370     1  51  345 
51-345        51-482 

0-975    gai 
0137    gai 

n  1 
n 

21  Badiation... 
21  Friction    ... 

0 
1292-83 

52194 
52-383 

0-646- 
0-298- 

51-482     t  51-615 
51  615      ,  52-555 

0133    gai 
0-940    gai 

n 
n 

22  Friction    ... 
22  Badiation... 

129233 
0 

50-389 
50-958 

0-374  + 
0-239+ 

50332        51195 
51195     1  51-199 

0-863    gai 
0-004    gai 

n 
n 

23  Badiation... 
23  Friction    ... 

0 
1294-69 

51-218 

51-848 

0-498- 
0-646- 

50-636     1  50-804 
50-804     1  51-800 

0-168    gai 
0-996    gai 

n 

24  Friction    ... 
24  Badiation... 

1294-33 
0 

50582 
51-223 

0-286+ 
0-092+ 

50-435 
51302 

51-302 
51-328 

0-867    gai 
0H»6    gai 

n 
tn 

25  Badiation... 
25  Friction    ... 

0 
129433 

51-665 
52-281 

0-406- 
0-464- 

51-190 
51328 

51-328 
52-306 

0-138    gai 
0-978    gai 

n 

m  1 

26  Friction    ... 
26  Badiation... 

1294-34 
0 

52652 
52957 

0105+ 
0-259  + 

52-306 
53-208 

53-208 
53-225 

0^02    gai 
0-017    gai 

n 

27  Friction    ... 
27  Badiation... 

1293  83 
0 

49-463 
50-068 

0-277+ 
0142+ 

49-293 
50-188 

50-188 
50-233 

0-895    gt^ 
(HH5    giu 

in 
in 

28  Badiation... 
28  Friction    ... 

0 
1294-33 

48-420 
49-132 

0145+ 
0-093- 

48-537 
48-593 

48593 
49-486 

0-056    gai 
0-893    ga 

n 
in 

29  Friction    ... 
29  Badiation... 

1294-84 
0 

49-142 

49-783 

0-092+ 
0053- 

48-773 
49696 

49-696 
49-765 

0^923    ga 
0-069    ga 

In 
in 

30  Badiation... 
80  Friction    ... 

0 
1294-33 

50-251 
50-597 

0-422- 
0246- 

49-765 
49-894 

49-894 
50-808 

0^129    ga 
0-914    ga 

in 
in 

Mean  Friction . 
Mean  Badiation 

1293-532 
0 

0-00743J+ 
0H)048     + 

(Hi\57  ga 
0-0606  ga 

in 
in 

1 

2 

3 

4 

5 

6 

7 
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The  eflTect  of  each  degree  of  difference  between  the  tempera- 
ture of  the  laboratory  and  that  of  the  apparatus  being0®'18544, 
O''-9157-0°0606  +  0°'000488=0°-855588  will  be  the  proxi- 
mate mean  increase  of  temperature  in  the  above  series  of 
experiments.  The  correction,  owing  to  the  mean  tempera- 
ture of  the  mercury  in  the  friction  experiments  being 
(f  013222  higher  than  appears  in  the  table,  will  be  0°-002452, 
which,  being  added  to  the  proximate  result,  gives  0°-85804 
as  the  true  thermometrical  effect.  This,  in  the  capacity  of 
22071-68  grs.  of  water,  is  equal  to  1°  in  2-70548  lb.  of 
water. 

The  leaden  weights  amounted  to  137326  grs.,  from  which 
1040  grs.  must  be  subtracted  for  the  firiction  of  the  pulleys, 
leaving  136286  grs.  as  the  corrected  weight.  The  mean 
height  of  fall  was  1293*532  inches,  from  which  0*047  inch, 
subtracted  on  account  of  the  velocity  with  which  the  weights 
came  to  the  ground,  leaves  1293*485  inches.  This  fall, 
combined  with  the  above  corrected  weight,  is  equivalent  to 
2098*618  foot-lb.,  which,  with  1*654  foot-lb.,  the  force 
developed  by  the  elasticity  of  the  string,  gives  2100*272  foot- 
lb.  as  the  mean  force  employed  in  the  experiments. 

2100*272 

2*70^48  ~  776*303  will  therefore  be  the  equivalent  from 

the  above  series  of  experiments,  in  which  the  amount  of 
friction  of  the  mercury  was  moderated  by  the  use  of  lighter 
weights. 

4th  Series  of  Experiments. — Friction  of  Cast  Iron.  Weight 
of  cast-iron  apparatus,  44000  grs.  Weight  of  mercury  con- 
tained by  it,  204355  grs.  Weight  of  the  leaden  weights  and 
string  attached,  203026  grs.  and  203073  grs.  Average  velo- 
city with  which  the  weights  fell,  3*12  inches  per  second. 
Time  occupied  by  each  experiment,  38  minutes.  Thermo- 
meter for  ascertaining  the  temperature  of  the  mercury,  C. 
Thermometer  for  registering  the  temperature  of  the  air,  A. 
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Table  VT. 


Now  of  experiment 
andcaaeeof 

ohangeof 
tempentnre. 

Total  faU 
of  weights 
ininonea. 

Mean 
tempera- 
tore  of  air. 

Differenoe 
between 
mean  of 
oolamna 
6and6 
and 

column  8. 

Temperature  of 
apparatos. 

GainorloMof 
heat  daring 

Commence*  |  Termina- 
mentof      ttonofez- 

1  Prictioii    ... 
I  Eadiation... 

125790 
0 

4^-362 
46-648 

1-544  + 
3-950  + 

4§-837 
50-976 

50-976 
50-220 

4-139    gain 
0-756    loas 

2  Badiation... 
2  Friction   ... 

0 
125897 

47  296 
47-891 

0-455  - 
1-247  + 

46730 
46-953 

46-953 
51-323 

0-223    gain 
4-370    gain 

3  Friction    ... 
3  Badiation... 

1261-80 
0 

47-705 
48547 

1-830  + 
2-960  + 

47-352 
51-718 

51-718 
51-276 

4-366    gain 
0-442    loM 

4  Badiation... 
4  Friction    ... 

0 
1260*35 

47-825 
48-385 

0^4  - 
1-598  4- 

47766 

47-807 

47-807 
52-160 

0O51    gain 
4353    gain 

5  Badiation... 
5  Friction   ... 

0 
1260-16 

48-323 
48-833 

0  248  - 
1-494  + 

48009 
48-142 

48142 
52513 

0*133    gain 
4-371    gain 

6  Friction   ... 
6  Badiation... 

1259-95 
0 

48-049 
48-632 

1-995  + 
3-283  + 

47902 
52-186 

52186 
51-645 

4-284    gain 
0-541    hm 

7  Badiation... 
7  Friction   ... 

0 
126313 

50-385 
51-018 

0-240  - 
1-408  + 

50053 
50-237 

50-237 
54-616 

0184    gain 
4379    gain 

8  Friction   ... 
8  Badiation... 

1262-12 
0 

48-385 
49-199 

1-096  + 
2-343  + 

47249 
51-714 

51-714 
51-371 

4*465    gain 
0-343    Ices 

9  Friction    ... 
9  Badiation... 

1257-20 
0 

49721 
50-338 

2-495   4- 
3-643  + 

50-160 
54  273 

54  273 
53-689 

4113    gain 
0584    fo« 

10  Badiation... 
10  Friction    ... 

0 
1258-70 

48-439 
49-690 

0-821  + 

2-282  4- 

49-271 
49-877 

49-250 
54067 

0O21    loat 
4190    gain 

Mean  Friction . 
Mean  Badiation 

1260-027 
0 

... 

1-7989  4- 
1-6003+ 

4*303    gain 
0-2096  Um 

1 

2 

3 

4 

5 

6 

7 

From  the  above  Table  it  appears  that  there  was  a  thermo- 
metrical  effect  of  0°-20101  for  each  degree  of  difference 
between  the  temperature  of  the  laboratory  and  that  of  the 
apparatus.  Hence 4^-303 + 00-2096 + 0^03992= 4^-55252 will 
be  the  proximate  mean  increase  of  temperature.  The  correc- 
tion, owing  to  the  mean  temperature  of  the  mercury  in  the 
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friction  experiments  appearing  0*^*07625  too  low  in  the  Table, 
•will  be  0°*01583,  which,  added  to  the  proximate  result,  gives 
4°*56785  as  the  true  mean  increase  of  temperature. 

The  capacity  of  the  apparatus  was  obtained  by  experiments 
made  in  precisely  the  same  manner  that  I  have  already  de- 
scribed in  the  case  of  the  mercurial  apparatus  for  fluid  fric- 
tion.   Their  results  are  collected  into  the  following  Table : — 


Table  VII. 


ISo, 

of  water. 

Gain  of 

heat  by 

the  water. 

ofi^paratos. 

Lonofheat 

by  the 
apparatoa. 

Commence- 
ment of  ex- 
periment. 

Termination 

of  erperi- 

ment 

Commence- 
ment of  ex- 
periment 

of  experi- 
ment 

1. 

4S-5d5 

4^305 

1770 

7f-112 

4^421 

2^-691 

2. 

46-210 

47-937 

1-727 

71-292 

48073 

23219 

3. 

47-334 

49023 

1-689 

71454 

49-151 

22303 

4. 

49007 

50555 

1-548 

71-152 

50-632 

20520 

5. 

47-895 

49-498 

1-603 

71-249 

49-636 

21613 

6. 

48-784 

50-357 

1573 

71-445 

50-460 

20-985 

7. 

50-323 

51-757 

1-434 

70-793 

51-808 

18-985 

8. 

47-912 

49-525 

1-613 

71-253 

49-653 

21600 

9. 

48-449 

50^13 

1-564 

70-798 

50083 

20  715 

10. 

49-836 

51-337 

1-501 

71-356 

51375 

19-981 

11. 

46-870 

48-559 

1-689 

71^26 

48-657 

22-369- 

19. 

48-562 

50151 

1-589 

71291 

50199 

21^)92 

Mean 

1-60833 

21-42275 

By  adding  0^00071  and  0^0141,  the  loss  and  gain  of 
Table  IV.  reduced  to  the  surface,  of  the  solid-friction  appa- 
ratus, to  the  above  mean  results,  we  have  a  gain  of  1°'60904 
by  the  water  and  a  loss  of  21^*43685  by  the  apparatus. 
The  capacity  of  the  can  of  water  was  in  this  instance  as 
follows : — 
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Water 155824  grs. 

Copper  can  as -water  1486  grs. 

Thermometer  and  stirrer  as  ditto 118  grs. 

Total 157428  grs. 

1*80004. 
Hence  g^)^^^  x  157428= 1181647  wiU  be  the  capacity  of 

the  apparatus  as  tried.  By  applying  the  two  corrections, 
one  additive  on  account  of  the  absence  during  the  trials  of 
300  grs.  of  mercury,  the  other  subtractive  on  account  of  the 
capacity  of  the  thermometer  C  and  suspending  wire,  we  obtain 
11796*07  grs.  of  water  as  the  capacity  of  the  apparatus 
during  the  experiments. 

The  temperature  4*^*56785  in  the  above  capacity,  equiva- 
lent to  1**  in  7*69753  lb.  of  water,  was  therefore  the  mean 
absolute  quantity  of  heat  evolved  by  the  friction  of  cast 
iron. 

The  leaden  weights  amounted  to  406099  grs.,  from  whidi 
2857  grs.,  subtracted  on  account  of  the  friction  of  the 
pulleys,  leaves  403242  grs.  as  the  pressure  applied  to  the 
apparatus. 

Owing  to  the  friction  being  in  the  simple  ratio  of  the 
velocity,  it  required  a  good  deal  of  practice  to  hold  the  regu- 
lating lever  so  as  to  cause  the  weights  to  descend  to  the 
ground  with  any  thing  like  a  uniform  and  moderate  velocity. 
Hence,  although  the  mean  velocity  was  3*12  inches  per 
second,  the  force  with  which  the  weights  struck  the  ground 
could  not  be  correctly  estimated  by  that  velocity  as  in  the 
case  of  fluid  friction.  However,  it  was  found  that  the  noise 
produced  by  the  impact  was  on  the  average  equal  to  that 
produced  by  letting  the  weights  fall  from  the  height  of  one 
eighth  of  an  inch.  It  generally  happened  also  that  in  endea- 
vouring to  regulate  the  motion,  the  weights  would  stop  sud- 
denly before  arriving  at  the  ground.  This  would  generaUy 
happen  once,  sometimes  twice,  during  the  descent  of  the 
weights,  and  I  estimate  the  force  thereby  lost  as  equal  to 
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that  lost  by  impact  with  the  ground.  Taking  therefore  the 
total  loss  at  one  fourth  of  an  inch  in  each  fall^  we  have 
twenty  times  that  quantity,  or  5  inches,  as  the  entire  loss, 
which,  subtracted  jfrom  1260027,  leave  1265027  inches  as 
the  corrected  height  through  which  the  weight  of  403242  grs. 
operated.  These  numbers  are  equivalent  to  6024*757  foot- 
lb.  ;  and  adding  16-464  foot-lb.  for  the  eflTect  of  the  elasticity 
of  the  string,  we  have  6041  221  foot-lb.  as,  the  force  em- 
ployed in  the  experiments. 

The  above  force  was  not,  however,  entirely  employed  in 
generating  heat  in  the  apparatus.  It  will  be  readily  con- 
ceived that  the  friction  of  a  solid  body  like  cast  iron  must 
have  produced  a  considerable  vibration  of  the  framework 
upon  which  the  apparatus  was  placed,  as  well  as  a  loud  sound. 
The  value  of  the  force  absorbed  by  the  former  was  estimated 
by  experiment  at  10*266  foot-lb.  The  force  required  to 
vibrate  the  string  of  a  violoncello,  so  as  to  produce  a  sound 
which  could  be  heard  at  the  same  distance  as  that  arising 
from  the  friction,  was  estimated  by  me,  with  the  concurrence 
of  another  observer,  at  50  foot-lb.  These  numbers,  sub- 
tracted from  the  previous  result,  leave  5980*955  foot- lb.  as 
the  force  actually  converted  into  heat. 

-———-=  776*997  will  therefore  be  the  equivalent  derived 

fit)m  the  above  experiments  on  the  friction  of  cast  iron.  The 
next  series  of  experiments  was  made  with  the  same  apparatus, 
using  lighter  weights. 

5th  Series  of  Experiments. — Friction  of  Cast  Iron.  Weight 
of  leaden  weights,  68442  grs.  and  68884  grs.  Average  velo- 
city of  fall,  1*9  inch  per  second.  Time  occupied  by  each 
experiment,  30  minutes.  Thermometer  for  ascertaining  the 
temperature  of  the  mercury,  C.  Thermometer  for  registering 
the  temperature  of  the  laboratory,  A. 
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Table  VIII. 


No.  of  experiment 
and  cause  of 

change  of 
temperature. 

Total  faU 
ofweiehts 
ininchee. 

Mean 

tempera- 

tureofair. 

Difference 
between 
mean  of 
columns 
5  and  6 
and 

columns. 

Temperatore  of 
apparatus. 

Oain  or  loaaof 
heat  during 
experiment. 

Oommence- 

ment  of 
ezperinxent. 

Terminar 
tion  of  ex- 
periment 

1  Friction    ... 
1  Badiation... 

128107 

47-404 
48-003 

0-852  + 
0-998  + 

47-494 
49018 

49-018 
48-984 

f-524    gain 
0034    &e8 

2  Kadiation... 
2  Friction   ... 

0 
128074 

48-269 
48-516 

0-702  -h 
1-189  + 

48-984 
48  958 

48-958 
50452 

0026    lo« 
1*494    gain 

3  Badiation... 
3  Friction   ... 

0 
128510 

49003 
49-728 

0  133  - 
0022  + 

48-812 
48-928 

48-928 
50-572 

0-116    gain 
1-644    gain 

4  Friction    ... 
4  Badiation... 

1283-89 
0 

50-138 
50-408 

1  172  + 
1581  + 

50-572 
52049 

52049 
51-929 

1-477    gain 
0-120    low 

5  Friction    ... 

6  Friction    ... 

1282-46 
1281-29 

46-798 
47-296 

0-558  + 
1571  + 

46-554 
48  159 

48-159 
49576 

1-605    gain 
1417    gain 

5  Badiation... 

6  Badiation... 

0 
0 

47-535 
47651 

1-929  4- 
1-607  + 

49-576 
49-353 

49-353 
49164 

0-223    loss 
0-189    loee 

7  Badiation... 

8  Badiation... 

0 
0 

46-261 
46-748 

0-298  - 
0617  - 

45-880 
46047 

46-047 
46-215 

0-167    gain 
0-168    gain 

7  Friction   ... 

8  Friction    ... 

127607 
1275  17 

46-810 
47-366 

0-978  + 
1-883  -h 

47022 
48-554 

48554 
49945 

1532    gain 
1-391    gain 

9  Badiation... 
9  Friction   ... 

0 
1276-96 

46-771 
47126 

0-271  - 
0-258  4- 

46-425 
46-575 

46-575 
48-194 

0-150    gain 
1619    gain 

10  Friction    ... 
10  Badiation... 

127684 
0 

47-238 
47-335 

1-655  H- 
2-142  + 

48-194 
49-593 

49-593 
49361 

1-399    gain 
0^232    loM 

Mean  Friction  . 
Mean  Badiation 

1279-1)67 
0 

10138+ 
0-764  + 

1-5102  gain 
0HI223  foM 

1 

2 

3 

4 

5 

6 

7 

From  the  above  Table  it  appears  that  the  effect  of  each 
degree  of  difference  between  the  temperature  of  the  labo- 
ratory and  that  of  the  apparatus  was  0°1591.  Hence 
l^-5102+0°-0223+0^03974=l°-57224  will  be  the  proxi- 
mate  heating  effect.  To  this  the  addition  of  0°00331,  on 
account  of  the  mean  temperature  of  the  apparatus  in  the 
friction  experiments  having  been  in  reality  0°-02084  higher 
than  appears  in  the  Table,  gives  the  real  increase  of  tempera- 
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ture  in  the  experiments  at  1*^'57555,  which,  in  the  capacity 
of  1179607  grs.  of  water,  is  equivalent  to  1**  in  2-65504  lb. 
of  water. 

The  leaden  weights  amounted  to  137326  grs.,  from  which 
1040  grs.,  subtracted  for  the  friction  of  the  pulleys,  leaves 
136286  grs.  The  velocity  of  descent,  which  was  in  this  case 
much  more  easily  regulated  than  when  the  heavier  weights 
were  used,  was  1*9  inch  per  second.  Twenty  impacts  with 
this  velocity  indicate  a  loss  of  fall  of  0*094  inch,  which,  sub- 
tracted from  1279-957,  leaves  1279-863  inches  as  the  cor- 
rected height  from  which  the  weights  fell. 

The  above  height  and  weight  are  equivalent  to  2076*617 
foot-lb.,  to  which  the  addition  of  1*189  foot-lb.  for  the  elas- 
ticity of  the  string  gives  2077*706  foot-lb.  as  the  total  force 
applied.  The  corrections  for  vibration  and  sound  (deduced 
from  the  data  obtained  in  the  last  series,  on  the  hypothesis 
that  they  were  proportional  to  the  friction  by  which  they 
were  produced)  will  be  3*47  and  16*9  foot-lb.  These  quanti- 
ties, subtracted  from  the  previous  result,  leave  2057*336 
foot-lb.  as  the  quantity  of  force  converted  into  heat  in  the 
apparatus. 

wt^^T^T-  =  774*88  will  therefore  be  the  equivalent  as  de- 
2*o5504 

rived  from  this  last  series  of  experiments. 

The  following  Table  contains  a  summary  of  the  equivalents 
derived  from  the  experiments  above  detailed.  In  its  fourth 
column  I  have  supplied  the  results  with  the  correction  neces- 
sary to  reduce  them  to  a  vacuum. 


Table  IX. 


No.  of 
•eriet. 

Material 
employed. 

Eqniralent 
in  air. 

Equivalent 
in  vacuo. 

Mean. 

1. 

2. 

d. 

4. 

5. 

Water 

773  640 
773762 
776-303 
776-997 
774-880 

772692 
772814 
775352 
776-045 
773-930 

772-692 
\     774-083 

[     774-987 

Mercury 

Cast  iron    

Oast  iron   
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It  is  highly  probable  that  the  equivalent  from  cast  iron 
was  somewhat  increase^  by  the  abrasion  of  particles  of  the 
metal  during  friction,  which  could  not  occur  without  the 
absorption  of  a  certain  quantity  of  force  in  overcoming  the 
attraction  of  cohesion.  But  since  the  quantity  abraded  was 
not  considerable  enough  to  be  weighed  after  the  experiments 
were  completed,  the  error  from  this  source  cannot  be  of  much 
moment.  I  consider  that  772*692,  the  equivalent  derived 
from  the  friction  of  water,  is  the  most  correct,  both  on 
account  of  the  number  of  experiments  tried  and  the  great 
capacity  of  the  apparatus  for  heat.  And  since,  even  in  the 
friction  of  fluids,  it  was  impossible  entirely  to  avoid  vibration 
and  the  production  of  a  slight  sound,  it  is  probable  that  the 
above  number  is  slightly  in  excess.  I  will  therefore  conclude 
by  considering  it  as  demonstrated  by  the  experiments  con- 
tained in  this  paper, — 

1st.  That  the  quantity  of  heat  produced  by  the  friction  of 
bodies,  whether  solid  or  liquid,  is  always  proportional  to  the 
quantity  of  force  expended.    And, 

2nd.  That  the  quantity  of  heat  capable  of  increasing  the 
temperature  of  a  pound  of  water  (weighed  in  vacuo,  and  taken 
at  between  55°  and  60°)  by  I*'  Fahr,  requires  for  its  evolution 
the  expenditure  of  a  mechanical  force  represented  by  the  fall 
of  772  lb.  through  the  space  of  one  foot  *. 

Oak  Field,  near  Manchester, 
June  4th,  1849. 


*  A  third  proposition,  suppressed  in  accordance  with  the  wish  of  the 
Committee  to  whom  the  paper  was  referred,  stated  that  friction  consisted 
in  the  conversion  of  mechanical  power  into  heat 


A  REMARKABLE  APPEARANCE  OF  LIGHTNING.      829 

On  a  remarkable  Appearance  of  Lightning.  By  J.  P. 
JouLB,  F.R.S.*  [In  a  letter  to  the  Editors  of  the 
*  Philosophical  Magazine/] 

['  Philosophical  Magazine/  ser.  3.  vol.  xxxvii.  p.  127.] 

Oentlemen^ 

On  the  16th  inst.,  after  a  very  sultry  mornings  this 
town  was,  in  common  with  a  large  tract  of  country,  visited 
at  4  P.M.  hy  a  thunderstorm,  accompanied  with  heavy  raiu. 
In  the  evening  of  the  same  day,  about  9  o'clock,  we  had  an 
opportunity  of  witnessing  a  most  magnificent  display  of  elec- 
trical discharges,  which  continued  almost  uninterruptedly  for 
the  space  of  one  hour,  accompanied,  however,  by  only  a  few 
drops  of  rain.  I  had  never  before  seen  lightning  of  such  an 
extraordinary  character.  Each  discharge  appe^ared  to  emanate 
from  a  mass  of  clouds  in  the  S.W.,  and  travelled  six  to  ten 
miles  in  the  direction  of  the  spectator,  dividing  into  half  a 
dozen  or  more  sparks,  or  zigzag  streams  of  light — in  some 
instances  the  termination  of  each  of  these  streams  being,  as 
represented  in  the  adjoining  sketch,  again  subdivided  into  a 

Rg.  77  bis. 


number  of  smaller  sparks.  I  did  not  observe  any  of  the  dis- 
charges to  strike  the  ground ;  and  from  the  interval  of  time 
between  the  appearance  of  those  which  crossed  the  zenith  and 

*  See  also  a  paper  by  Mr.  P.  Clare  on  the  same  storm,  PhiL  Mag.  ser.  3. 
Tol.  xxxvii.  p.  329. 
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the  thunder,  I  estimate  their  general  elevation  above  the  sur- 
face of  the  earth  at  3^  miles  and  upwards. 

The  diverging  form  arose  no  doubt  from  the  extensive 
negative  surface  presented  by  the  clouds  overhead,  and  may 
be  imitated  on  a  small  scale  by  filling  a  glass  jar  with  water 
and  using  it  as  a  Leyden  phial.  If  such  a  jar  be  discharged 
by  bringing  one  ball  of  the  discharging-rod  towards  the  ex- 
terior glass  surface,  the  other  ball  being  in  connexion  with 
the  water,  the  spark  will,  in  restoring  the  electrical  equili- 
brium, be  seen  to  diverge  over  the  entire  glass  surface. 

Another  remarkable  feature  in  the  lightning  was  the  sen-- 
sible  time  occupied  in  travelling  towards  the  spectator.  The 
main  streams  of  light  were  always  formed  before  the  diverging 
sparks ;  and,  when  formed,  remained  steady  for  an  appreci- 
able time,  until  the  whole  disappeared  together.  My  brothers, 
Benjamin  and  John  Joule,  who  observed  the  lightning  two 
miles  westward  of  my  station,  formed  exactly  the  same  im- 
pression of  its  character;  and  in  addition  they  and  several 
other  parties  were  witnesses  of  a  phenomenon  which,  if  owing 
to  the  electrical  state  of  the  atmosphere,  was,  I  believe,  with- 
out a  recorded  precedent.  At  half-past  8  o^clock  a  bright 
red  light  appeared  among  the  clouds,  bearing  nearly  due 
south,  and  having  an  elevation  of  about  30^  above  the  horizon. 
It  appeared  as  if  the  sun  were  behind  a  cloud  illuminating  its 
edges,  and  throwing  a  brilliant  light  upon  the  neighbouring 
clouds.  It  lasted  for  about  five  minutes,  and  then  gradually 
disappeared. 

I  ought  to  mention  that,  during  the  above-described  phe- 
nomena, violent  thunderstorms  were  taking  place  in  different 
parts  of  the  county  and  in  Cheshire,  but  without  any  appa- 
rent connexion  with  them. 


Yours,  &c., 

James  P.  Joule. 


Acton  Square,  Salford,  Manchester. 
July  19, 1850. 
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On  some  Amalgams.    By  J.  P.  Joule,  F.B.S. 

[Rep.  Brit.  Assoc.  1850,  Sections,  p.  65.    Read  before  the  British 
Association  at  Edinburgh^  August  1850.] 

Thb  author  had  procured  an  amalgam  of  iron  by  precipitating 
it  on  mercury  by  the  electrotype  process.  He  had  subse- 
quently pursued  the  research  with  a  view  to  form  definite 
amalgams  by  a  simple  chemical  or  mechanical  process.  When 
mercury  was  made  negative  under  a  solution  of  sulphate  of 
copper,  an  amalgam  of  copper  was  formed,  which,  when  fully 
saturated  with  copper,  was  found  to  be  represented  by  the 
formula  Cu  +  Hg. 

The  author  also  exhibited  a  small  apparatus  whereby  amal- 
gams could  be  made  to  endure  a  pressure  of  60  tons  per 
square  inch  of  surface.  The  superfluous  mercury  was  thus 
expelled  through  the  openings  in  the  sides  of  the  press,  leaving 
an  amalgam  of  definite  chemical  composition.  In  this  way 
he  had  procured  the  following  compounds : — 

Pt+2Hg. 

Ag+2Hg. 

Cu  +  Hg. 

Fe  +  Hg. 
2Zn  +  Hg. 
2Pb+Hg. 
7Sn+Hg. 


On  the  Air-Engine.  By  James  Prescott  Joule, 
F.B.S.,  F.C.S.,  Corr.  Mem.  B.A.  Turin,  Sec.  lAt. 
and  Phil.  Soc.  Manchester^  &c.* 

[*  Philosophical  Transactions/  1852,  Part  I.  p.  65.    Read  June  19, 1851.] 

(Plate  III.) 

It  has  long  been  suspected  that  important  advantages  might 

be  derived  from  the  substitution  of  air  for  steam  as  a  prime 

mover  of  machinery.    It  has  been  alleged  that  the  air-engine 

*  The  experiments  were  made  at  Acton  Square,  Salford. 
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would  be  safer^  lighter^  and  more  economical  in  the  expendi- 
ture of  fuel  than  the  steam-engine.  Until  comparatively 
recent  times,  however,  experimental  science  was  hardly  in 
the  state  of  advancement  requisite  to  enable  the  physicist,  in 
his  investigation  of  this  important  subject,  to  arrive  at  con- 
clusions sufficiently  certain  to  give  confidence  to  the  practical 
machinist.  Professor  Thomson,  Mr.  Rankine,  and  M.  Clau- 
sius  have  of  late,  however,  published  papers  of  great  value  on 
the  mechanical  action  of  gases,  and  particularly  of  steam, 
founded  on  tolerably  correct  experimental  data.  I  hope 
that  the  following  remarks  founded  on  the  same  general 
principles,  but  applied  to  a  particular  kind  of  air-engine,  may 
be  interesting  to  the  Royal  Society. 

The  air-engine,  the  performance  of  which  I  propose  to 
discuss,  consists  of  two  parts,  in  one  of  which  the  air  is  com- 
pressed into  a  receiver,  where  its  elasticity  is  increased  by  the 
application  of  heat,  and  in  the  other  it  is  allowed  to  escape 
again  from  the  receiver  into  the  atmosphere.  By  the  former 
work  is  absorbed,  by  the  latter  it  is  evolved  in  a  larger  quan- 
tity, the  excess  constituting  the  work  evolved  by  the  engine 
on  the  whole.  The  simple  question,  therefore,  is  to  determine 
the  quantity  of  work  so  evolved,  together  with  the  heat 
applied  to  increase  the  elasticity  of  the  air  in  the  receiver. 

In  Plate  III.  fig.  78,  let  A  be  the  pump  by  which  air  is 
forced  into  the  receiver  C,  where  heat  may  be  communicated 
to  it  from  an  external  source,  and  B  the  cylinder  by  which 
the  same  quantity  is  allowed  to  escape  again  into  the  atmo- 
sphere. Moreover,  let  the  material  of  which  the  apparatus 
is  made,  with  the  exception  of  that  part  through  which  heat 
may  be  communicated  to  the  air  in  C,  be  impervious  to  and 
destitute  of  capacity  for  heat.  Such  a  machine  may  be  con- 
ceived to  work  in  the  following  manner. 

The  cylinder  of  the  pump  A  being  filled  with  air  of  the 
atmospheric  temperature  and  pressure,  the  piston  com- 
presses the  air  until,  at  a  point  n,  its  pressure  is  rendered 
equal  to  that  of  the  air  in  the  receiver  C,  which  has  been 
previously  filled  with  air  of  an  elevated  temperature  and 
pressure.     The  work  absorbed  by  this  action  will  be  that 
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communicated  to  the  air  in  the  cylinder,  minus  the  work  due  to 
the  atmospheric  pressure  through  m  n.  The  moment  the  piston 
has  passed  the  point  n  the  valve  will  open,  admitting  the  air 
into  the  receiver  C ;  and  as  this  receiver  may  be  conceived  to 
be  of  indefinite  magnitude,  the  alteration  of  pressure  in  it, 
consequent  upon  the  introduction  of  fresh  air,  may  be  ne- 
glected. Heat  is  then  communicated  to  the  air  in  the 
receiver,  in  order  to  restore  its  temperature  to  the  intensity 
which  existed  before  the  admission  of  air  at  a  lower  tempera- 
ture. The  air  is  then  allowed  to  escape  from  the  receiver 
into  the  base  of  the  cylinder  B,  evolving  work  until,  on  the 
arrival  of  the  piston  at  n',  the  same  quantity  has  been  removed 
from  the  receiver  as  was  forced  into  it  by  the  pump.  The 
further  supply  of  air  from  the  receiver  is  then  cut  oflF,  and 
that  which  has  entered  the  cylinder  expands,  evolving  work 
until,  on  the  arrival  of  the  piston  at  m',  its  pressure  is  reduced 
to  that  of  the  atmosphere.  By  opening  valves  at  the  bases 
of  A  and  B,  the  pistons  are  then  brought  to  their  first 
positions. 

The  problem  which  must  be  solved  in  order  to  estimate  the 
power  and  consumption  of  ftiel  in  an  engine  similar  to  that 
just  described  is  as  follows : — To  determine  the  pressure  and 
temperature  for  any  point  of  the  stroke  of  a  piston  which 
compresses  a  given  volume  of  air,  and  the  quantity  of  work 
absorbed  in  forcing  the  piston  to  that  point.  For  the  tem- 
perature and  pressure  Foisson  has  furnished  the  following 
formulse — 


and 


T.    VV7 


where  T,  F,  and  V  are  the  temperature  from  absolute  zero 
(estimated  at  491°  Fahr.  below  the  freezing-point  of  water), 
pressure,  and  volume  of  the  air  before  compression ;  T',  P, 
and  V  the  temperature  from  absolute  zero,  pressure,  and 
volume  of  air  after  compression ;  and  k  is  the  ratio  of  the 
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specific  heat  of  air  at  constant  pressure  to  that  at  constant 
volume.  Professor  W.  Thomson  has  deduced^  as  a  conse- 
quence of  the  above,  the  following  formula  for  the  work 
absorbed. 


"''^MiW-'}"- 


From  the  foregoing  formulae  I  have  calculated  the  work 
absorbed  by  compressing  air  in  a  cylinder  1  foot  long  and  of 
the  capacity  of  12  cubic  inches,  the  absolute  temperature  of 
the  air,  and  its  pressure  at  each  tenth  of  an  inch  of  the  piston's 

•  The  alwve  formula  was  kindly  communicated  to  the  author  by  Pro- 
fessor Thomson^in  a  letter  dated  January  16, 1851 ,  from  which  the  following 
is  an  extract : — ''It  is  required  to  find  the  work  necessary  to  compress  a 
given  mass  of  air  to  a  given  fraction  of  its  volume,  when  no  heat  is  permitted 
to  leave  the  air.  Let  P,  V,  T  be  the  primitive  pressure,  volume,  and  tempe- 
rature, respectiyely ;  let  jp,  v,  and  t  be  the  pressure,  volume,  and  temperature 
at  any  instant  during  the  compression ;  and  let  F,  V,  and  T  be  what  they 
become  when  the  compression  is  concluded.  Then  if  k  denote  the  ratio 
of  the  specific  heat  of  air  at  constant  pressure  to  the  specific  heat  of  air  kept 
in  a  space  of  constant  volume,  and  if,  as  appears  to  be  nearly,  if  not  rigor- 
ously true,  k  be  constant  for  varying  temperatures  and  pressures,  we  shall 
have  by  the  investigation  in  Miller's  '  Hydrostatics '  (edit  1836,  p.  22) — 

1+E< 


-m 


l+ET 
But 

PV"1+ET 
therefore 


i«'=PV(^)'"'- 


Now  the  work  done  in  compressing  the  mass  from  volume  v  to  Tolume 
v-dv  will  be  pdv,  or,  by  what  precedes, 

PV.V*-!^. 

Hence  by  the  integral  calculus  we  readily  find,  for  the  work,  W,  neces- 
sary to  compress  from  V  to  Y' 


^-"^■j^Kir-'i-- 
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progress.  The  following  data  were  employed  in  the  compu- 
tation : — Weight  of  100  cubic  inches  of  atmospheric  air  of 
15  lb.  pressure  on  the  square  inch,  and  491°  Fahr.  from  the 
absolute  zero,  33*2237  grs. ;  specific  heat  of  air  at  constant 
volume,  0*19742.  Ratio  of  the  specific  heat  of  air  at  constant 
pressure  to  that  at  constant  volume,  as  determined  from  the 
experiments  of  Delaroche  and  Berard,  and  the  mechanical 
equivalent  of  heat,  1*8519325*.  The  results  are  shown  in 
Table  I. 

I  now  proceed  to  give  some  estimates  of  the  performance  of 
an  air-engine  similar  in  principle  to  that  already  described, 
worked  at  various  pressures  and  temperatures,  those  of  the 
atmospheric  air  being  15  lb.  on  the  square  inch,  and  82°  Fahr. 
or  491°  Fahr.  from  the  absolute  zero.  In  order  to  render  the 
results  easily  available  in  calculating  the  duty  of  engines  of 
greater  size,  I  shall  assume  that  the  condensing-pump  is 
12  inches  long  and  has  a  sectional  area  equal  to  1  square  inch, 
and  that  the  cylinder,  also  of  1  inch  section,  has  a  length 
which  may  be  made  to  vary  according  to  the  pressure  and 
temperature  employed. 

I  take  as  the  first  example  a  case  in  which  the  receiver  C 
contains  air  of  the  atmospheric  density,  and  of  which  the 
absolute  temperature  is  849°-464  Fahr.  or  390°-464  of 
the  scale  of  Fahrenheit's  thermometer.  The  pressure  in 
the  receiver  will  then  be  25*95104  lb.  on  the  square 
inch,  as  given  in  the  third  column  of  Table  II.  The 
air  in  the  pump  A  will  be  brought  to  the  same  pressure 
and  to  the  absolute  temperature  566^*3094  after  the 
piston  has  traversed  4  inches.  The  work  absorbed  by  the 
air  will  be  6*537154  foot-pounds,  from  which,  by  sub- 
tracting 5  foot-pounds,  the  work  communicated  by  the 
pressure  of  the  atmosphere  following  the  piston,  we  obtain 
1-537154  foot-pounds  as  the  work  of  the  engine  absorbed  by 
the  first  part  of  the  stroke.  This  result  is  consigned  to 
column  6.      Immediately  after  the  piston  has  passed  the 

•  The  experiments  of  Deaonnes  and  Clement  give  1-354 ;  those  of  Gay- 
Lussacand  Welter  1-376;  and  those  described  under  the  article  "Hygro- 
metry  "  (Enc  Brit.)  1-333.    See  Art.  "  Sound,"  Enc.  Brit,  7th  edit. 
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fourth  inch  of  the  pump,  the  valve  will  be  opened  admitting 

the  compressed  air  into  the  receiver  C.     The  work  of  the 

engine  absorbed  hj  the  remaining  8  inches  of  the  piston's 

g 
stroke  will  be  j^  (25-95104 -15)  =  7-300693  foot-pounds,  as 

given  in  the  seventh  column.  The  air  thus  forced  into  the 
receiver  at  the  absolute  temperature  566°-3094  Fahr.  must 
then  be  raised  to  849^*464  Fahr.,  the  constant  absolute  tem- 
perature of  the  receiver.  The  heat  necessary  for  this  purpose, 
being  that  due  to  the  capacity  for  heat  of  air  at  constant 
pressure,  will  be  that  which  is  able  to  raise  the  temperature 
of  1  lb.  of  water  0''-04304312  Fahr.,  as  given  in  column  15. 
On  leaving  the  receiver,  the  air  enters  the  cylinder  of  expan- 
sion B,  and  having  propelled  the  piston  through  12  inches, 
the  same  quantity  of  air  will  have  passed  out  of  the  receiver 
as  was  pumped  into  it  by  A.  The  further  supply  of  air  is 
then  cut  o£P,  and  the  air,  after  expanding  through  the  remain- 
ing 6  inches  of  the  cylinder  (which  in  this  case  must  be  18 
inches  long),  will  be  reduced  to  the  pressure  of  15  lb.  on  the 

square  inch,  and  the  absolute  temperature^  (491^=736°-5. 

The  work  evolved  by  the  piston  will  also  be  to  that  absorbed 
in  the  condensing-pump  as  the  volume  of  the  cylinder  B  is 

Q 

to  that  of  the  pump  A ;  from  which  we  find  ^  (7*300693)  =s 

10-95104  foot-pounds,  and  |   (1537154)  =2305731  foot- 

pounds,  the  work  evolved  by  the  first  and  second  parts  of  the 
piston's  stroke,  as  given  in  columns  11  and  12.  The  work 
evolved  by  the  engine  on  the  whole,  being  the  difierence 
between  the  work  evolved  by  B  and  the  work  absorbed  by  A, 
will  be  equal  to  one  third  of  the  former,  or  one  half  of  the 
latter,  or  4*418924  foot-pounds,  as  given  in  column  14, 
Dividing  this  by  0*'*04304312,  we  obtain  102*66276  foot- 
potmds  as  the  work  evolved  by  the  engine  out  of  each  1®  Fahr. 
per  lb.  of  water  communicated  to  the  receiver.  This  result, 
which  is  consigned  to  the  sixteenth  column,  informs  us  of 
the  economical  value  of  the  engine,  which  is  of  course  great 
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in  proportion  to  its  approach  to  772  foot-pounds^  the  theo- 
retical maximum.  The  seventeenth  column  contains  the 
theoretical  duty  according  to  Professor  Thomson^s  law,  viz. 
that  the  range  of  temperature  divided  hj  the  maximum 
absolute  temperature  is  equal  to  the  fraction  of  heat  converted 
into  force  by  any  perfect  engme  ^. 

It  will  be  observed  that  the  numbers  in  column  16,  repre- 
senting the  work  evolved  out  of  each  imit  of  heat,  increase 
with  the  temperature  and  pressure  of  the  air  in  the  receiver. 
In  every  example  given,  with  the  exception  of  the  first, 
the  economical  value  of  the  air-engine  is  greater  than  that 
of  the  steam-engine  calculated  by  Mr.  Bankine  in  his 
paper  on  the  Mechanical  Action  of  Heat  t-  In  considering 
the  relative  merits  of  the  engines,  we  must  not,  however, 
lose  sight  of  a  most  important  fact  discovered  by  Rankine 
and  Clausius,  viz.  that  a  portion  of  the  heat  employed  to 
evaporate  water  in  the  boiler  is  afterwards  evolved  in  the 
form  of  work,  in  consequence  of  the  liquefaction,  in  the 
cylinder,  of  a  portion  of  the  expanding  vapour.  This  fact 
would  induce  the  hope  that  a  great  portion  of  the  latent 
heat  of  evaporation,  which  is  at  present  almost  entirely 
lost,  might,  by  an  increase  of  temperature  and  by  extending 
the  principle  of  expansion,  be  converted  into  mechanical 
effect. 

If,  as  would  appear  from  the  experiments  of  De  la  Rive 
and  Marcet>  Haycraft  and  Dulong,  the  capacity  for  heat  of  a 
given  volume  ia  the  same  in  aU  gases  taken  at  the  same  pres- 
sure and  temperature,  the  results  of  the  Tables  will  be  equally 
true  whatever  elastic  fluid  may  be  employed. 

It  now  only  remains  to  offer  a  few  observations,  with  a 
view  to  facilitate  the  labours  of  those  who  may  be  desirous 
of  constructing  a  good  practical  air-engine. 

*  See  Profeesor  Thomson's  ''Investigation  of  the  Duty  of  a  perfect 
Thermo-DTnamic  Engine/'  at  the  end  of  this  paper. 

t  Transactions  of  the  Boyal  Society  of  Edinhorgh,  voL  zx.  part  1. 
Professor  Thomson,  in  a  paper  ''On  the  Dynamical  Theory  of  Heat/' 
recently  read  before  the  Royal  Society^  Edinhuigh,  gives  200  foot-pounds 
as  the  duly  of  an  absolutely  perfect  steam-engine,  with  a  range  of  tem- 
perstore  between  QGP  and  140°  Centigrade. 
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Table  I. 


DiBtanoe 

Workab- 

■orbed,  in 

foot-pounds. 

Temperature 

Pressure 

Distance 

Work  ab- 

Temperature 

Presaore 

trayeraed 

on  the 

traversed 

sorbed,  in 
foot-pounds. 

from  abso- 

on the 

S^&^cS: 

lute  aero,  in 
degrees  Fahr. 

piston,  in 
lbs. 

by  piston, 
in  inobes. 

lute  aero,  in 
degrees  Fahr. 

piston,  in 
lbs. 

0 

0 

491 

15 

6-0 

11-77479 

626-6480 

38  28S0S 

01 

01267008 

4924481 

1517066 

61 

1209828 

630-3747 

3916857, 

0^2 

0-2528426 

4939128 

15-34473 

6-2 

1242768 

6341694 

4008375 

03 

0-3814514 

495  3944 

1662230 

6-3 

1276566 

638-0630 

41-03738 

04 

0  5113882 

496  8913 

1570343 

6-4 

13-11172 

6420498 

42-03120 

05 

0-6432696 

498-4106 

15-88841 

65 

13-46626 

6461341 

43-06763 
441493e| 

0-6 

07763749 

499-9440 

16O7709 

6-6 

1382962 

6503201 

07 

0  9111464 

501-4966 

1626974 

67 

1420221 

654-6124 

45-27986; 
46-46043: 

0-8 

1-047533 

503  0678 

16-46643 

6-8 

14-58441 

6590156 

0-9 

1185586 

504  6582 

16-66731 

69 

14-97668 

663  5345 

47*696^ 

10 

1325341 

506-2682 

16-87248 

7<> 

15-37948 

6681749 

48-99042 

11 

1-466805 

507  8979 

17-08209 

71 

15-79334 

6729426 

5034692 

12 

1610032 

5095479 

17  29627 

72 

16-21879 

677-8438 

5177015: 

13 

1-755090 

611-2190 

17-51516 

73 

1665633 

682-8845 

53-26481' 

14 

1-901962 

512-9110 

17-73892 

7-4 

1710672 

6880730 

54  836*4 

15 

2K)50727 

5146248 

17-96770 

75 

17-57047 

6934156 

56-49008 

1-6 

2-201444 

516-3611 

1820167 

7-6 

18-04842 

6989216 

58-23268 

17 

2-354089 

5181196 

18-44097 

77 

18-54128 

704-5995 

6007098 

1-8 

2  508791 

5199018 

18-68582 

7-8 

1904988 

710-4685 

62012<^ 

19 

2665542 

5217076 

18-93638 

7-9 

19-57510 

716-6093 

6406629 

20 

2K24402 

523  5377 

19-19283 

80 

2011797 

7227632 

66-2410? 

21 

2-985424 

525  3927 

19-45538 

8-1 

20-67947 

729-2318 

68^4755 

22 

3-148667 

5272733 

19  72426 

8-2 

2126078 

736-9287 

7O-99;50 

23 

3314184 

5291801 

19  99966 

8-3 

2186317 

742-8683 

73-6039S 

2-4 

3-481993 

5311133 

20-28182 

8-4 

2248795 

7500659 

76-38145 

26 

3652224 

5330744 

2057099 
20-86740 

8-5 

2313667 

757-6398 

79^34657 

26 

3824870 

535  0633 

8-6 

23-81096 

766-3072 

8251785 

27 

4000022 

537  0811 

2117132 

8-7 

2451263 

7733907 

85-91642 

2-8 

4177719 

5391282 

21-48302 

88 

25-24353 

781-8109 

89-5659» 

29 

4  358080 

541-2060 

21-80279 

8-9 

26-00607 

790-5954 

93-49MS 

30 

4  541123 

5433147 

22-13095 

90 

26-80260 

799-7716 

97-73172 

3  1 

4-726»45 

545  4554 

22-46778 

9-1 

27-63584 

809-3707 

102^153 

3-2 

4  915606 

547-6288 

22-81364 

92 

28-50889 

819-4284 

107-28G2 

33 

5107206 

549  8361 

2316887 

9-3 

29-42512 

829-9836 

112^6929 

34 

5  301779 

5520776 

2353383 

9-4 

30  38842 

841-0810 

118-5990 

3-5 

5-499456 

554  3549 

23-90892 

9-5 

3140316 

8527710 

1250499 

3-6 

5-700287 

556-6685 

24-29452 

96 

3247432 

8651110 

1321452 

37 

5-904370 

559-0196 

24  69107 

9-7 

33-60755 

878-1660 

139-9716 

3-8 

6111816 

5614094 

2509902 

98 

34-80946 

8920122 

U8-6412 

39 

6322706 

563-8389 

2651884 

9-9 

3608755 

906-7362 

158-2897 

4-0 

6537154 

566-3094 

25-96104 

100  . 

37-45073 

922-4402 

1690827 

41 

6755242 

568-8218 

2639613 

101 

38  90927 

939-2430 

1812839 

42 

6-977122 

5713779 

26  85467 

102 

40-47547 

957-2860 

194-966S 

43 

7-202863 

573-9785 

27  32725 

103 

42-16396 

976-7377 

81O-C90V 

4-4 

7-432590 

576-6250 

27-81448 

104 

4399234 

9978010 

888-6204 

4-5 

7-666465 

579-3193 

2831703 

106 

45-98215 

1020-724 

249^649 

46 

7-904577 

5820624 

2883559 

10^ 

4815980 

1045  811 

ijz^sn 

47 

8-147090 

584  8562 

29-37090 

10-7 

50*55854 

1073*445 

302-7106 

4-8 

8-394129 

5877021 

29  92373 

10-8 

63  22073 

1104-114 

337^9058 

4-9 

8-645876 

590  6023 

3049494 

10-9 

56-20106 

1138^8 

379-4182 

6-0 

8  902414 

5935577 

31-08536 

no 

69-57200 

I177^W2 

431-5900 

51 

9164006 

5965713 

31-69598 

111 

6343234 

1221*754 

497-6597 

52 

9-430732 

599-6440 

32  82776 

11-2 

67-92089 

1273463 

5835CS3 

5-3 

9  702832 

602-7787 

32  98178 

11-3 

73  23965 

1334  736 

6990I8B 

64 

9980470 

606  9771 

33-65917 

114 

7969880 

1409147 

860-98S4 

5-5 

1026387 

6092420 

34-36112 

US 

87-80466 

1602-628 

1101-650 

6-6 

10-55323 

612-5764 

35-08897 

116 

98-46010 

1626  281 

1489^569 

67 

10  84876 

615-9800 

36  84405 

117 

113-4919 

1798  460 

2197^99 

68 

U-16067 

619-4681 

36  62784 

11-8 

137  4363 

2074-295 

3802-170 

6-9 

11-46928 

6230133 

37-44196 

119 

1871806 

2647359 

9705-187 
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It  may  be  remarked  in  the  first  place  that  the  receiver  C 
need  not  be  of  much  greater  capacity  than  tlie  cylinder  B  ; 
for  in  the  reciprocating  engine  the  air  could  be  introduced 
from  the  pump  A  at  the  same  time  that  an  equal  amount 
would  be  expelled  into  the  cylinder  B.  It  would  therefore 
be  only  requisite  to  pass  the  air  through  tubes  heated  by  a 
proper  furnace^  as  in  Neilson's  hot  blasts  the  tubes  themselyes 
constituting  the  receiver  C.  For  a  temperature  under  the 
red  heat,  these  tubes  might  be  constructed  of  wrought  or  cast 
iron.  They  might  be  either  straight^j  like  the  tubes  of  a  loco- 
motive boiler,  or  arranged  in  the  form  of  a  coil,  as  repre- 
sented by  fig.  79,  in  which  a  is  the  pipe  which  conveys 
the  air  from  the  pump,  c  c  c  &c.  is  the  coU  of  wrought 
or  cast-iron  tubing,  and  b  is  the  pipe  which  conveys  the 
heated  air  to  the  cylinder.  The  coil  is  surrounded  by  a  mas- 
sive arch  of  brickwork,  which  serves  at  once  to  support  the 
pipes  and  to  prevent  waste  of  heat.  To  prevent  the  tempera- 
ture exceeding  the  proper  limits,  the  pipe  b  might,  as  it  ex- 
pands by  the  heat  of  the  inclosed  air,  move  a  piece  of  me- 
chanism in  connexion  with  the  damper  of  the  flue.  I  may 
remark  that,  on  the  scale  adopted,  fig.  79  represents  the  size 
of  receiver  which  would  be  required  for  an  engine  the  cylinder 
of  which  is  3  feet  in  diameter. 

I  would  here  venture  to  suggest  whether  the  combustion 
of  the  fuel  could  not,  by  suitable  mechanical  arrangements, 
be  carried  on  within  the  receiver  C ;  if  this  could  be  accom- 
plished, the  heat,  which  in  the  form  of  receiver  already  de- 
scribed is  lost  up  the  chimney,  would  be  economized,  and  a 
great  saving  of  weight  and  space  would  be  eflected.  An 
engine  furnished  with  a  receiver  of  this  kind  would  be 
strikingly  analogous  to  the  electro-magnetic  engine,  and  pre- 
sent a  beautiful  illustration  of  the  evolution  of  mechanical 
eflFect  from  chemical  forces. 

In  both  of  the  above  forms  of  receiver  it  would  be  desirable, 
as  already  hinted,  that  the  introduction  of  the  air  into  the 
receiver  should  be  simultaneous  with  the  expulsion  of  the 
same  quantity  into  the  cylinder.  This  is  necessary  in  order 
both  to  keep  the  pressure  in  the  receiver  uniform  and  to  pro- 
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mote  the  smooth  action  of  the  engine.  For  this  purpose  the 
piston-rods  of  the  pump  and  cylinder,  a  and  b  (fig.  80), 
must  be  attached  to  cranks  on  diflFerent  parts  of  the  circum- 
ference of  the  revolving  shaft  c  c,  so  contrived  that  the  piston 
shall  arrive  at  the  top  or  bottom  of  the  cylinder  the  moment 
that  the  pump-valve  opens,  admitting  a  fresh  supply  of  air  into 
the  receiver.  The  cylinder  should  of  course  be  provided  with 
proper  expansion-gear  to  cut  oflF  the  air  at  the  required  part 
of  the  stroke,  which  must  be  a  constant  quantity  for  each 
engine.  The  valves  of  the  pump  would  of  course  be  self- 
acting. 

In  an  engine  similar  to  that  described,  it  will  be  obvious 
that  if  the  temperature  of  the  receiver  be  kept  constant,  the 
pressure  of  air  in  it  will  also  remain  constant.  For.  whilst 
the  same  quantity  of  air  is  always  introduced  into  the  receiver 
by  each  stroke  of  the  pump,  the  quantity  expelled  out  of  it 
would  increase  with  an  augmentation  and  decrease  with  a 
diminution  of  pressure. 

In  conclusion,  I  would  recommend  the  examples  No.  3 
and  No.  5  of  Table  11.  to  the  attention  of  those  who  may  be 
willing  to  construct  an  air-engine.  In  both  of  these  cases 
the  capacity  of  the  pump  is  two  thirds  of  that  of  the  cylinder. 
In  the  cylinder  of  No.  8  the  air  is  to  be  cut  off  at  one  third 
of  the  stroke ;  and  in  that  of  No.  5  at  one  sixth  of  the  stroke. 
The  temperature  of  the  air  in  the  receiver  (supposing  that 
of  the  atmosphere  to  be  32^  Fahr.)  is  625°- 145  Fahr.  in 
No.  3,  and  924°'66  Fahr.  in  No.  5.  The  consumption  of 
fuel  in  No.  3  need  not  exceed  one  half,  nor  that  in  No.  5 
one  third  of  that  in  the  most  perfect  steam-engines  at  pre- 
sent constructed. 

Acton  Square,  Salford,  Manchester, 
May  6, 1861. 
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Note  to  the  foregoing  Paper^  with  a  New  Experi- 
mental  Determination  of  the  Specific  Heat  of 
Atmospheric  Air.  * 

[Beceived  March  28, 1852.] 

Since  the  above  was  written.  Professor  W.  H.  Miller  has 
directed  my  attention  to  the  probable  incorrectness  of  the 
value  of  hy  as  deduced  from  the  experiments  of  Delaroche 
and  Berard  on  the  specific  heat  of  air  and  my  own  determi- 
nation of  the  mechanical  equivalent  of  heat,  in  comparison 
with  the  value  deduced  from  the  numerous  and  excellent  ex- 
periments on  the  velocity  of  sound.  Mr.  Bankine  considers 
that  the  discrepancy  between  the  two  values  arises  from  the 
incorrectness  of  Delaroche  and  Berard's  result,  an  opinion 
which  would  seem  to  be  justified  by  the  entire  want  of  accor- 
dance between  the  determination  of  these  philosophers  and 
those  of  Suermann,  and  Clement  and  Desormes.  I  have 
therefore  been  induced  to  make  the  following  careful  experi- 
ments in  order  to  obtain  a  fresh  and,  if  possible,  more  correct 
value  of  the  specific  heat  of  air  at  constant  pressure. 

The  apparatus  I  employed  is  represented  by  fig.  81,  in 
which  a  and  b  are  two  vessels,  each  of  which  contains  a 
coil  of  leaden  piping  eight  yards  long  and  one  quarter  of  an 
inch  in  internal  diameter.  The  coil  of  the  upper  vessel 
passes  three  eighths  of  an  inch  through  the  bottom,  to  which 
it  is  soldered  at  c,  and  is  thence  connected  with  the  coil  of 
the  lower  vessel  by  a  piece  of  vulcanized  india-rubber  tubing. 
This  part  of  the  apparatus  will  be  better  understood  by  a 
reference  to  fig.  82,  in  which  a  section  of  it  is  represented— a 
being  the  upper,  b  the  lower  vessel,  and  w  the  surface  of  the 
water  in  the  latter,  a?  a?  is  a  pair  of  wooden  pincers  by 
means  of  which  the  indisr-rubber  tube  could  be  compressed 
so  as  to  prevent,  when  desired,  any  communication  between 
the  air  in  the  two  coils  of  piping.  Referring  again  to  fig.  81, 
^  is  a  gas-lamp  to  maintain  the  water  in  the  upper  vessel  at 
a  constant  high  temperature,  and  ^  is  a  tall  jar  filled  with 
*  The  experimenta  were  made  at  Acton  Square,  SalfonL 
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coarsely  ponnded  chloride  of  calcium^  in  passing  through 
which  the  air  was  entirely  deprived  of  aqueous  vapour;  a 
length  of  vulcanized  india-rubber  tubing,  p,  connects  the  coil 
of  the  lower  vessel  with  a  good  air-pump,  each  barrel  of  which 
was  found  to  have  a  capacity  of  12*77  cubic  inches.  The 
temperature  of  the  pump  could  be  ascertained  by  means  of  a 
small  thermometer,  the  bulb  of  which  was  kept  in  contact 
with  one  of  the  barrels. 

The  method  of  experimenting  was  as  follows : — ^The  lower 
vessel  being  filled  with  cold  water,  and  the  upper  with  water 
raised  to  about  190°,  their  exact  temperatures  were  read  ofE, 
with  the  usual  precautions,  from  the  scales  of  delicate  and 
accurate  thermometers.  The  pump  was  then  worked  at  a 
uniform  velocity  for  twenty-six  minutes,  the  water  in  the 
lower  vessel  being  agitated  from  time  to  time  by  a  stirrer. 
The  examination  of  the  barometer  and  thermometers  a  second 
time  occupied  four  minutes  more ;  so  that  the  whole  time 
occupied  by  each  experiment  was  exactly  half  an  hour.  The 
pincers  were  now  applied  so  as  to  cut  off  all  communication 
between  the  idr  in  the  two  coils,  and  the  effect  of  the  various 
causes  of  a  change  of  temperature  in  the  lower  vessel,  un- 
connected with  the  current  of  heated  air,  was  observed 
during  another  half-hour.  Experiments  of  both  the  above 
kinds  were  repeated  several  times  with  the  results  tabulated 
below. 

I  may  remark  in  this  place  that  I  have  ascertained,  by 
preliminary  experiments,  that  the  air  passed  from  the  coils 
of  the  vessels  sensibly  at  the  temperatures  registered  by  the 
thermometers  plunged  into  the  surrounding  water. 

It  will  be  observed  that  the  excess  of  the  temperature  of 
the  room  above  the  mean  temperature  of  the  water  in  the 
lower  vessel  was,  in  the  experiments  with  heated  air  2°-42, 
but  in  the  experiments  on  the  effect  of  radiation  2°'459.  A 
comparison  of  the  several  experiments  with  one  another 
furnished  the  means  of  determining  the  amount  of  the  small 
correction  due  to  this  circumstance.  Hence  0°*925 +0°*002 
— 0°'448=0°'479  will  be  the  .corrected  mean  increase  of 
temperature  due  to  the  current  of  heated  air.    The  material 
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in  which  this  increase  took  place  consisted  of  175500  grs.  of 
water,  15635  grs.  of  copper,  and  53370  grs.  of  lead,  the 
whole  having  a  capacity  for  heat  equivalent  to  that  of  178535 
grs.  of  water.  The  volume  of  air  passed  through  the  pump 
was  12-77  X  26x24=7968-48  cubic  inches,  which,  at  the 
observed  barometric  pressure  and  the  temperature  50^*6, 
would  weigh  2537-94  grs.  We  have  therefore  for  the  specific 
heat  of  atmospheric  air  at  constant  pressure, 
178535x0-479 
2537-94  X  146-45  ""^'^^"^• 

In  Series  II.,  l°-162+0°-006-0°-344  =0^-824  will  be 
the  corrected  mean  increase  of  temperature  due  to  the 
current  of  heated  air.  The  material  in  which  this  increase 
took  place  consisted  of  175000  grs.  of  water,  15635  grs.  of 
copper,  and  53370  grs.  of  lead,  the  whole  having  a  capacity 
for  heat  equivalent  to  that  of  178035  grs.  of  water.  The 
volume  of  air  passed  through  the  pump  was  12*77  x  26  x  40 
=  13280-8  cubic  inches,  which,  at  the  observed  barometric 
pressure  and  the  temperature  54°- 32,  would  weigh  4252-7 
grs.  Hence  we  have  for  the  specific  heat, 
178035x0-824  _ 
4252-7  X 152136""^'^^'^^- 

By  another  series  of  experiments,  in  which  the  air-pump 
was  worked  at  the  velocity  of  twenty  strokes  per  minute  for 
twenty  minutes,  I  obtained  the  value  0*2325.  The  mean  of 
the  three  results  is  0*22977,  or  nearly  0-23,  which  we  may 
take  as  the  specific  heat  of  air  at  constant  pressure  determined 
by  the  above  experiments. 

Professor  W.  H.  Miller  has  remarked  that  Moll's  ex- 
periments, when  correctly  reduced,  give  a  velocity  of  sound 
equal  to  332*475  metres  per  second  in  dry  air  at  32°.  Hence 
he  deduces  1-41029  as  the  value  of  k.  Calling  it  in  round 
numbers  1-41,  and  the  mechanical  equivalent  of  heat  772,  we 
obtain  0*238944  as  the  value  of  the  specific  heat  of  air  at 
constant  pressure — a  result  sufficiently  near  the  experimental 
determination  to  show  that  the  value  of  k,  as  deduced  by 
Professor  Miller,  is  much  nearer  the  truth  than  that  upon 
which  Tables  I.  &  II.  of  the  foregoing  paper  are  founded. 
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The  values  of  k,  as  determined  by  the  experiments  of 
Desormes  and  Clement^  Gay-Lussac  and  Welter^  and  Mr. 
Meikle^  referred  to  in  the  note  to  page  335,  are  respectively 
only  1*354, 1*375,  and  1*333.  In  these  experiments,  a  small 
portion  of  air  having  been  drawn  from  a  large  receiver,  the 
equilibrium  was  re-established  by  opening  for  an  instant  a 
large  aperture  communicating  with  the  external  air,  and 
then,  after  the  receiver  and  its  contents  had  regained  their 
original  temperature,  the  alteration  of  pressure,  indicating 
the  sudden  rise  of  temperature  which  had  taken  place  on  the 
admission  of  the  air,  was  noted.  But  it  is  obvious  that  the 
sudden  admission  of  the  air  would  cause  the  development  of 
sound,  and  that,  a  portion  of  the  vis  viva  escaping  in  this 
form,  the  increase  of  temperature  and  the  deduced  ratio  of 
the  specific  heats  would  be  diminished  accordingly. 

I  subjoin  Tables,  similar  to  Tables  I.  and  II.,  calcu- 
lated from  the  data  ^=1*41,  and  the  specific  heat  of 
air  at  constant  volume  =:  0*169464,  or  at  constant  pressure 
=0*238944. 

In  Table  IV.,  the  examples  9, 10,  and  11  may  be  suggested 
to  the  notice  of  the  practical  engineer,  the  temperature  of 
the  receiver  being  in  all  those  cases  below  that  of  redness.  I 
may  remind  the  reader  that  the  table  is  founded  on  the  sup- 
position that  the  air  which  enters  the  pump  has  491°  of 
temperature  from  the  absolute  zero,  and  that  its  pressure  is 
15  lb.  on  the  square  inch.  If  this  initial  temperature  be 
altered,  the  whole  of  the  other  temperatures  in  the  table 
must  be  altered  in  the  same  proportion,  but  the  pressure, 
work,  and  economical  duty  will  remain  unchanged.  If  the 
initial  pressure  be  altered,  all  the  other  pressures  and  work 
will  suffer  a  proportionate  change,  but  the  temperatures  and 
economical  duty  will  remain  the  same.  The  above  are 
obvious  deductions  from  the  formulae  on  which  the  Tables  are 
founded. 

Acton  Square,  Salfoid, 
March  20, 1852. 
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Distanoe 

Work  ab- 

TemperatUTf 

Preesure 

Distanoe 

Work  ab- 
sorbed, in 
foot-pounds. 

Temperature      Pressore 

tesrened 

sorb^  in 
foot-pounds. 

on  the 

traversed 

from  abso- 

on the 

in  inchei. 

lute  sero,  in 
defjrees  Fahr 

^n.i. 

by  piston, 
in  inches. 

lute  sero,  in 
degrees  Fahr 

piston,™ 

0 

0 

491 

15 

60 

12025096 

652-3847 

39-86055 

01 

01257463 

492-6876 

1517803 

61 

1236122 

656-8958 

40-81647 

0^ 

0-2529680 

494-3950 

15-35970 

6-2 

12-70547 

661-5159 

41-81223 

03 

03817395 

4961232 

15-54513 

63 

1305820 

666-2498 

42-85023 

04 

0-5120683 

4978723 

1573438 

64 

13-41977 

671-1023 

43-93309 

0-5 

0-6439993 

499-6429 

1592769 

6-5 

13-79055 

676-0795 

45  06354 

06 

0-7775396 

5014351 

16-12503 

6-6 

1417096 

681-1838 

46-24464 

07 

09127567 

503-2498 

16-32661 

6-7 

14-56146 

686-4245 

47-47966 

0-8 

1-049665 

5050872 

16-53253 

6-8 

14-96245 

691-8060 

48-77217 

0-9 

1188301 

506-9478 

16-74292 

6-9 

15-37448 

697-3358 

5012596 

10 

1-328719 

508-8323 

16-95793 

70 

15-79807 

703-0207 

6154529 

11 

1471827 

510-7529 

1717773 

71 

16-23377 

708-8680 

6303472 

12 

1-615031 

512-6748 

17-40240 

7-2 

16^8:^20 

714-8862 

54  59^3 

13 

1761007 

5146339 

17-63216 

7S 

17  14397 

7210835 

66  24433 

14 

1-908922 

516-6190 

17-86716 

7-4 

1761984 

727-4700 

67-97600 

15 

2058809 

518-6306 

1810755 

7-5 

18-11050 

734>0550 

69-80080, 

16 

2-210724 

520  6694 

18-35353 

7-6 

18-61680 

7408498 

61-72605! 

17 

2-364719 

5227361 

18-60529 

77 

1913958 

7478659 

63  75969 

1-8 

2-520828 

524  8312 

1886299 

7-8 

19-67980 

7551160 

65^1058 

1-9 

2-679114 

526  9555 

1912686 

7-9 

20-23844 

762^133 

6818854, 

20 

2-839636 

5291098 

1939710 

8-0 

20-81664 

7703732 

7^60445, 

21 

3O02421 

531-2945 

19-67392 

81 

21-41559 

778  4115 

7317045' 

22 

3-167547 

5335106 

19-95757 

8-2 

2203660 

786-7459 

75  9000^1 

2-3 

3-335073 

535-7589 

20-24830 

83 

22  68110 
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78-808W 

24 

3-505041 

538-0400 

20-54632 

8-4 

23-35061 

804-3808 

81^1249 

25 

3-677529 

540-3549 

2085193 

8-5 

24-04690- 

813-7254 

85-23164 

26 

3852596 

5427044 

2116540 

8-6 

2477180 

8234542 

8878743, 

27 

4^0240 

5450885 

21-48700 

8-7 

2552742 

833-5950 

92^04511 

28 

4-210744 

5475110 

21-81705 

88 

26-31602 

8441786 

96-71086 

2-9 

4393947 

549-9697 

22-15585 

8-9 

2714016 

855  2390 

101-1386 

3-0 

4-580211 

552-4695 

22-50375 

90 

28-00265 

8668144 

105^244 

31 

4769047 

5550038 

22-86105 

9-1 

28-90667 

878-9468 

111  1106 

32 

4-961064 

5575808 

2322823 

92 

29-85575 

8916840 

116  7460 

33 

5156197 

560-1996 

23-60557 

93 

30-85385 

905  0792 

122-889) 

3-4 

5354524 

562-8613 

23-99352 

9*4 

31-90550 

919-1930 

129^(»« 

35 

5-556132 

5655670 

24-39246 

9-5 

3301577 

934^)936 

136^750 

36 

5-761092 

568-3177 

24-80292 

9-6 

34-19049 

949-8591 

]45<»905 

37 

5-969523 

571-1150 

25-22533 

9-7 

35-43632 

966-5791 

154<^638 

3-8 

6181561 

573  9607 

25-66015 

9-8 

36-76094 

984-3564 

16411289 

3-9 

6-397243 

576-8553 

2610795 

9-9 

3817335 

1003-312 

175-1490 

40 

6-616735 

579-8010 

26-56929 

10-0 

39-68387 

1023-584 

187-6224 

41 

6-840106 

582-7988 

27-04473 

101 

41-30480 

1045-338 

201-6845 

4-2 

7-067466 

585  8501 

27-53490 

10-2 

43-05077 

1068770 

217-6720 

43 

7-299071 

588-9584 

28-04045 

10-3 

44-93904 

1094-112 

236^13  ! 

4-4 

7-534902 

5921234 

28-56207 

10-4 

46-99081 

1121-648 

256^966 

45 

7775119 

595  3475 

29-10049 

10-5 

4923177 

1151728 

2814802 

4-6 

8019950 

598-6331 

29-65651 

10-6 

51-69402 

1184  768 

310-2380 

47 

8-269468 

601-9818 

3023092 

10^7 

5441741 

1221-318 

344-4106  ' 

4-8 

8-523854 

605-3958 

30  82462 

108 

57-45355 

1262H)65 

386  6594  j 

4-9 

8-783274 

608-8774 

31-43856 

10-9 

60-86887 

1307-901 

436^S56  1 

50 

9-047890 

612-4287 

32-07366 

11-0 

64-75245 

1360-021 

4985821 

51 

9-317890 

616-0523 

32-73102 

111 

69-22596 

1420059 

678-4345 

52 

9-593477 

619-7509 

33-41175 

112 

74-46110 

1490^318 

682-8350 

5*3 

9-874827 

623-5267 

34  11703 

113 

8071017 

1574-184 

8244185 

54 

1016216 

627-3830 

34-84815 

114 

88-36276 

1676-887 

1024575 

5-5 

10-45581 

631-3240 

35-60646 

11-5 

98^6077 

1 807-041 

1324-918 

6-6 

10-75570 

635-3486 

3639342 

11-6 

110-9605 

1980-164 

1814-815 

67 

11-06235 

639-4641 

37-21060 

117 

129-4314 

2228  056 

2722^71 

5-8 

11-37594 

643-6727 

38-05962 

11-8 

1594567 

2631-016 

4822^36 

59 

1169678        647-9786 

38-94231 

11-9 

223  8930 

3495794 

12815505 
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Additional  Note  on  the  preceding  Paper,  By  Willum 
Thomson,  M.±,  F.RS.,  FM.S.E.,  Fellow  of  St. 
Peter^s  College^  Cambridge^  and  Professor  of  Natur 
ral  Philosophy  in  the  University  of  Glasgow. 

1.  Synthetical  Investigation  of  the  Duty  of  a  Perfect  Thermo- 
Dynamic  Engine,  founded  on  the  Expansions  and  Conden' 
sations  of  a  Fluid  for  which  the  gaseous  laws  hold  and  the 
ratio  (k)  of  the  specific  heat  under  constant  pressure  to  the 
specific  heat  in  constant  volume  is  constant ;  and  modifica^ 
tion  of  the  result  by  the  assumption  of  Mayer's  hypothesis. 

Let  the  source  from  whicli  the  heat  is  supplied  be  at  the 
temperature  S^  and  let  T  denote  the  temperature  of  the  coldest 
body  that  can  be  obtained  as  a  refrigerator.  A  cycle  of  the 
following  four  operations,  being  reversible  in  every  respect^ 
gives,  according  to  Camot's  principle,  first  demonstrated  for 
the  Dynamical  Theory  by  Clausius,  the  greatest  possible 
statical  mechanical  effect  that  can  be  obtained  in  these  cir- 
cumstances from  a  quantity  of  heat  supplied  from  the  source. 

(1)  Let  a  quantity  of  air  contained  in  a  cylinder  and 
piston,  at  the  temperature  S,  be  allowed  to  expand  to  any 
extent,  and  let  heat  be  supplied  to  it  to  keep  its^  temperature 
constantly  S. 

(2)  Let  the  air  expand  further,  without  being  allowed  to 
take  heat  from  or  to  part  with  heat  to  surrounding  matter, 
until  its  temperature  sinks  to  T. 

(3)  Let  the  air  be  allowed  to  part  with  heat  so  as  to  keep 
its  temperature  constantly  T,  while  it  is  compressed  to  such 
an  extent  that  at  the  end  of  the  fourth  operation  the  tempe- 
rature  may  be  S. 

(4)  Let  the  air  be  fiirther  compressed,  and  prevented  from 
either  gaining  or  parting  with  heat,  till  the  piston  reaches 
its  primitive  position. 
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The  amount  of  mechanical  effect  gained  on  the  whole  of 
this  cycle  of  operations  will  be  the  excess  of  the  mechanical 
eflFect  obtained  by  the  first  and  second  above  the  work  spent 
in  the  third  and  fourth.  Now  if  P  and  V  denote  the  primi- 
tive pressure  and  volume  of  the  air,  and  Pj  and  V^  Pj  and 
V,,  Pj  and  Vj,  P4  and  V4  denote  the  pressure  and  volume 
respectively,  at  the  ends  of  the  four  successive  operations, 
we  have  by  the  gaseous  laws,  and  by  Poisson^s  formula 
and  a  conclusion  from  it  quoted  above,  the  following  expres- 
sions : — 

Mechanical  effect  obtained  by  the  first  operation 

=PVlogp. 
Mechanical  effect  obtained  by  the  second  operation 

-.v.,-ii{(r'-'}- 

Work  spent  in  the  third  operation 

=P,V,log^». 
Work  spent  in  the  fourth  operation 

Now,  according  to  the  gaseous  laws,  we  have 

P,Vi=PV;    P,V,=P,V,^±||; 

fa^3=^,y»;    and  (since  V4=V)  P4=P. 
Also  by  Poisson's  formula, 

/y,x*-i    /va*-»_i+es 

w    "yy)   "i+ET- 

By  means  of  these  we  perceive  that  the  work  spent  in  the 
fourth  operation  is  eqnal  to  the  mechanical  effect  gained  in 


852  PROF.  THOMSON  ON  THE  DUTY  OF 

the  second;*  and  we  find,  for  the  whole  gain  of  mechanical 
eflFect  (denoted  by  M),  the  expressions 

M= (PV-P,V,)  log  ^i=PV  log  ^.^^^. 

All  the  preceding  formulae  are  founded  on  the  assumption 
of  the  gaseous  laws  and  the  constancy  of  the  ratio  {k)  of  the 
specific  heat  under  constant  pressure  to  the  specific  heat  in 
constant  volume,  for  the  air  contained  in  the  cylinder  and 
piston,  and  involve  no  other  hypothesis*.  If  now  we  add  the 
assumption  of  Mayer^s  hypothesis,  which  for  the  actual  cir- 

cumstance  is  PV  log-:rTJ=JH,  where  H  denotes  the  heat  ab- 
stracted by  the  air  from  the  surrounding  matter  in  the  first 
operation,  and  J  the  mechanical  equivalent  of  a  thermal  unit^ 
we  have 

M-JH  ^(S-^) 

The  investigation  of  this  formula  given  in  my  paper  on  the 
Dynamical  Theory  of  Heat  shows  that  it  would  be  true  for 
every  perfect  thermo-dynamic  engine,  if  Mayer's  hypothesis 
were  true  for  a  fluid  subject  to  the  gaseous  laws  of  pressure 
and  density,  whether,  for  such  a  fluid  (did  it  exist),  *  were 
constant  or  not. 

*  From  the  sole  hypothesis  that  k  is  constimt  for  a  single  fluid  fulfilling 

the  gaseous  laws,  and  having  £  for  its  coefficient  of  expansion,  I  find  it 

follows,  as  a  necessary  consequence,  that  Camot's  function  would  have  the 

JF 
form  ,     ,-,      v^;  where  C  denotes  an  unknown  absolute  constant,  and  t  the 

temperature  measured  by  a  thermometer  founded  on  the  equable  expan- 
sions of  that  gas.  From  this  it  follows  that  for  such  a  gas,  subjected  to 
the  four  operations  described  in  the  text,  we  must  have 

T>T7  1       V,      „    1-HES 


And  coDMquently 

which  is  Mr.  RanMne's  general  formula. 


„    ^  E(S-T) 
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It  was  first  obtained  by  using,  in  the  formula 

which  involves  no  hypothesis,  the  expression 

J 

for  Camot's  fanction^  which  Mr.  Joule  had  suggested  to  me, 
in  a  letter  dated  December  9,  1848,  as  the  expression  of 
Mayer's  hypothesis,  in  terms  of  the  notation  of  my  ''  Account 
of  Camot's  Theory''*.  Mr.  Rankinef  has  arrived  at  a  for- 
mula agreeing  with  it  (with  the  exception  of  a  constant  term 
in  the  denominator,  which,  as  its  value  is  unknown,  but  pro- 
bably small,  he  neglects  in  the  actual  use  of  the  formula),  as 
a  consequence  of  the  fundamental  principles  assumed  in  his 
Theory  of  Molecular  Vortices,  when  applied  to  any  fluid 
whatever,  experiencing  a  cycle  of  four  operations  satisfying 
Camof  s  criterion  of  reversibility  (being,  in  fact,  precisely 
analogous  to  those  described  above,  and  originally  invented 
by  Camot) ;  and  he  thus  establishes  Camofs  law  as  a  conse- 
quence of  the  equations  of  the  mutual  conversion  of  heat  and 
expansive  power,  which  had  been  given  in  the  first  section  of 
his  paper  on  the  Mechanical  Action  of  Heat}. 


2.  Note  on  the  Specific  Heats  of  Air. 

Let  N  be  the  specific  heat  of  unity  of  weight  of  a  fluid  at 
the  temperature  ty  kept  within  constant  volume  v ;  and  let 
kH  be  the  specific  heat  of  the  same  fluid  mass,  under  constant 
pressure  |9.      Without  any  other  assumption  than  that  of 

*  Royal  Society  of  Edinbuigh,  January  2, 1849,  Transactions,  voL  xvi. 
part  6. 

t  <<  On  the  Economy  of  Heat  in  Expansive  Engines."  Royal  Society  of 
Edinburgh,  April  21, 1861,  Transactions,  vol.  xx.  part  2. 

X  Royal  Society  of  Edinbuigh,  February  4, 1860,  Transactions,  vol.  xx. 
partL 
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Camot's  principle^  the  following  equation  is  demonstrated  in 
my  papeir*^  on  the  Dynamical  Theory  of  Heat,  §  48, 


*N-N= 


m 


dp 

where  ft  denotes  the  value  of  Camofs  function  for  the  tem- 
perature /,  and  the  diflTerentiations  indicated  are  with  refer- 
ence to  V  and  t  considered  as  independent  variables,  of  which 
^  is  a  function.  If  the  fluid  be  subject  to  Boyle's  and  Ma- 
riotte's  law  of  compression,  we  have 

dv        v' 
and  if  it  be  subject  also  to  Gay-Lussac's  law  of  expansion, 
dp_    Ejp 

dri+Er 

Hence,  for  such  a  fluid. 

In  the  case  of  dry  air  these  laws  are  ihlfllled  to  a  very 
high  degree  of  approximation,  and  for  it,  according  to 
Regnault's  observations, 

Y^=26215,  E=-00366 

(a  British  foot  being  the  unit  of  length,  and  the  weight  of  a 
British  pound  at  Paris  the  unit  of  force) . 
We  have  consequently,  for  dry  air, 

^,    26215E« 

*  Royal  Society  of  Edinbuigh,  March  17, 1861,  Transactions,  vol  xx. 
part  2. 

t  This  equation  expresses  a  proposition  first  demonstrated  by  Camot 
See  *<  Account  of  Camot's  Theory,''  Appendix  IH.  (Transactions  Royal 
Society  of  Edinburgh,  voL  xvL  part  6). 
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Now  it  is  demonstrated^  without  any  other  assumption 
than  that  of  Camofs  principle,  in  my  "  Account  of  Camot's 
Theory''  (Appendix  III.),  that 

E       ^H 

/^(l+EO     W 

if  W  dfenote  the  quantity  of  work  that  must  be  spent  in 
compressing  a  fluid  subject  to  the  gaseous  laws,  to  produce 
H  units  of  heat  when  its  temperature  is  kept  at  /.     Hence 

A:N-N=26215Ex  ^=95-947  x^.    ...     (2) 

If  we  adopt  the  values  of  fi  shown  in  Table  I.  of  the 
''Account  of  Camot's  Theory,''  depending  on  no  uncertain 
data  except  the  densities  of  saturated  steam  at  different 
temperatures,  which,  for  want  of  accurate  experimental  data, 

were  derived  from  the  value  ^^^^  g  ^or  the  density  of  satu- 

ioyo'o 

rated  vapour  at  100^,  by  the  assumption  of  the  ''  gaseous 

laws  "  of  variation  with  temperature  and  pressure,  we  find 

E 
1857  and  1369  for  the  values  of     ,,  .  „^,  at  the  tempera- 

/Lt(l +lli/) 

tures  0  and  10**  respectively ;  and  hence,  for  these  tempe- 
ratures, 

(/=0)      *N-N=?^?^=07071 

95-947  ;^  .     .     .     (a) 

(/=10<>)  *N-N=^^=07008 

W 
Or,  if  we  adopt  Mayer's  hypothesis,  according  to  which  -^ 

is  equal  to  the  mechanical  equivalent  of  the  thermal  unif^, 

*  The  number  1390,  derived  from  Mr.  Joule's  experiments  on  the 
friction  of  fluids,  cannot  differ  by  j^,  and  probably  does  not  differ 

by  ofu^  of  its  own  value  from  the  true  value  of  the  mechanical  equi- 
valent of  the  thermal  unit. 
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W 
we  have  „■■= 1390 ;  and  hence,  for  all  temperatures, 

*N-N=^^= -06903 (a') 

The  very  accurate  ohservations  which  have  been  made  on 
the  velocity  of  sound  in  air,  taken  in  connexion  with  the 
results  of  Regnault's  observations  on  its  density  Sec,  lead 
to  the  value  1'410  for  k,  which  is  probably  true  in  three,  if 
not  in  four,  of  its  figures.  Now  k  being  known,  the  pre- 
ceding equations  enable  us  to  determine  the  absolute  values 
of  the  two  specific  heats  (A:N  and  N)  according  to  the  hypo- 
theses used  in  (a)  and  in  (a')  respectively;  and  we  thus 
find, 

Spedfio  heat  of  Specific  heat  of 

air  under  constant  air  in  constant 

pressure  (ArN).  Tolome  (N). 

for/=  0, -2431     .     .     .     •1724,"i 

for/=10, -2410    .     .     .      1709,/ 

according  to  the  tabulated  values  of  Camot^s  function. 

Or,  for  all  temperatures,  .     -2374    .     .     .    •1684, 
according  to  Mayer's  hypothesis. 

By  the  adoption  of  hypotheses  involving  that  of  Mayer, 
and  taking;  1389*6  and  1*4  as  the  values  of  J  and  k  respec- 
tively,  Mr.  Rankine  finds  *2404  and  *1717  as  the  values  of 
the  two  specific  heats. 

Hence  it  is  probable  that  the  values  of  the  specific  heat  of 
air  under  constant  pressure,  foimd  by  Suermann  (*3046)  and 
by  De  la  Roche  and  Berard  (*2669),  are  both  considerably 
too  great;  and  the  true  value,  to  two  significant  figures,  is 
probably  '24. 

Glasgow  College, 
Februaiy  19, 1862. 
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Account  of  Experiments  with  a  powerful  Electro- 
Magnet.    By  J.  P.  Joule,  F.B.S.  &c.* 

['Philosophical  Magazine/  ser.  4.  toL  iii.  p.  32.] 

Some  years  ago  I  announced  that  if  a  particle  of  wire  con- 
ducting a  voltaic  current  be  made  to  act  upon  a  very  large 
surface  of  iron,  the  intensity  of  the  induced  magnetism  will 
not  be  much  diminished  by  an  increase  in  the  distance  of 
that  particle  from  the  surface  of  the  iron.  Guided  by  this 
principle,  I  constructed  a  very  powerful  electro-magnet  in 
1843t,  and  soon  after  prepared  the  iron  of  the  electro- 
magnet employed  in  the  experiments  related  in  the  present 
paper.  This  was  a  plate  of  the  best  wrought  iron,  1  inch 
thick,  22  inches  long,  12  inches  broad  at  the  centre,  but 
tapered  thence  to  the  breadth  of  3  inches,  p.    gg 

as  represented  in  the  adjoining  sketch 
(fig.  83).  The  plate  was  then  bent  into 
a  semicircular  shape,  so  as  to  bring  its 
ends  within  12  inches  of  one  another. 
Previously  to  fitting  up  this  bar  as  an 
electro-magnet,  I  made  a  feW  experiments 
with  a  view  to  test  the  principle  above 
named  more  completely  than  I  had  hitherto 
done. 

A  length  of  about  eight  yards  of  in- 
sulated copper  wire,  -^  of  an  inch  in 
diameter,  was  divided  into  two  exactly 
equal  portions,  one  of  which  was  wound  four  times  round 
the  broadest  part  of  the  iron,  and  close  to  its  surface  ;  the 
other  was  also  wound  four  times  round  the  broadest  part  of 
the  iron,  but  was  kept  at  the  distance  of  one  inch  from  its 

*  The  experimentB  were  made  at  Oak  Field,  Whalley  Range,  near  Man- 
chester. 

f  Philosophical  Magazine,  ser.  3.  vol.  xxiii.  p.  268. 
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surface  by  means  of  interposed  pieces  of  wood.  A  constant 
current  of  electricity  was  alternately  passed  through  the 
wires ;  and  the  deflections  of  a  magnetic  needle  half  an  inch 
long^  placed  at  the  distance  of  two  feet  from  the  iron  bar^ 
were  observed  to  be  as  follows : — 

6®  23'  with  the  wire  close  to  the  surface  of  the  iron. 
6°    9^  with  the  wire  at  the  distance  of  one  inch  from  the 
surface  of  the  iron ; 

showing  only  a  trifling  diminution  of  efiect  in  consequence  of 
the  removal  of  the  wire  to  the  distance  of  one  inch  from  the 
surface. 

Having  been  thus  fortified  in  my  previom^conclusion  as  to 
the  propriety  of  enveloping  broad  electro-magnets  with  a  very 
large  quantity  of  coils,  even  though  the  outer  ones  should  be 
removed  to  a  considerable  distance  fix>m  the  surface  of  the 
iron^  X  proceeded  to  fit  up  the  large  bar  already  described 
with  a  coil  consisting  of  a  bundle  of  copper  wires  68  yards 
long^  and  weighing  100  lb.  The  electro-magnet  thus  formed 
was  placed  in  a  wooden  box,  on  the  side  of  which  two  large 
brass  clamps  were  screwed,  the  latter  being  soldered  to  the 
terminals  of  the  coil.     The  accompanying  sketch  represents 

Fig.  84.    Scalers. 


the  apparatus  in  its  completed  state,  excepting,  however, 
two  brass  straps  by  means  of  which  the  coil  is  kept  securely 
in  its  place,  which  are  omitted  for  the  sake  of  clearness. 

In  experimenting  with  the  electro-magnet,  I  employed  a 
battery  consisting  of  sixteen  Daniell's  cells,  the  copper  of 
each  exposing  an  active  surface  of  nearly  two  square  feet. 
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They  were  arranged  so  that  I  could  with  facility  use  either 
one  cell  alone^  four  cells  in  a  series  of  two^  or  sixteen  in  a 
series  of  four  elements.  The  cells  and  the  liquids  in  them 
being  similar  in  every  respect,  it  was  evident  that  these  ar- 
rangements must  produce  through  the  electro-magnetic  coils 
currents  represented  by  1, 2,  and  4.  I  therefore  was  enabled 
to  dispense  with  the  use  of  a  galvanometer,  which  would  have 
been  acted  upon  by  the  powerful  electro-magnet,  even  if  it 
had  been  placed  at  the  distance  of  many  yards  from  it. 

Experiment  I. — ^A  magnetic  needle,  1^  inch  long,  was  sus- 
pended at  the  distance  of  three  feet  from  the  electro-magnet 
measured  on  a  line  at  right  angles  to  that  joining  the  poles. 
The  northward  tendency  of  the  needle  having  been  counter- 
acted by  means  of  a  permanent  magnet,  I  observed  the  fol- 
lowing vibrations  per  minute  resulting  from  the  action  of  the 
electro-magnet : — 

With  1  cell  in  a  series  of  1     .     .     48  vibrations. 
„     4  cells     „       ,.       2    .     .    68  „ 

w   ^^    »         >i       »       4     .     .     96  „ 

The  vibrations  are  evidently  in  the  ratio  of  the  square  roots 
of  the  quantities  of  current  circulating  around  the  electro- 
magnet; and  consequently  we  may  infer  that  the  magnetism 
induced  in  the  latter  was  simply  in  proportion  to  the 
current*. 

Experiment  II. — Having  provided  a  pair  of  tapered  poles 
terminating  in  vertical  edges  1  inch  long  and  \  of  an  inch 
in  breadth,  I  caused  them  to  be  slid  on  the  poles  of  the 
electro-magnet  until  within  IJ  inch  from  each  other.  A 
cylindrical  bar  of  bismuth  If  inch  long,  \  of  an  inch  in 
diameter,  and  weighing  174  grains,  was  suspended  by  a  fila- 

•  In  a  paper  lately  contributed  to  the '  Philoeophical  Transactions/ 1  find 
that  when  the  coercive  force  is  great,  as  it  is  in  a  steel  bar,  an  electro- 
magnet made  of  a  very  long  bar,  or  an  electro- magnet  with  the  armature 
in  contact,  the  magnetism  permanently  developed  by  a  weak  current  is 
nearly  in  the  proportion  to  the  square  of  the  current  to  which  the  iron 
was  exposed. — Note,  1856. 
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ment  of  »ilk  from  a  proper  support^  so  as  to  vibrate  between 
the  tapered  poles.  The  average  numbers  of  vibrations  in 
each  minute  of  time  through  the  quadrant  of  a  circle  were 
then  found  to  be — 

With  1  cell  in  a  series  of  1     .     .    4t  vibrations. 
„     4  cells       „      „      2    .    .    9i        „ 

The  currents  being  as  1^  2^  and  4,  and  the  vibrations  4^,  9^, 
and  \7,  or  nearly  in  the  same  ratio,  it  follows  that  the  re- 
pulsive action  of  the  magnetic  poles  was  as  the  square  of 
the  current,  and  consequently  that  the  diamagnetism  of  the 
bismuth  is  a  quality  not  self-inherent,  but  induced  by  the 
magnetic  action  to  which  it  is  exposed.  I  am  happy  to  have 
been  thus  enabled  to  confirm  the  important  fact,  discovered 
by  M.  Ed.  Becquerel  and  Dr.  Tyndall,  by  experiments  made 
without  any  knowledge*  of  the  researches  they  were  con- 
ducting almost  simultaneously  on  the  same  subject. 

Experiment  III. — The  tapered  poles  remaining  at  \\  inch 
asunder,  I  suspended  a  piece  of  soft  iron,  3  inches  long, 
1  inch  deep,  and  ^  of  an  inch  thick,  at  the  distance  of  a 
quarter  of  an  inch  above  the  poles.  Using  one  cell  of  the 
battery,  this  small  piece  of  iron  was  attracted  with  a  force  of 
6|  oz. ;  but  with  16  cells  in  a  series  of  4,  with  a  force  of  no 
less  than  71^  oz.  In  this  instance  we  notice  a  slight  falling 
away  from  the  theoretical  attraction,  owing  no  doubt  to  the 
gradual  approach  of  the  limit  to  magnetizability  in  the  small 
bar  of  iron. 

Experiment  IV. — ^The  tapered  poles  having  been  removed, 
a  flat  bar  of  soft  iron,  14  inches  long,  3  inches  in  breadth, 
and  1  inch  thick,  was  placed  at  various  distances  from  the 
poles  of  the  electro-magnet,  and  the  attractions  measured  as 
follows : — 

*  The  electro-magnet  with  which  the  above  experiments  had  been 
made  was  sent  to  the  Exhibition  of  Industry  in  the  middle  of  Febmaxy. 
M.  BecquereFs  paper  was  published  in  the  Annales  de  Chirme  for  Bfay, 
Dr.  Tyndall*8  in  this  Magazine  for  September,  after  having  been  pre- 
Tiously  cooununicated  to  the  Ipswich  Meeting  of  the  British  Association. 
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^m.dist.  iin.dist.  1  in. diet.  2in.disU 

OS.  OS.  OS.  OS. 

WithlceU 102        88        18|      8| 

With  16  cells  in  a  series  of  4    976      820       140      47 

Here,  again,  we  have  evidences  of  an  approach  towards  the 
limit  of  magnetizability ;  for  the  attractions  with  a  current 
of  4  are  only  ten  times,  instead  of  sixteen  times,  as  great  as 
those  observed  with  a  current  of  1. 

The  electro-magnet  I  described  some  years  ago^  consisted 
of  a  core  of  iron,  half  an  inch  thick,  enveloped  by  a  coil  of 
wires  weighing  60  lb.  With  a  battery  of  ten  cells,  similar  to 
those  employed  in  the  present  experiments,  a  bar  of  iron, 
3  inches  broad  and  ^  an  inch  thick,  was  attracted  at  the 
distance  of  ^  of  an  inch  with  a  force  of  480  oz.,  at  ^  an  inch 
with  a  force  of  168  oz.,  and  at  1  inch  with  a  force  of  11  oz. 
Both  electro-magnets  having  been  constructed-  on  the  same 
principle,  their  attractive  powers  ought  to  be  proportional  to 
the  weight  of  coil  and  number  of  cells ;  and  therefore  to  be 
represented  by  60  x  10=600,  and  100  x  16=  1600.  As  this 
is  tolerably  well  borne  out  on  comparing  the  actual  results 
of  the  above  experiments,  we  may  infer  that  little  or  no  ad- 
vantage was  obtained  by  increasing  the  thickness  of  the  core 
of  iron  from  half  an  inch  to  one  inch. 

Experiment  V. — ^A  flat  bar  of  iron,  If  inch  deep  and  J 
of  an  inch  thick,  being  placed  with  its  thin  edge  in  contact 
with  the  poles  of  the  electro-magnet,  the  following  weights 
had  to  be  applied  in  order  to  overcome  the  attraction  in 
contact : — 

With  1  cell  in  a  series  of  1     .     .    64  lb. 
„      4  ceUs       „      „      2     .     .     72  „ 

}}     1^     J>  V        3i        4     .      .     9o  „ 

But  when  the  bar  of  iron  used  in  Experiment  IV.  was  placed 
in  contact  with  the  poles,  so  as  just  to  leave  :|^  of  an  inch  in 
breadth  for  the  place  of  contact  of  the  flat  bar,  the  attraction 
of  the  latter  witt  16  cells  was  found  to  be  only  821b.  Thus 
it  would  appear  that  14  lb.  out  of  the  96  lb.  in  the  previous  ex- 

*  Philosophical  Magazine,  ser.  3.  vol.  xxiii.  p.  268. 
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periment  were  owing  to  the  distant  attraction  of  that  part  of 
the  poles  not  in  contact  with  the  bar.  We  may  therefore 
conclude  that  while  the  attraction  in  contact^  using  one  cell^ 
was  64  lb.,  minus  say  1  lb.  for  distant  attraction,  that  pro- 
duced by  a  current  four  times  as  great  was  only  increased  to 
82  lb.  And  it  must  be  remarked  that  the  greater  part  of 
this  small  increase  was  doubtless  owing  to  the  acticm  of  the 
broader  part  of  the  iron  core  which  still  remained  unneutra- 
lized.  It  would  therefore  appear  that  the  greatest  observed 
attraction  in  contact  was,  in  this  electro-magnet,  about 
70  X  5 =350  lb.  per  square  inch  of  the  surface  of  each  pole ; 
or,  otherwise,  that  the  greatest  magnetic  attraction  of  one 
square  inch  of  surface  for  another  square  inch  was  175  lb. 
Several  years  ago  I  gave  140  lb.  as  the  apparent  limit  of 
attraction  in  contact*.  The  force  of  current  employed  in 
obtaining  this  result  was  only  one  tenth  of  that  which,  in  the 
present  instance,  did  not  produce  a  greater  attraction  than 
175  lb.  It  is  therefore  improbable  that  any  force  of  current 
could  give  an  attraction  equal  to  200  lb.  per  square  inchf. 

Experiment  VI. — The  magnetic  needle  was  suspended  as 
in  Experiment  I.,  and  its  vibrations,  with  4  cells  in  a  series 
of  2,  were  found  to  be  63  per  minute.  I  then  placed  the 
large  bar  used  in  Experiment  lY.  across  the  poles,  so  as  to 
neutralize  their  action.  The  number  of  vibrations  of  the 
needle  per  minute  was  then  found  to  be  62,  or  only  1  less 
than  before ;  showing  that  the  neutralization  of  the  magnetic 
tension  of  the  poles  (which  were  only  3  inches  in  breadth, 
that  of  the  core  at  its  greatest  being  12  inches)  permitted 
the  tension  of  the  remaining  unneutralized  breadth  of  9  inches 
to  be  increased  so  as  to  prevent  almost  any  diminution  in  the 
action  on  the  needle. 

*  Philosophical  Magazine,  ser.  4.  vol.  iL  p.  453. 

t  That  is,  the  greatest  weight  which  could  be  lifted  by  an  electio- 
magnet  formed  of  a  bar  of  iron  one  inch  square,  bent  into  a  semicircular 
shape,  would  not  exceed  4001b. — Note,  1852. 
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On  the  Economical  Production  of  Mechanical  Effect 
from  Chemical  Forces.   By  J.  P.  Joule,  F.B.S.^  &c. 

['  Manchester  Memoirs/  toL  x.  p.  173.    Read  April  6th,  1862.] 

Perhaps  the  most  important  applications  of  dynamical  theory 
are  those  which  refer  to  the  production  of  motive  power  from 
chemical  and  other  actions.  To  point  out  the  rules  for  con- 
structing an  engine  which  shall  approach  perfection  as  nearly 
as  possible,  and  to  determine  the  quantity  of  work  which 
ought  to  be  CTolved  by  a  perfect  engine  of  any  given  class, 
are  objects  of  the  greatest  consequence  in  the  present  state  of 
society,  and  which  have,  in  fact  been  to  a  great  extent  already 
accomplished  by  the  labours  of  those  who  have  taken  a  cor- 
rect view  of  the  nature  of  heat.  I  intend  on  the  present  oc- 
casion to  submit  to  the  Society  some  of  the  laws  which  have 
been  recently  arrived  at  by  Professor  Thomson  and  myself, 
and  to  o£fer  some  hints  as  to  the  means  of  carrying  out  into 
practice  the  deductions  of  theory. 

Engines  which  derive  their  power  from  the  operation  of 
chemical  forces  may  be  divided  into  three  classes.  The  first 
class  comprises  those  exquisite  machines  in  which  chemical 
forces  operate  by  the  mysterious  intervention  of  life,  whether 
in  the  animal  or  vegetable  creation.  The  second  class  includes 
machines  in  which  the  chemical  forces  act  through  the  in- 
tervention of  electrical  currents,  as  in  the  ordinary  revolving 
electro-magnetic  apparatus.  The  third  comprises  those 
engines  in  which  the  chemical  forces  act  through  the  inter- 
vention of  the  heat  they  produce;  these,  which  may  be 
termed  tbermo-dynamic  engines,  include  steam-engines,  air- 
engines,  &c. 

The  process  whereby  muscular  effort  is  developed  in  the 
living  machine  is,  as  might  be  expected,  involved  in  great 
obscurity.  Professor  Magnus  has  endeavoured  to  prove  that 
the  oxygen  inspired  by  an  animal  does  not  immediately  enter 
into  combination  with  the  blood,  but  is  mechanically  con- 
veyed by  it  to  the  capillary  vessels  within  the  muscles,  where 
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it  combines  with  certain  substances^  conyerting  them  into 
carbonic  acid  and  water.  The  carbonic  acid^  instead  of 
oxygen,  is  then  absorbed  by  the  blood,  and  is  discharged 
therefrom  when  it  reaches  the  lungs.  Taking  this  view,  we 
may  admit,  with  Liebig,  that  at  each  effort  of  an  animal  a 
portion  of  muscular  fibre  unites  with  oxygen,  and  that  the 
whole  force  of  combination  is  converted  by  some  mysterious 
process  into  muscular  power,  without  any  waste  in  the  form 
of  heat.  This  conclusion,  which  is  confirmed  by  the  experi- 
ments related  in  a  joint  memoir  by  Dr.  Scoresby  and  myself, 
shows  that  the  animal  frame,  though  destined  to  fulfil  so 
many  other  ends,  is  as  an  engine  more  perfect  in  the  economy 
of  vis  viva  than  any  human  contrivance. 

The  electro-magnetic  engine  presents  some  features  of 
similarity  to  the  living  machine,  and  approaches  it  in  the 
large  proportion  of  the  chemical  action  which  it  is  able  to 
evolve  as  mechanical  force.  If  we  denote  the  intensity  of 
current  electricity  when  the  engine  is  at  rest  by  a,  and  the 
intensity  of  current  when  the  engine  is  at  work  by  ft,  the 
proportion  of  chemical  force  converted  into  motive  force 

will  be ,  and  the  quantity  wasted  in  the  form  of  heat 

will  be  -.    Now,  from  my  own  experiments,  I  find  that  each 

grain  of  zinc  consumed  in  a  Daniell^s  battery  will  raise  the 
temperature  of  a  lb.  of  water  0^*1886,  and  that  the  heat 
which  can  increase  the  temperature  of  a  pound  of  water  by 
one  degree  is  equal  to  the  mechanical  force  which  is  able  to 
raise  a  weight  of  772  lb.  to  the  height  of  one  foot,  or,  accord- 
ing to  the  expression  generally  used,  to  772  foot-pounds. 
Therefore  the  work  developed  by  a  grain  of  zinc  consumed 
in  a  Daniell's  battery  is  given  by  the  equation 

145;6Ja-A) 

^""  a 

We  now  come  to  the  third  class  of  engines,  or  those  in 

which  the  chemical  forces  act  through  the  intervention  of 

heat.     In  the  most  important  of  these  the  immediate  agent 

is  the  elasticity  of  vapour  or  permanently  elastic  fluids.     In 
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a  very  valuable  paper  on  the  dynamical  theory  of  heat^ 
Professor  Wm.  Thomson  has  demonstrated  that  if  the  heat 
evolved  by  compressing  an  elastic  fluid  be  equivalent  to  the 
force  absorbed  in  the  compression^  the  proportion  of  heat  con- 
verted into  mechanical  effect  by  any  perfect  thermo-dynamic 
engine  will  be  equal  to  the  range  of  temperature  divided  by 
the  highest  temperature  from  the  absolute  zero  of  tempera- 
ture. Therefore^  if  in  a  perfect  steam-engine  a  be  the  tem- 
perature of  the  boiler  from  the  absolute  zero,  and  b  be  the 
absolute  temperature  of  the  condenser,  the  fraction  of  the 
entire  quantity  of  heat  communicated  to  the  boiler  which 
will  be  converted  into  mechanical  force  will  be  represented  by 

,  which  is  analogous  to  the  fraction  representing  the 

proportion  of  chemical  force  converted  into  mechanical  effect 
in  the  electro-magnetic  engine*.  The  extreme  simplicity  of 
this  very  important  deduction  which  Professor  Thomson  has 
drawn  from  the  dynamical  theory  of  heat  is  of  itself  a  strong 
argument  in  favour  of  that  theory,  even  if  it  were  not  already 
established  by  decisive  experiments. 

Now  estimating  the  heat  generated  by  the  combustion  of 
a  grain  of  coal  at  1®'634  per  lb.  of  water,  its  absolute  mecha- 
nical value  will^imount  to  1261*45  foot-pounds.  Hence,  ac- 
cording to  Professor  Thomson's  formula,  the  work  performed 
by  any  perfect  thermo-dynamic  engine  will,  for  each  grain  of 
coal  consumed,  be  represented  by  the  equation 

^     1261-45  (fl-A) 
W= , 

which  applies,  as  before  intimated,  not  only  to  air-engines, 
but  also  to  those  steam-engines  in  which  the  principle  of  ex- 
pansion is  carried  to  the  utmost  extent,  providing  always  that 
no  waste  of  power  is  allowed  to  take  place  in  friction,  and 

*  Referring  to  this  analogy,  Plrofessor  Thomson  writes  as  follows : — 
''  I  am  inclined  to  think  that  an  electric  current  circulating  in  a  closed 
conducter  is  heat,  and  becomes  capable  of  producing  thermometric  effects 
by  hemg  frittered  down  into  smaller  local  circuits  or  *  molecular  voi^ 
iicesJ^'^Ldter  to  the  Author,  dated  March  Slet,  1863. 
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that  the  entire  heat  of  combustion  of  the  coal  is  conveyed  to 
the  boiler  or  air-receiver. 

Professor  Thomson  was  the  first  to  point  out  the  great 
advantages  to  be  anticipated  firom  the  air-engine^  in  con- 
sequence of  the  extensive  range  of  temperature  which  it  may 
be  made  to  possess;  and  in  a  paper  communicated  to  the 
Royal  Society  soon  afterwards^  I  described  a  very  simple 
engine  which  fulfils  the  criterion  of  perfection  according  to 
Professor  Thomson's  formula.  This  engine  consists  of  three 
parts^  viz.  a  condensing  air-pimip^  a  receiver,  and  an  ex- 
pansion-cylinder. The  pump  forces  atmospheric  air  into  the 
receiver ;  in  the  receiver  its  el^ticity  is  increased  by  the 
application  of  heat^  and  then  the  air  enters  the  expansion- 
cylinder,  of  which  the  volume  is  to  that  of  the  pump  as  the 
absolute  temperature  of  the  air  in  the  receiver  is  to  that  of 
the  air  entering  it.  The  cylinder  is  furnished  with  expansion- 
gear  to  shut  off  the  air,  when  the  same  quantity  has  been 
expelled  from  the  receiver  as  was  forced  into  it  by  one  stroke 
of  the  pump.  By  this  disposition  the  air  is  expelled  from 
the  expansion-cylinder  at  the  atmospheric  pressure  and  at 
the  absolute  temperature  corresponding  with  b  in  Professor 
Thomson's  formula. 

As  an  example  of  the  above  kind  of  air-engine,  I  will  take 
one  working  in  atmospheric  air  of  15  lb.  pressure  on  the 
square  inch  and  50**  Fahr.  I  will  suppose  that  the  expansive 
action  in  the  cylinder  is  to  exist  through  three  fourths  of  its 
length.  Then,  as  the  action  of  the  compressing-pump  is  the 
reverse  of  that  of  the  cylinder,  the  piston  of  the  former  most 
traverse  three  fourths  of  its  length  before  the  air  is  suflSciently 
compressed  to  enter  the  receiver  by  its  own  pressure.  The 
temperature  of  the  air  entering  the  receiver,  determined  by 

Poisson's  equation  t«=I  y>  j      ,  will  be  439°'59  Fahr.,  and 

its  pressure  will  be  10592 lb.  on  the  square  inch.  Sup- 
posing  now  that  the  volimie  of  the  cylinder  is  to  that  of  the 
pump  as  4  to  3,  the  density  of  the  air  in  the  receiver  to  that 
forced  into  it  by  the  pump  must  be  as  3  to  4  in  order  to 
keep  the  quantity  of  air  in  the  receiver  constant.     The  tem- 
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perature  of  the  air  in  the  receiver  will  also  require  to  be 
kept  at  739^*12  Fahr.  in  order  to  maintain  the  pressure  of 
105*92  lb.  on  the  square  inch.  The  air  entering  the  cylinder 
at  the  above  pressure  and  temperature  will  escape  from  it  at 
the  end  of  the  stroke  at  the  atmospheric  pressure  and  at  the 
temperature  219f^ 

It  will  be  remarked  that  there  are  two  ranges  of  tempera- 
tures in  the  engine  I  have  described^  viz.  that  of  the  pump 
and  that  of  the  cylinder.  Owing,  however,  to  the  exact  pro- 
portion which  subsists  between  the  two,  the  same  result  is 
arrived  at  by  the  application  of  Professor  Thomson's  formula 
to  either  of  them.  Taking,  therefore,  the  range  of  the 
cylinder,  and  converting  the  temperatures  of  the  air  entering 
and  discharged  from  the  cylinder  into  the  absolute  tempera- 
tures from  the  real  zero  by  adding  to  them  459**,  we  obtain 
for  the  work  evolved  by  the  consumption  of  a  grain  of  coal, 

^    1261-45  (119812-678-66)      ..^^oi?    ^  a 

W= 1198-12 =546-92  foot-pounds. 

In  order  to  compare  the  foregoing  result  with  the  duty  of 
a  steam-engine  approaching  perfection  as  nearly  as  possible,  I 
will  admit  that  steam  may  be  safely  worked  at  a  pressure  of 
14  atmospheres.  The  temperature  of  the  boiler  correspond- 
ing to  that  pressure  wiU,  according  to  the  experiments  of  the 
French  Academicians,  be  387^  Fahr.  The  temperature  of 
the  condenser  might  be  kept  at  80^.  Reducing  the  above  to 
temperatures  reckoned  from  the  absolute  zero,  we  obtain  for 
the  work  evolved  by  the  combustion  of  each  grain  of  coal, 

_     1261-45  (846-539)      ..^-^.    ^  , 

W= ^gj^ ^=457-76  foot-pounds. 

It  would  therefore  appear,  even  in  the  extreme  case  which 
I  have  adduced,  that  the  performance  of  the  steam-engine  is 
considerably  inferior  to  that  of  the  air-engine.  The  superio- 
rity of  the  latter  would  have  been  stiU  more  evident  had  I 
also  taken  an  extreme  case  as  an  illustration  of  its  economy. 
It  must,  moreover,  be  remarked  that  the  heated  air  escaping 
from  the  engine  at  a  temperature  so  high  as  219f^  might  be 
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made  available  in  a  variety  of  ways  to  increase  still  more  the 
quantity  of  work  evolved.  A  part  of  this  heated  air  might 
also  be  employed  in  the  furnaces  instead  of  cold  atmospheric 
air. 

We  may  also  hope  eventually  to  realiee  the  great  advan- 
tage which  would  be  secured  to  the  air-engine  by  causing  the 
air^  in  its  passage  from  the  pump  to  the  cylinder^  to  come 
into  contact  with  the  fuel  by  the  combustion  of  which  its 
elasticity  is  to  be  increased.  It  appears  to  me  that  the  air 
might  pass  through  a  number  of  air-tight  chambers^  each 
containing  ignited  fuel^  and  that  whenever  any  one  of  the 
chambers  required  replenishing^  its  connexion  with  the  engine 
might  be  cut  off  by  means  of  proper  valves,  until,  by  removing 
an  air-tight  lid  or  door,  the  chamber  could  be  filled  again 
with  fiieL  By  means  M  suitable  valves  it  would  be  easy  to 
regulate  the  quantity  of  air  passing  through  each  chamber, 
so  as  to  keep  its  temperature  uniform;  and  by  a  separate 
pipe,  furnished  also  with  valves,  by  which  the  air  could  be 
carried  from  the  pump  to  the  upper  part  of  the  chambers 
without  traversing  the  fuel,  the  engine-man  would  be  enabled 
to  keep  the  temperatures  of  the  chambers,  as  well  as  the 
velocity  of  the  engine,  under  proper  control. 


An  Account  of  some  Experiments  vdth  a  large  Electro- 
Magnet.    JBy  J.V.  Joule,  F.R.S. 

[Read  by  Prof.  Thomson  at  the  British  Association,  Glasgow,  1855.] 

Thb  relation  of  the  exciting  force  to  the  sustaining  power 
of  a  magnet  was  the  subject  which  it  was  the  author's  desire 
to  examine,  the  laws  arrived  at  being  very  divergent  from 
those  usually  received.  The  soft  iron  made  use  of  in  this 
magnet  was  of  such  a  nature  that,  after  magnetization  by 
moderate  currents,  it  always — ^probably  on  account  of  intense 
magnetisation  on  some  former  occasion — ^retained  a  residual 
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polarity  which  was  always  in  the  same  direction.  The  magnet 
might  be  excited  by  a  current  which  developed  a  polarity 
opposed  to  the  residual  one ;  but  on  the  interruption  of  the 
current^  the  latter  reappeared.  With  high  power,  the  lifting- 
power  fell  short  of  being  proportional  to  the  square  of  the 
current ;  but  with  feeble  excitation  he  found  the  sustaining 
force  to  vary  nearly  as  the  fourth  power  of  the  current- 
strength  employed. 


Introductory  Research  on  the  Induction  of  Magnetism 
by  Electrical  Currents.  By  J.  P.  Joule,  F.R.S,^ 
Corr.  Mem.  R.A.,  Turin^  Hon.  Mem.  of  the  Philo- 
sophical Society,  Cambridge^  &c.^ 

[« Philosophical  Tranflactions/  1866,  p.  287.    Read  June  21, 1865.] 

The  researches  of  Jacobi  and  Lenz  led  them  some  years  ago 
to  the  announcement  as  a  law,  that  when  two  bars  of  iron 
of  different  diameters,  but  equal  to  one  another  in  length 
and  surrounded  with  coils  of  wire  of  the  same  length,  carry 
equal  streams  of  electricity,  the  magnetism  developed  in  the 
bars  is  proportional  to  their  respective  diameters.  Experi- 
ments which  I  made  about  the  same  time  threw  doubts  on 
my  mind  as  to  the  general  accuracy  of  the  above  proposition ; 
for  I  found  that  the  magnetism  induced  in  straight  bars  of  a 
variety  of  dimensions  varying  from  J  to  1  inch  in  diameter, 
and  from  7  inches  to  one  yard  in  length,  was  nearly  pro- 
portional to  the  length  of  the  wire  and  the  intensity  of  the 
current  it  conveyed,  irrespectively  of  the  shape  or  magnitude 
of  the  bars.  The  valuable  experimental  researches  which 
have  recently  been  made  by  Weber,  Robinson,  Miiller,  Dub, 
and  others,  refer  chiefly  to  the  attraction  <rf  the  keeper  or 
submagnet,  and  are  not  calculated  to  confirm  or  disprove 
either  of  the  above  propositions;   and  the  correct  view  is 

•  The  experiments  were  made  at  Oak  Field,  Whalley  Range,  near 
Manchester. 

2  B 


370  INDUCTION  OF  MAGNETISM 

probably  that  of  Professor  Thomson^  who  considers  both  of 
them  as  corollaries  (applying  to  the  particular  conditions 
under  which  the  experiments  were  made)  of  the  general  law^ 
that  **  similar  bars  of  different  dimensions^  similarly  rolled 
with  lengths  of  wire  proportional  to  the  squares  of  their 
linear  dimensions  and  carrying  equal  currents^  cause  equal 
forces  at  points  similarly  situated  with  reference  to  them"  *. 
I  have  been  induced  to  undertake  some  further  experiments 
with  an  endeavour  to  elucidate  the  subject^  and  also  to  open 
the  way  to  the  investigation  of  the  molecular  changes  which 
occur  during  magnetization. 

I  procured  four  iron  bars  one  yard  long  and  of  the  respec- 
tive diameters  \,  ^y  \  and  1  inch,  their  weights  being  1736, 
3802,  14,560,  and  55,060  grs.  Each  bar  was  wound  with 
56  feet  of  copper  wire  ^  of  an  inch  in  diameter  covered 
with  silk,  the  number  of  convolutions  being  1020,  712,  388, 
and  207  respectively.  The  smallest  bar  was  closely  covered 
throughout  its  entire  length ;  but,  on  account  of  the  larger 
surface  of  the  other  bars,  the  coils  had  to  be  distributed 
upon  them  as  evenly  as  possible.  Four  other  bars  were  also 
procured,  of  the  same  diameters  as  the  above.  They  were, 
however,  twice  as  long,  weighing  8500,  7624,  29,944,  and 
108,574  grs.,  and  were  wrapped  with  double  the  length  of 
wire,  forming  2060,  1435,  768,  and  418  convolutions  respec- 
tively. 

To  measure  the  electrical  currents,  I  employed  a  galvano- 
meter of  tangents,  the  needle  of  which,  half  an  inch  long, 
carried  a  glass  index  over  a  divided  circle  6  inches  in  dia- 
meter. This  instrument  was  furnished  with  a  coil  of  sixteen 
circumvolutions  of  1  foot  diameter,  which  could  be  exchanged 
for  a  single  circle  of  1  foot  diameter  when  the  intensities  to 
be  measured  were  very  considerable.  It  was  ascertained  by 
experiment  that  the  tangent  of  deflection  by  the  former  coil 
was  exactly  sixteen  times  that  of  the  latter  when  the  same 
intensity  of  current  was  employed.  For  convenience'  sake 
I  have  reduced  all  the  observations  to  the  latter  standard, 
the  unit  current  being  therefore  that  which,  passing  through 
♦  Letter  to  the  Author. 
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a  circle  1  foot  in  diameter^  is  able  to  deflect  the  needle 
through  45°. 

The  amount  of  magnetism  induced  in  a  bar  was  ascertained 
by  placing  it  vertically  with  its  lower  end  at  a  distance  of  6 
or  12  inches  from  a  magnetized  needle  ^  of  an  inch  long 
and  ^  of  an  inch  in  diameter,  suspended  by  a  filament  of 
silk,  and  having  a  fine  glass  index  traversing  over  a  graduated 
circle  6  inches  in  diameter.  The  force  of  torsion  of  the  fila- 
ment was  found  to  be  so  trifling,  that  the  tangents  of  the 
deflections  of  the  needle  could  be  taken  as  representing, 
without  sensible  error,  the  magnetism  of  the  bar.  Observa- 
tions with  so  small  a  needle  were  made  with  great  facility, 
the  pointer  moving  steadily  up  to  and  attaining  a  new  angle 
of  deflection  in  eight  or  ten  seconds  after  the  electrical  cir- 
cuit was  completed,  the  resistance  of  the  air  to  the  motion 
of  the  pointer  being  such  as  to  prevent  the  smallest  degree 
of  oscillation.  This  resistance,  however,  of  the  air,  so  useful 
in  bringing  the  needle  speedily  to  rest,  renders  it  necessary 
to  guard  carefully  against  any  irregularity  of  the  temperature 
of  the  case  in  which  it  is  enclosed.  A  ray  of  sunlight  would 
speedily  occasion  a  deflection  of  several  degrees''^;  and  I  found 
that  the  heat  of  the  hand  held  over  a  part  of  the  thick  glass 
case  46°  in  advance  of  the  pointer  was  sufficient,  after  pene- 
tration through  the  glass,  to  produce  a  current  of  air  causing 
a  steady  deflection  of  no  less  than  30°,  a  deflection  which 
subsided  with  extreme  regularity  and  great  slowness  after 
the  hand  was  removed.  I  would  suggest  that  this  circum- 
stance points  to  the  means  of  constructing  a  new  and  exceed- 
ingly sensible  thermometer  which  would  be  valuable  in  many 
researches,  particularly  those  on  the  conduction  of  heat. 

Previously  to  employing  electric  currents,  I  made  some 
experiments  simply  with  a  view  to  ascertain  the  inductive 
power  of  the  earth's  magnetism  on  the  bars,  and  in  which 
the  action  on  the  suspended  needle  was  observed  both  at 
the  distance  of  12  and  6  inches,  in  order  to  determine  the 

*  Dr.  Tyndall  has  drawn  attention  to  the  importance  of  guarding 
against  these  eifects  of  heat  on  a  delicately  poised  needle.  '  Philosophicfd 
Magazine/  4th  series,  vol.  iiL  p.  127. 

2b2 


372  INDUCTION  OF  MAGNETISM 

influence  of  distance  for  the  convenience  of  future  reductions. 
Having  noticed  the  deflection  produced  by  any  bar,  it  was 
reversed  and  the  observation  repeated,  the  sum  of  the  tan- 
gents of  deflection  showing  the  total  effect  produced  on  the 
magnetism  of  the  bar  by  its  reversion.  I  may  here  remark 
that  both  ends  of  the  pointer  of  the  needle  were  invariably 
observed,  though,  to  save  unnecessary  detail,  the  tangent  of 
the  mean  is  only  given. 

Effect  of  Reversal  of  Bars  two  yards  long. 

Sum  of  tangents  of  deflection. 

Diameter  At  6  inches  At  12  inches 

of  har.  distance.  distance. 

J  inch  ....        0450 0088 

J  inch  ....       -0850 -0300 

iinch  ....       -5912 -1922 

linch  ....  1-3^10 -4598 

The  magnetism  induced  in  the  smaller  bars  appears  to  be 
nearly  proportional  to  the  square  of  the  diameter,  as  might 
have  been  anticipated.  The  ratio  of  the  attraction  at  6  inches 
to  that  at  12  inches  is  2*98. 

Effect  of  Reversal  of  Bars  one  yard  long. 

Sum  of  tangents  of  deflection. 


/ ; * 

Diameter  At  6  inches  At  12  mches 

of  har.  distance.  distance. 

J  inch  ....  -0480 0138 

I  inch  ....  1260 -0384 

J  inch  ....  -4926 '1430 

linch  ....  10380 3084 

The  magnetism  induced  in  the  smaller  bars  of  the  above 
set  is  nearly  proportional  to  the  square  of  the  diameter,  the 
greater  amount  of  discrepancy  arising  in  all  probability  from 
the  inferior  length  of  the  bars  compared  with  those  of  the 
last  set.  The  ratio  of  the  attractions  at  the  two  distances  is 
as  3-39  to  unity. 
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In  the  following  experiments  on  the  induction  of  magnetism 
in  the  above  bars  by  electrical  currents,  the  method  employed 
was : — 1st,  to  observe  the  magnetism  of  a  bar  under  the  in- 
fluence of  the  current ;  2nd,  that  left  permanently  developed ; 
3rd,  to  observe  the  magnetism  when  the  current  was  reversed ; 
and,  4th,  the  magnetism  remaining  after  the  current  was  the 
second  time  cut  off.  The  difference  between  the  first  and 
third  observations  gives  the  entire  change  in  the  magnetism 
of  the  bar  consequent  on  the  reversal  of  the  current ;  the 
difference  between  the  second  and  fourth  gives  the  entire 
permanent  change,  or,  as  I  may  term  it  for  convenience,  the 
moffnetic  set. 

The  results  were  obtained  by  using  currents  of  four  degrees 
of  intensity,  in  the  first  two  of  which  the  needle  was  at  6  inches 
distance,  in  the  last  two  at  12  inches.  The  latter  results  are 
reduced  to  the  action  at  6  inches  distance  by  employing  the 
data  arrived  at  from  the  foregoing  experiments. 

Table  I. 

Attraction,  at  6  inches,  of  bars  one  yard  long  wrapped 
with  56  feet  of  wire. 


Diameter 
of  bar. 

Intenaity 

of 
oarrent. 

Total  change 

of  magnetiam 

brreTeraal 

ox  corrent. 

Magnetio 
set. 

Total  ohange 

minua 

magnetio 

Bet 

SetdiTided 

bysqaareof 

ourrent. 

Total  change 

minoate^ 

diyided  by 

oorrent. 

iinch 

•0044 
•0197 
•0417 
•1450 

•0164 
•1012 
•3020 

2-7747 

•0014 

•0266 

-1085 

1-7036 

-0150 
-0746 
•1935 

7231 

68-54 
6240 
81-03 

3-409 
3-787 
4-640 
7-387 

^  inch 

•0041 
•0197 
•0414 
•1446 

•0364 
•2336 

•8798 
8-2871 

•0038 

•0628 

•4085 

4-9179 

•0326 

•1708 

•4713 

33692 

226-05 
161-82 
238-34 
235*20 

7-951 

8-670 

11384 

23300 

1  inch 

•0045 
•0194 
•0419 
•1460 

•0857 

•4573 

1-2162 

8-6948 

•0113 

•0882 

•3207 

27628 

•0744 

•3691 

•8955 

5^9320 

55802 
234-35 
182-67 
12961 

16-533 
19-026 
21372 
40-630 

indi.. 

•0045 
•0195 
•0416 
•1404 

•1017 

•5089 

1-0935 

5-6858 

•0128 

-0817 

•1377 

10248 

•0889 

•4272 

-9558 

4-6610 

632-10 

214-86 

79-57 

51-99 

19-765 
21908 
22-976 
33-198 

1 

2 

3 

4 

5 

6 

7 
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Although  the  ooyered  wire  was  fine  and  wound  close  to 
the  iron,  it  could  not  be  expected  to  act  with  exactly  equal 
advantage  in  the  bars  of  small  as  of  large  diameter^  chiefly 
on  account  of  the  circuit  taken  by  the  wire  being,  relatively 
to  the  circumference  of  the  bar,  greater  in  the  small  than  in 
the  large  bars.  In  comparing  the  results  together,  it  should 
therefore  be  borne  in  mind  that  those  obtained  with  the  bar 
of  1^  of  an  inch  in  diameter  are  somewhat  diminished  firom 
the  above  circumstance. 

A  very  cursory  inspection  of  the  results  convinced  me  that 
the  magnetic  set  followed  a  very  different  law  bom  that  which 
regulated  the  magnetic  action  under  the  influence  of  the 
current.  I  have  therefore  subtracted  the  former  firom  the 
latter  in  the  5th  column  of  the  Table.  Even  after  this  sepa- 
ration has  been  effected,  it  will  be  seen  firom  column  7  that 
the  magnetic  action  over  and  above  the  set  increases  with 
considerably  greater  rapidity  than  the  intensity  of  the  cur- 
rent— a  result  which  is,  I  believe,  owing  to  a  portion  of  the 
set  actually  existing  during  the  action  of  the  current  being 
destroyed  on  the  breaking  of  the  circuit.  It  will  be  re- 
marked, on  inspecting  column  6,  that  the  set  of  the  bars 
of  \  and  ^  inch  diameter  increases  nearly  in  proportion  to 
the  square  of  the  current,  but  that  with  the  thicker  bars 
the  ratio  is  diminished;  so  that,  although  the  set  of  the  bars 
of  small  diameter  is  greater  than  that  of  the  large  bars  when 
a  current  of  powerful  intensity  is  employed,  the  reverse  takes 
place  when  a  weak  stream  is  used.  From  the  7th  column  it 
may  be  gathered  that  the  magnetism  induced  by  an  equal 
current,  increasing  at  first  nearly  with  the  section  of  the 
bars,  becomes  ultimately  almost  independent  of  their  thick- 
ness, the  attractions  of  the  ^  inch  and  inch  bars  being  almost 
exactly  equal  to  one  another. 
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Table  II. 

Attraction^  at  6  inches^  of  bars  two  yards  long  yrrapped 
with  112  feet  of  wire. 


Diameter 
of  bar. 

Intensity 

of 
onrrent 

Total  change 

of  magnetism 

br  reversal 

of  onrrent. 

Magnetic 
set 

Total  change 

minus 

magnetic 

set 

Set  divided 

by  square  of 

current. 

Total  change 

minus  set, 

divided  by 

current 

i  inch 

•0042 
•0160 
•0281 
•0988 

•0150 

•0826 

•1440 

1*6531 

•0009 

•0190 

•0410 

1-0030 

•0141 
•0636 
•1030 
•6501 

51-02 

74-22 

51-92 

102-75 

3357 
3-975 
3^665 
6580 

J  inch 

•0042 
•0167 
•0297 
•1048 

•0451 

•2555 

•6227 

6-5007 

•0037 
•0513 
•2392 

4-3887 

•0414 

•2042 

•3835 

21120 

209-75 
183-94 
27117 
399-59 

9-867 
12227 
12-912 
20152 

i  inch 

-0044 
•0192 
•0386 
•1338 

•0937 

•5275 

12243 

106557 

•0095 

•0870 

•2697 

4-9784 

•0842 

•4405 

•9646 

56773 

490  70 
23600 
174-30 

27808 

19136 
22-943 
24-990 
42429 

inch..- 

•0043 
•0178 
•0316 
•1154 

•1280 

•6088 

1-0440 

61017 

•0128 

•0822 

•1833 

16200 

•1152 

•5266 

•8607 

4-4817 

692-27 
25944 
183^56 
12165 

26-791 
29-584 
27237 
38  836 

1 

2 

3 

4 

5 

6 

7 

An  inspection  of  the  above  results^  obtained  from  bars  of 
double  length  wrapped  with  twice  the  length  of  wire,  leads 
to  conclusions  similar  to  those  we  drew  from  Table  I. 

It  appeared  to  me  a  matter  of  very  great  importance  to 
investigate  more  closely  the  laws  which  regulate  the  maff- 
netic  sei,  and  to  determine  with  certainty  whether  the  pro- 
portionality between  the  set  and  the  square  of  the  current, 
leading  as  it  inevitably  would  to  the  better  understanding  of 
the  nature  of  the  molecular  changes  which  occur  in  a  mag- 
netized bar,  existed,  and  to  what  modifications  it  was  subject. 
Seeing,  therefore,  that  the  supposed  law  began  to  fail  when 
the  thicker  bars  were  employed,  in  which  the  mutual  action 
of  the  particles  distributed  over  a  large  section  would  natu- 
rally tend  to  counteract  the  magnetic  induction  developed 
on  the  exterior  surface,  I  constructed  two  straight  electro- 
magnets—one of  an  iron  wire  one  yard  long  and  —^  of  an 
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inch  in  diameter,  the  other  of  an  iron  wire  one  yard  long 
and  £y:5  of  an  inch  in  diameter.  The  former  was  wrapped 
with  a  single  layer  of  covered  copper  wire  ^  of  an  inch  in 
diameter  and  21  feet  long,  the  latter  similarly  with  wire 
27  feet  long.  The  attractions  of  these  wire  electro-magnets 
were  ascertained  at  distances  of  2  and  6  inches.  They  are 
all,  however,  reduced  to  the  latter  distance  by  means  of  the 
data  derived  from  the  comparison  of  the  action  of  the  wire 
electro-magnets  at  the  respective  distances. 

In  the  next  Table  all  the  results,  except  the  last  six, 
were  obtained  at  2  inches  distance,  and  the  observations  are 
divided  by  8*96,  the  relative  attraction  at  2  inches  to  that  at 
6  inches,  called  unity :  the  first  recorded  magnetic  set  was 
deduced  from  the  mean  of  thirty-six  experiments  on  the  at- 
traction at  2  inches  distance.  The  mean  deflection  amoimted 
to  no  more  than  *247  of  a  minute  of  a  degree ;  and  as  the 
error  incident  to  any  single  observation  is  from  1  to  2  minutes 
of  a  degree,  it  follows  that  no  great  reliance  can  be  placed  on 
this  first  result. 

From  the  results  of  Table  III.  it  appears  that,  through 
the  range  of  electrical  intensities  from  '0065  to  '0841,  the 
set  of  the  wire  electro-magnet  is  proportional  to  the  square 
of  the  current;  that  from  the  latter  intensity  to  •1060  the 
set  increases  with  much  greater  rapidity,  varying  at  one  point 
with  the  6th  or  7th  power  of  the  current ;  and  that  from  the 
intensity  *1060  the  rate  of  increase  rapidly  declines  as  the 
limit  of  magnetization  is  approached.  From  the  last  column 
of  the  table  it  will  be  seen  that  the  magnetic  efifect  of  the 
current,  separated  from  the  set,  increases  very  uniformly 
with  the  current,  though  a  little  more  rapidly.  Similar  con- 
clusions may  be  drawn  from  the  results  of  experiments  with 
the  electro-magnet  of  thicker  wire  contained  Table  IV., 
in  which  all  the  observations  but  the  last  four  were  made 
at  2  inches  distance,  and  are  reduced  to  the  standard  of 
the  rest  by  dividing  by  6*668,  the  observed  action  on  the 
needle  at  the  distance  of  2  inches  compared  with  that  at 
6  inches. 
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Table  IV. 

Attraction,  at  6  inches,  of  wire  electro-magnet  ^  inch 

diameter,  1  yard  long,  wrapped  with  27  feet  of  wire. 


Number  of 
experiments 
forming  the 
mean  result. 

Intentitjof 
current* 

Total 
diangeof 
maf^netinn 
by  reversal 
of  current. 

Magnetic 
set 

Total 

change 

minus 

magnetic 

set 

SetdiTided 
br  square 
of  current. 

Total 

diange 

minna  set, 

divided  by 

current. 

44 

20 
20 
10 
10 
10 
10 
.10 
10 
6 

•0043 
•0089 
•0248 
•0493 
•0900 

•1998 
•3448 
11633 

•00213 
•00443 
•01498 
-03835 
-10720 
•18702 
•19404 
•45360 
•68450 
107320 

•00007 
•00027 
•00180 
•00719 
•03611 
•08508 
•10560 
•31840 
•43310 
•48640 

•00206 
-00416 
-01318 
•03116 
•07109 
•10194 
•08844 
•13520 
-25140 
•58680 

3786 
3-408 
2927 
2-958 
4458 

7^976 

3643 

•359 

•479 
•469 
•531 
-632 
790 

•871  1  .5«Q 

-734/^ 
•677 
•729 
•504 

1 

2 

3 

4 

5 

6 

7 

My  next  experiments,  recorded  in  the  following  Table, 
were  made  with  a  bar  of  hard  steel  7  J  inches  long,  ^  of  an 
inch  in  diameter,  wound  with  34  feet  of  silked  copper  wire 
^  of  an  inch  in  diameter,  distributed  in  two  layers.  The 
first  five  observations  were  obtained  at  the  distance  of  3 
inches,  and  are  reduced  to  the  standard  of  the  remaining 
observations  at  9  inches  by  dividing  by  22*763,  the  number 
of  times  that  the  attraction  at  3  inches  was  observed  to  sur- 
pass that  at  9  inches. 

Table  V. 

Attraction,  at  9  inches,  of  steel  electro-magnet  7|  inches  long^ 

J  inch  diameter,  wound  with  84  feet  of  wire. 


Number  of 
experiments 
forming  the 
mean  result 

Intensity 

of 
current 

Total 

change  of 

magnetism 

on  reversing 

the  current 

Magnetic 
set 

Total 

change 

minus 

magnetic 

Set 
dirided 

square  of 
current 

Total 

change 

minnalet 

divided  by 

carrent 

40 

40 

20 

10 

8 

20 

8 

6 

6 

6 

2 

•0045 
•0089 
•0263 
•0489 
•0921 
•1594 
•3201 
•4582 
•5688 
•8381 
1-5108 

•00281 

•00543 

•01663 

•03132 

•06046 

•22992 

•65241 

109119 

145540 

2-22020 

296510 

•0000092 

•0000448 

•0002157 

•0008769 

-0032278 

•02356 

-17791 

•39722 

•58421 

1-03410 

129880 

•00280 
•00539 
•01641 
•03044 
•05723 
-20636 
•47450 
•69397 
•87119 
118610 
166630 

•454 

•566 

-312 

•367 

•381 

•927 

1736 

1892 

1806 

1472 

•569 

•622 

•606 

•624 

•692 

•621 

1294 

1-482 

1514 

1531 

1415 

1103 

1 

2 

3 

4 

5 

6              7        1 
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From  the  preceding  Table  it  appears  that  the  set  of  the 
8teel  bar  increases  ahnost  exactly  with  the  square  of  the 
current  from  the  intensity  *0045  to  '0921;  that  thence  to 
'1594  it  increases  more  rapidly  than  the  cube  of  the  current; 
and  that  from  that  point  it  increases  in  a  gradually  dimi- 
nishing ratio  as  the  point  of  saturation  is  approached.  It 
will  be  remarked  that  the  first  five  numbers  of  column  7  are 
nearly  equal  to  one  another^  but  that  when  the  set  begins 
to  increase  more  rapidly  than  with  the  square  of  the  current^ 
the  magnetism  of  the  bar  over  and  above  the  set  increases 
more  rapidly  than  the  current. 

There  is  a  striking  and  instructive  analogy  between  the 
phenomena  above  pointed  out  and  those  relating  to  the  set 
and  elasticity  of  materials.  Professor  Hodgkinson  has  pointed 
out  that  the  set  or  permanent  change  of  figure  in  any  beam 
is  proportional  to  the  square  of  the  force  which  has  been 
applied^  a  law  which  of  course  is  transgressed  near  the 
breaking-point.  May  we  not  with  propriety  term  the  point 
at  which^  in  the  foregoing  experiments^  the  set  increases  so 
abruptly^  the  magnetic  breaking -point?  Mr.  Thomson  has 
propounded  the  view^  that  the  elasticity  of  all  bodies  is  per- 
fect when  abstraction  is  made  of  the  effect  of  set.  The  fore- 
going Tables  indicate  approximately  the  same  law  respecting 
what  might  be  termed  the  magnetic  elasticity.  The  analogy 
thus  established  between  magnetic  and  ordinary  molecular 
actions^  when  viewed  in  connexion  with  those  changes  of 
dimension  which  take  place  in  iron  bars  by  magnetization^ 
and  which  I  propose  to  study  more  deeply^  promises  to  afford 
a  point  of  view  whence  a  more  perfect  insight  into  the  nature 
of  magnetism  than  we  at  present  possess  may  ultimately  be 
attained. 

Oak  Held,  Moss  Side,  Manchester, 
June  20, 1855. 

POSTSCBIPT. 

Since  the  above  was  written^  I  have  made  the  subjoined 
experiments  on  the  electro-magnetic  attraction  of  contact. 
A  cylinder  of  wrought  iron^  9  inches  long  and  4  inches  in 
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diameter^  had  a  hole  8  inches  in  diameter  bored  along  its 
axis.  The  thickness  of  the  metal  of  the  hollow  cylinder  thus 
formed  was  exactly  half  an  inch.  This  was  cut  longitudinally 
into  two  exactly  equal  pieces,  the  surfaces  of  which  were  then 
carefully  finished.  Each  of  these  semicylinders  was  wound 
with  25  feet  of  covered  copper  wire  -^  inch  in  diameter,  and 
making  fifteen  complete  conyolutions.  One  of  the  semi- 
cylindrical  electro-magnets  thus  formed  was  firmly  secured 
with  its  flat  surfaces  upwards ;  and  the  other,  with  its  flat  sur* 
faces  downwards,  was  suspended  to  the  beam  of  a  balance 
sensitive  to  2  or  3  grains  when  several  pounds  were  in  each 
scale.  A  cup  containing  mercury  was  affixed  to  one  of  the 
terminals  of  the  wire  of  the  subelectro-magnet,  into  whidi  a 
terminal  of  the  wire  of  the  suspended  magnet  dipped.  And^ 
similarly,  a  mercury-cup  attached  to  the  other  terminal  of 
the  suspended  electro-magnet  was  dipped  into  by  a  wire  in 
connexion  with  the  voltaic  battery,  so  as  to  counteract  any 
effect  on  the  balance  which  might  be  produced  by  the  other 
mercury-cup.  Each  semicylindrical  electro-magnet  was  thus 
acted  upon  by  the  same  current  of  electricity,  and  the  result* 
ing  attractions  are  tabulated  below,  each  recorded  number 
being  the  mean  of  four  experimental  determinations — two 
with  the  current  in  one  direction,  and  the  other  two  with  it 
in  the  reverse  direction. 


Table  VI. 
Attraction  in  contact  of  two  semicylindrical  electro-magnets. 
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The  numbers  in  column  5  show  that  the  magnetic  set  ob- 
tained by  a  weak  current  is  nearly  proportional  to  the  square 
of  its  intensity.  On  inspecting  column  4^  it  will  also  appear 
that  the  magnetism  existing  during  the  flow  of  the  current 
follows  the  same  law  so  nearly,  that  we  may  infer  that  it 
possesses  the  character  of  the  magnetic  set.  Experiments 
that  I  have  recently  made  on  the  attraction  of  ordinary 
electro-magnets  for  their  armatures  lead  to  the  same  con- 
clusions. 

December  21, 1855. 


On  the  Fusion  of  Metals  by  Voltaic  Electricity. 
By  J.  P.  Joule,  F.B.S.  &c. 

['  Manchester  Memoirs/  vol.  xiv.  p.  49.    Read  March  4th,  1856.] 

The  attention  of  practical  scientific  men  has  of  late  been 
much  occupied  with  the  question,  how  far  it  is  possible  to 
forge  large  masses  of  iron  without  destroying  the  tenacity 
and  other  valuable  qualities  of  the  metal  employed.  In 
welding  iron,  the  metal  is  raised  to  the  high  temperature  at 
which  it  assumes  a  soft  and  incipient  viscid  consistency. 
Two  pieces  of  iron  in  this  condition  will  adhere  together 
slightly,  if  merely  placed  in  contact  with  one  another.  That 
a  firm  junction  cannot  be  made  in  this  way  is  simply  owing  to 
the  fact  that  few  particles  are  brought  into  contact,  and  that 
the  metallic  continuity  is  only  established  at  those  points. 
The  hammer  is  therefore  employed  to  cause  the  entire 
surfaces  to  meet  together.  The  same  end  has  also  been 
attained  by  the  employment  of  great  pressure ;  and  probably 
we  shall  ultimately  see  large  masses  of  forged  iron  formed  by 
simply  subjecting  a  bundle  of  smaller  pieces,  raised  to  the 
welding  temperature,  to  the  operation  of  great  pressure.  To 
succeed  in  the  latter  process,  it  would,  however,  be  requisite  to 
press  clean  unoxidized  surfaces  together.  Indeed,  the  im- 
portance of  presenting  clean  surfaces  together  in  ordinary 
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welding  caimot  be  too  strongly  insisted  on;  for^  if  oxide  of 
iron  be  present^  a  portion  of  it  will  not  fail  to  remain  at^  or  in 
the  neighbourhood  of^  the  juncture^  and  seriously  impair  the 
quality  of  the  iron  at  those  points. 

It  occurred  to  me  some  months  ago  that  it  might  be  pos- 
sible to  employ  the  calorific  agency  of  the  electric  current  in 
the  working  of  metals.  By  the  use  of  a  voltaic  battery  there 
appeared  to  be  no  doubt  but  that  small  pieces  of  metal 
could  be  fused  into  one  lump.  If  so^  it  was  obvious  that  by- 
employing  a  battery  of  adequate  size  the  largest  masses  of 
wrought  iron  could  be  produced^  the  question  resolving  itself 
simply  into  one  of  cost.  It  was  not  before  the  last  month 
that  I  had  an  opportunity  of  witnessing  an  experiment  on  a 
small  scale.  It  was  performed  at  the  laboratory  of  Professor 
Thomson.  He  surrounded  a  bundle  of  iron  wires  with  char- 
coal^ and^  after  transmitting  a  powerful  current  through  it  for 
some  time^  the  wires  were  found  in  one  part  to  be  completely 
fused  together. 

More  recently  I  have  made  several  experiments  in  which 
the  wires  were  placed  in  glass  tubes^  surrounded  with  char- 
coal, &c.  With  a  battery  of  six  Daniell's  cells  I  have  thua 
succeeded  in  fusing  several  steel  wires  into  one,  uniting  steel 
wires  with  brass,  platina  with  iron,  &c.  I  doubt  not  but  that 
in  many  instances  the  process  would  advantageously  supersede 
that  of  soldering,  especially  when,  for  thermo-electric  or  other 
purposes,  it  is  desirable  to  join  metals  of  difficult  fdsibility 
without  the  intervention  of  another  metal  which  melts  at  a 
lower  temperature. 

Having  demonstrated  the  possibility  of  obtaining  perfect 
jimctions  by  means  of  the  voltaic  current,  let  us  inquire  what 
expenditure  of  battery-materials  would  be  necessarily  in- 
volved. In  the  outset  it  may  be  remarked  that  were  not  heat 
contifiually  removed,  by  conduction,  convection,  and  radia- 
tion, from  a  wire  carrying  a  current  of  however  low  a  degree 
of  intensity,  the  wire  would  ultimately  attain  an  excessively 
high  temperature  on  account  of  the  continuous  augmentation 
of  heat  within  it.  Now  the  escape  of  heat  may  be  largely 
prevented  by  means  of  non-conducting  substances,  and  will  be 
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nearly  proportional  to  the  surfaces^  so  that  by  employing 
sufficiently  large  masses  of  metal^  and  surrounding  them  with 
non-conducting  materials^  it  may  be  reduced  to  almost  any 
extent.  The  quantity  of  zinc  required  to  fuse  a  large  mass 
of  iron  may  therefore  be  estimated  as  follows : — 

I  have  shown^  in  a  paper  already  communicated  to  the 
Society,  that  the  quantity  of  heat  due  to  the  intensity  of  a 
DanieU's  cell  is  6°*129  per  pound  of  water  for  every  33  grains 
of  einc  dissolved*.  In  working  with  a  voltaic  battery,  it  is 
generally  an  advantageous  arrangement  to  make  the  resistance 
of  the  battery  one  half  that  of  the  entire  circuit.  Hence, 
as  the  quantity  of  heat  evolved  in  any  part  of  the  circuit  is 
proportional  to  its  resistance,  we  may  take  half  the  above, 
or  3^*064  per  pound  of  water,  as  the  heat  which  may  be  ad- 
vantageously produced  outside  a  Darnell's  battery  by  the 
dissolution  of  33  grains  of  zinc.  Calling  the  temperature  of 
incipient  fusion  of  iron  4000°  above  the  ordinary  temperature 
of  the  atmosphere  and  the  specific  heat  of  iron  0*11,  we  find 
4740  grains  of  zinc  to  be  the  quantity  consumed  in  the  voltaic 
battery  in  order  to  raise  one  pound  of  iron  to  the  temperature 
of  fusion.  But  as  a  considerable  quantity  of  heat  will  be 
rendered  ^'  latent,^^  6000  grains  may  be  taken  as  the  estimate 
of  minimum  consumption  of  zinc,  in  a  DanielFs  battery,  in 
order  to  efEect  the  fusion  of  one  pound  of  iron. 

The  same  effect  is  due  to  the  heat  evolved  by  the  combus- 
tion of  500  grains  of  coal;  but,  on  account  of  the  large  quantity 
of  heat  which  must  necessarily  escape  up  the  chimney  of  a  hot 
furnace,  we  may  estimate  the  minimum  actual  consumption 
at  1000  grains. 

The  quantity  of  zinc  consumed  in  the  voltaic  process  is  there- 
fore nearly  equal  to  that  of  the  iron  to  be  melted ;  but  it  would 
be  possible  to  effect  the  same  object  in  a  more  economical 
manner,  by  availing  ourselves  of  the  use  of  the  magneto- 
electrical  machine.  This  machine  enables  us  to  obtain  heat 
from  ordinary  mechanical  force,  which  mechanical  force  may 
again  be  derived  from  the  conversion  of  heat,  as  in  the  steam- 
engine.    In  a  steam-engine  it  is  practically  possible  to  convert 

»  Memoirs  of  the  Literary  and  Philosophical  Society,  vol.  vii.  p.  94. 
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at  least  one  fifth  of  the  heat  due  to  the  combustion  of  coal 
into  force ;  and  one  half  of  this  force  applied  to  work  a  mag- 
neto-electrical machine  may  be  evolved  in  the  shape  of  heat. 
Hence^  then^  it  is  possible  to  arrange  machinery  so  as  to  pro- 
duce currents  of  electricity  which  shall  evolve  one  tenth  of  the 
quantity  of  heat  due  to  the  combustion  of  the  coal  employed. 
So  that  5000  grains  of  coal  used  in  this  way  would  suffice 
for  the  fusion  of  one  pound  of  iron. 


Note  on  Dalton's  Determination  of  the  Expansion  of 
Air  by  Heat.    By  J.  P.  Joule,  LL.D.,  FM.S.,  ^c, 

[*  Manchester  Memoirs/  vol.  xv.  p.  143.     Read  November  2nd,  1868.] 

In  the  twenty-first  volume  of  the  Memoirs  of  the  Academy 
of  Sciences^  p.  23,  Mr.  Begnault^  in  the  course  of  a  dis- 
cussion of  the  various  coefficients  given  for  the  expansion 
of  air,  by  different  experimenters,  remarks  that  Rudberg 
had  brought  to  recollection  an  observation  made  by  Gilbert, 
in  his  '  Annals,^  to  the  effect  that  the  experiments  of  Dalton 
and  Gay-Lussac,  which  had  been  considered  as  giving  almost 
identical  results,  differed,  on  the  contrary,  very  considerably 
from  one  another.  Then,  referring  to  Dalton's  experiment, 
related  in  the  '  Manchester  Memoirs,'  vol.  v.  part  ii.  p.  599, 
Regnault  shows  that  if  1000  measures  of  air  at  55**  Fahren- 
heit expand  to  1325  at  212^,  1000  measures  taken  at  82^ 
will  become  1391  at  212^.  Upon  this  he  goes  on  to  remark 
that  Dalton  did  not  appear  to  have  been  aware  of  the  error 
which  had  crept  into  his  calculations,  for  he  says,  in  his  ^  New 
System  of  Chemical  Philosophy,*  that  the  volume  of  air, 
according  to  Gay-Lussac's  and  his  own  experiments,  being 
taken  1000  at  32°  becomes  1376  at  212^ 

On  reading  the  remarks  of  the  eminent  French  physicist, 
the  extreme  improbability  that  a  man  so  notoriousl^^exact 
and  careful  in  his  mathematical  and  arithmetical  computs^ipn^ 
as  Dalton  should  have  made  the  gross  error  imputed  to  flV 
at  once  occurred  to  me.     I  therefore,  on  consulting  Dalton% 
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works^  was  not  surprised  to  find  that  his  commentators  had 
entirely  misunderstood  the  facts  of  the  case.  These  are  as 
follow : — ^Dalton^  in  his  ''  Experimental  Essays/^  read  before 
this  Society  in  the  month  of  October  1801^  describes  experi- 
ments on  the  expansion  of  air  by  heat^  the  results  of  which, 
referred  to  the  freezing-point,  are  accurately  stated  by  Begnault. 
But  in  the  '  New  System  of  Chemical  Philosophy/  published 
in  1808,  under  the  article  '^Temperature/'  Dalton,  while 
explaining  his  New  Table  of  Temperature,  writes: — ''The 
volume  at  32°  is  taken  1000,  and  at  212°  1376,  according  to 
Gay-Lussac's  and  my  own  experiments.  As  for  the  expansion 
at  intermediate  degrees,  Greneral  Boi  makes  the  temperature 
at  midway  of  total  expansion,  116^^  old  scale;  from  the 
results  of  my  former  experiments  (Manch.  Mem.  yol.  v. 
part  ii.  p.  599)  the  temperature  may  be  estimated  at  119^^; 
but  I  had  not  then  an  opportunity  of  having  air  at  32^.  By 
more  recent  experiments  I  am  convinced  that  dry  air  of  32° 
will  expand  the  same  quantity  from  that  to  IIT*'  or  118**  of 
common  scale,  as  from  the  last  term  to  212°.''  The  first  part 
of  the  above  extract  contains  the  passage  quoted  by  Begnault, 
oat  its  meaning  is  obviously  not  that  which  he  infers.  The 
experiments  which  Dalton  states  to  agree  with  Gay-Lussac's 
are  clearly  some  unpublished  ones  made  subsequently  to  those 
described  in  the  '  Manchester  Memoirs.'  He  nowhere,  that 
I  can  discover,  advances  the  assertion,  attributed  to  him  by 
Gilbert  and  adopted  by  Budberg  and  Begnault,  that  his 
former  "experiments"  agree  exactly  with  those  of  Gay- 
Lussac.  They  were,  however,  highly  important  at  the  time 
when  they  were  made,  and  justified  the  approximately  correct 
conclusion  he  drew,  that  all  elastic  fluids  under  the  same 
pressure  ewpand  equally  by  heat. 

Dalton  was  at  once  aware  of  the  immense  importance  of 
this  law,  and  in  a  sentence  prophetic  of  the  advancement  of 
the  theory  of  heat  in  recent  times,  pointed  to  the  force  of  heat 
as  the  sole  and  immediate  source  of  expansion  in  elastic  fluids, 
and  predicted  that  a  study  of  their  phenomena  would  ulti- 
mately lead  to  general  laws  respecting  the  absolute  quantity 
and  the  nature  of  heat. 

2o 
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On  the  Utilization  of  the  Sewage  of  London  and  other 
large  Towns.    By  J.  P.  Joule,  LL.D.,  F.RS.j  &c. 

['  Manchester  Memoirs/  vol.  xv.  p.  146.] 

I  HAYS  learned  with  regret  that  a  system  of  metropolitan 
drainage  has  been  adopted^  and  is  about  to  be  attempted  by 
the  Metropolitan  Board  of  Works^  which  I  consider  to  be  a 
stride  in  the  wrong  direction^  and  which,  if  persevered  in  and 
copied  by  other  towns,  must  be  fraught  with  disastrous  con- 
sequences to  the  national  prosperity.  I  cannot,  however,  say 
that  I  felt  much  surprised  at  the  intelligence,  as  I  knew  that 
the  advice  and  assistance  of  scientific  men  had  not  been 
sought,  except  in  one  or  two  solitary  instances,  and  that  the 
professional  engineers  consulted  had  been  limited  to  only  a  few, 
however  eminent,  individuals,  who  differ  among  themselves 
as  to  the  contemplated  works.  On  a  question  of  such  vital 
importance  as  that  which  has  been  raised,  I  think  all  ought 
to  contribute  what  experience,  information,  or  common  sense 
they  possess,  and  so  form  a  concentrated  expression  of 
opinion  which  cannot  be  disregarded.  I  therefore,  though 
the  subject  is  somewhat  new  to  me,  hesitate  not  to  introduce 
it  to  the  Society,  in  the  hope  of  eliciting  the  opinions  of  those 
who  may  have  studied  it  better  than  mjrself . 

From  the  Report*  of  Messrs.  Hawksley,  Bidder,  and 
Bazalgette,  I  find  that  the  history  of  the  present  question  of 
London  sewi^e  dates  from  the  year  1847,  when,  instead  of 
the  eight  separate  commissions  which  had  previously  existed, 
a  consolidated  one  was  appointed.  This  was  shortly  followed 
by  a  second,  which  advertised  for  and  obtained  116  plans. 
A  third  and  fourth  commission  reported  against  those  plans, 
and  appointed  Mr.  Forster  as  their  engineer,  who,  after 
preparing  a  plan  for  the  drainage  of  the  north  district  of  the 
Thames,  died  in  consequence  of  the  anxieties  of  his  position. 

*  Report  presented  to  the  Metropolitan  Board  of  Warks,  orderad  hj 
the  House  of  Commons  to  be  printed  ISth  July,  1868. 


OF  LONDON  AND  OTHER  TOWNS.  387 

A  fifth  commission  was  embarrassed  by  the  plans  of  the 
'*  Great  London  Drainage  Company/'  which,  after  occupying 
a  great  part  of  the  session  of  1863,  were  ultimately  rejected 
by  Parliament.  In  1854  Messrs.  Bazalgette  and  Haywood 
prepared  a  scheme ;  but  another  proposal  by  Mr.  Ward  haying 
received  the  sanction  of  the  Secretary  of  State,  a  sixth  com- 
mission was  appointed,  which  invited  plans,  but  arrived  at  no 
conclusions.  In  1856  the  Metropolitan  Board  instructed 
their  engineer  to  report  and  prepare  plans.  Sir  B.  Hall 
proposed  modifications  which  were  adopted.  This  final  plan 
was  submitted  to  three  referees,  viz..  Captain  Gtdton,  B.E., 
James  Simpson,  C.E.,  and  Thomas  E.  Blackwell,  C.E.,  who 
reported  thereon  in  July,  1857  *,  and,  on  their  report  being 
objected  to  by  the  Board,  suggested  material  modifications  of 
the  plans  proposed  in  the  report  submitted  to  Parliament  by 
Her  Majesty's  first  Commissioner  of  Works.  A  further 
communication  firom  Messrs.  Galton  and  Simpson,  involving 
a  third  plan  with  further  modifications,  was  made  in  January 
and  February,  1858.  Finally,  at  the  request  of  the  Metro- 
politan Board,  Messrs.  Bidder,  Hawksley,  and  Bazalgette 
reported,  on  the  6th  of  April,  1858,  on  the  plans  of  the  Gtovem- 
ment  Referees  as  firom  time  to  time  modified.  This  last 
report,  which  in  general  opposes  the  plans  of  the  Referees, 
appears  to  be  the  one  finally  adopted  by  the  Board  of  Works 
on  June  the  29th,  1858. 

In  justice  to  the  eminent  engineers  I  have  named,  it  is 
needful  to  premise  that  the  duty  they  were  called  on  to  per- 
form was  rather  to  carry  out  a  system  predetermined  by  the 
hasty  voice  of  public  opinion,  than  to  devise  a  plan  entirely 
agreeable  to  their  own  views. 

It  would  be  beyond  my  province  as  well  as  my  ability  to 
describe  the  vast  works  which  are  now  being  attempted 
in  conformity  with  the  last  resolution  of  the  Metropolitan 
Board.  It  will,  however,  be  sufficient  to  describe  the  general 
principle,  in  order  to  enable  us  to  decide  how  far  the  two 
great  objects,  which  any  reasonable  person  must  place  before 

*  Report  on  Metropolitan  Drainage,  ordered  by  the  House  of  Commons 
to  be  printed  Sid  Angost,  1867. 
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him,  will  be  met.  These  are,  first,  and  I  say  especially,  as  it 
to  a  great  extent  iijicludes  the  second,  the  economical  use  of 
sewage ;  second,  the  beauty  and  healthfulness  of  the  metro- 
polis. And  here  it  is  most  deeply  to  be  r^retted  that  the 
projectors  generally,  instead  of  appl}ring  themselves  to  the 
fair  consideration  of  both  the  above  objects,  have  hastily 
abandoned  the  first  one,  so  that,  even  if  the  plans  answer 
the  intention  of  the  designers,  the  first  great  object  will  be 
further  than  ever  from  its  realization.  In  fact,  to  illustrate 
how  steadily,  and  I  may  say  determinedly,  the  opposition 
to  economy  has  been  carried  on,  I  have  only  to  quote  the 
following  language  of  the  Government  Referees  in  page  33  of 
their  Report: — "We  consider  it  very  inexpedient  for  the 
Metropolitan  Board  of  Works  to  adopt  any  plan  which  is 
based  upon  the  deodorization  or  the  utilization  of  sewage; 
that  if  an  attempt  is  to  be  made  to  utilize  London  Sewage,  it 
should  made  by  private  enterprize  /'  and  in  pi^e  43 : — ^*  That 
the  value  of  the  fertilizing  matter  contained  in  London  sewage 
is  undoubtedly  great ;  but  that  the  large  quantity  of  water 
with  which  it  is  diluted  precludes  the  possibility  of  separating 
more  than  about  one  seventh  part  of  this  fertilizing  matter 
by  any  known  economical  process ;  that  a  copious  dilution  of 
the  sewage  is  necessary  to  the  health  of  the  inhabitants  of 
the  metropolis;  and  that  therefore  the  sacrifice  entailed  by 
the  dilution  must  be  endured." — The  plain  meaning  of  all 
this  I  take  to  be :  We  will  take  care  to  dilute  and  remove  the 
sewage,  and  then  when,  as  we  have  shown,  private  enterprize 
will  be  unremunerative,  we  toill  invite  it. 

Sketch  of  the  Scheme  of  the  Metropolitan  Board. — On  the 
north  side  the  scheme  consists  of  a  main  high-level  sewer, 
to  intercept  the  fall  from  the  higher  ^parts,  extending  from 
Hampstead ;  a  main  middle-level  sewer  from  Kensal  Green; 
and  a  main  low-level  sewer  from  Yauxhall-Bridge  Road. 
All  these  terminate  near  Bow,  whence,  the  united  streams 
pass  in  a  channel  formed  of  a  triple  culvert  of  brickwork  to 
Barking  Creek.  On  the  south  side  a  similar  system  of  high- 
level  and  low-level  sewers  is  to  extend  from  Clapham  and 
Putney  to  Gr^nwich,  and  thence  to  be  carried  forward  in 
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one  mam  through  Woolwich  to  Crossness  Pointy  a  place  mid- 
way between  Woolwich  and  Erith.  Pumps  are  to  be  em- 
ployed to  raise  the  sewage  at  certain  points^  and  storm-over- 
flows are  to  enable  the  mains  to  discharge  themselves  through 
the  previous  system  of  sewers  into  the  river  within  the  limits 
of  the  metrepolis^  whenever  in  consequence  of  a  sudden  fall 
of  rain  the  former  are  overcharged.  Two  large  reservoirs  are 
to  be  placed  at  the  outfalls  of  the  two  great  mains^  with  the 
object  of  retaining  the  sewage  until  after  full  tide^  when  it  is 
to  be  discharged  into  the  Thames. 

The  utilization  of  sewage  is  ignored  in  the  scheme  of 
which  I  have  just  given  an  outline.  Will  it  answer  the  ob- 
ject for  which  it  is  solely  designed — ^that  of  purifymg  the 
Thames,  and  increasing  the  healthfiilness  of  the  district? 
To  reply  to  this  question^  we  must  consider^  1st,  the  operation 
of  the  principle  of  intercepting  and  diverting  the  sewage  from 
it  original  course.  The  present  sewers  in  their  usual  func- 
tions will  have  to  be  considered  as  taking  their  rise  at  the 
points  where  they  are  crossed  by  the  mains.  Hence  their  size 
will  be  larger  than  it  ought  to  be  for  the  diminished  current, 
and  accumulations  will  result^  which  latter  will  be  carried  in 
time  of  storm-overflow  into  the  Thames.  A  striking  proof 
that  such  accumulations  are,  even  under  the  present  system, 
liable  to  take  place  and  be  carried  off  during  storms  is 
adduced  by  Dr.  Hofmann  and  Mr.  Witt.  These  chemists 
state  that  when,  after  a  sudden  and  heavy  fall  of  rain,  the  flow 
of  the  Savoy-Street  sewer  had  increased  sixfold,  they  found 
that,  instead  of  the  sewage  being  thereby  diluted,  a  given 
volume  actually  contained  more  than  twice  the  quantity  of 
solid  constituents  which  it  contained  under  normal  circum- 
stances. 

2nd.  I  doubt  whether  mains  built  of  brick^  however  well 
cemented,  can  be  depended  upon  to  convey  sewage.  Brick 
is  usually  porous,  and  in  that  state  it  cannot  be  doubted 
that  sewage-water  will  filtrate  through  it  and  thus  gradually 
contaminate  the  adjacent  ground.  The  injurious  effects  of 
such  infiltration  ought  not  to  be  overlooked  in  a  system  of 
mains  extending  to  a  total  length  of  sixty  miles. 
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3rd.  That  portion  of  sewage  which  arrives  at  the  outfalls 
will  not  be  entirely  prevented  from  returning  to  the  metro- 
polis. I  arrive  at  this  conclusion  firom  the  &ct  that  the  sea- 
water  penetrates  occasionally  as  far  as  London  Bridge.  The 
river  is  frequently  brackish  at  Barking  Creek  and  Woolwich. 
Experiments  with  floats  may  induce  fallacious  conclusions  in 
this  respect,  since  it  is  probable  that  the  scour  of  the  flood- 
tide  at  the  bottom  of  the  estuary  is  greater  than  that  of  the 
ebb-tide. 

4th.  The  Thames  will  be  rendered  particularly  noxious  at 
the  point  where  so  vast  a  quantity  of  offensive  matter  is  to  be 
concentrated.  By  what  justice  a  nuisance  can  be  removed 
from  ourselves  to  be  placed  under  the  noses  of  our  neighbours 
I  know  not.  Nor  can  I  appreciate  the  wisdom  of  sacrificing 
the  purity  of  the  air  inhaled  by  the  inhabitants  of  Greenwiclb 
Woolwich^  Oravesend^  &c.^  and  the  immense  floating  popu- 
lation^^ in  the  doubtfiil  attempt  to  make  the  air  of  the 
metropolis  more  wholesome. 

5th.  The  air  confined  in  the  new  drains  will  be  a  serious 
increase  to  the  already  enormous  volume  of  putrid  gases  in 
the  sewers.  The  Qovemment  Referees  make  just  and  forcible 
remarks  upon  this  evil.  They  state  that  '^  the  effect  of  trap- 
ping the  street  gully-drains^  without  providing  other  ventila- 
tion of  the  sewers,  is,  that  the  noxious  gases  generated  in  the 
sewers  are  forced  into  the  houses  when  the  flow  of  sewage 
increases,  the  syphon-traps  of  water-closets  and  sinks  being 
the  points  at  which  the  least  resistance  is  presented  to  their 
escape  from  the  sewers.  To  obviate  these  evils,  the  plan  has 
been  partially  adopted  of  providing  in  the  middle  of  the 
street  untrapped  openings  in  the  sewers.  These  openings 
must  be  endured  until  a  better  mode  of  ventilation  shall  be 
adopted,  although  the  foul  smells  they  emit  are  frequently 
very  great  nuisances  "  f.    In  addition  to  the  cause  assigned 

*  <<  It  is  extremely  undeaiiaUe  in  a  sanitary  point  of  view  to  oaiise 
sewage-water  to  be  intermixed  with  sear-water."— ilfetars.  Hawktley^ 
Bidder f  and  BasbdigeMs  Beport^  p.  52. 

t  Report  of  (Government  Referees,  p.  40. 
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by  the  Referees  for  the  expulsion  of  the  poisonous  gases^  I 
will  mention  the  changes  of  atmospheric  pressure.  The  fall 
of  the  barometer  of  one  inch  will  of  course  occasion  the 
liberation  of  one  thirtieth  of  the  entire  volume  of  gas.  The 
smell  so  generally  observed  to  arise  in  the  neighbourhood  of 
drains  before  rain  may  probably  be  referred  to  this  cause. 
It  is  also  worthy  of  remark,  that  in  winter  the  comparatively 
warm  air  of  the  sewers  will  have  a  tendency  to  rise.  May 
not  the  greater  mortality  during  that  part  of  the  year  be 
partly  attributed  to  this  circumstance  ? 

6th.  The  proposed  system  must  be  considered  a  filthy 
one,  as  instead  of  removing  sewage  to  the  soil,  which  is  the 
natural  deodorizer,  it  will  cause  its  accumulation  in  the  bed 
of  the  river  at  a  distance  of  only  a  few  miles  from  the  city. 
Even  the  liquid  portion  will  remain  for  months  near  the  spot 
where  it  is  introduced,  as  is  proved  by  the  experiments  of 
Mr.  Forster,  who  found  that  a  float  put  into  the  river  at  Bark- 
ing advances  only  five  miles  in  its  course  towards  the  sea  in 
an  entire  fortnight  *. 

The  above  are  some  of  my  reasons  for  believing  that  the 
proposed  plan  of  the  Board  of  Works  will  fail  in  promoting 
the  object  to  attain  which  the  promoters  have  sacrificed  what 
ought  to  have  been  their  first  consideration.  I  enter  not 
now  on  various  points,  such  as  the  destruction  of  fish  in  the 
river  and  in  the  wells  of  ships,  and  consequent  interference 
with  a  useful  trade;  the  formation  of  banks  apprehended  by 
some,  and  the  consequent  impediment  to  navigation;  the 
expense;  and  other  details  which  must  be  of  minor  im- 
portance in  a  question  ultimately  involving  the  life  and  sub- 
sistence of  an  entire  population. 

The  Government  Referees  remark  that  the  pollution  of 
streams  by  sewage  throughout  the  country  is  an  evil  which 

♦  Report  of  Oovernment  Referees,  p.  172.  Walter  Crum,  Esq.,  F.RS., 
has  suggested  to  me  as  very  possible  that  there  may  be  times  when  a 
greater  quantity  of  water  enters  the  Thames  by  flood  than  goes  out  by 
ebb-tide,  owing  to  the  large  quantity  of  water  taken  from  the  river  by 
evaporation  in  dry  and  hot  weather. — See  Dalton  on  Rain,  Evaporation, 
&c, '  Manch.  Memdrs,'  vol.  v.  p.  846. 


392  THE  UTILIZATION  OF  THE  SEWAGE 

is  increasing  with  improved  house-drainage^^  and  they 
sought  to  place  the  outfalls  as  low  as  Sea  Beach.  The  pre- 
sent is  a  plan  which  supplements  and  perpetuates  the  evil  of 
which  they  complain ;  a  new  patch  is  to  be  added  to  the  old 
garment^  and  as  a  natural  consequence  the  rent  will  be  made 
worse.  An  evil  ought  to  be  honestly  and  fairly  met,  not 
merely  slurred  over  and  disguised. 

I  now  pass  from  the  consideration  of  works  which  when 
completed  will,  there  is  every  reason  to  believe,  result  in  total 
failure,  and  I  will  endeavour  to  show  the  practicability  of 
realizing  the  first  great  object  of  removing  sewage,  viz.  its 
utilization.  Much  has  been  said  on  this  subject  since 
Mr.  John  Martin  in  1828  drew  attention  to  the  waste  which 
was  even  then  going  on ;  but,  judging  firom  the  acts  of  public 
bodies,  it  would  seem  to  be  still  doubtful  in  the  minds  of  a 
great  portion  of  the  community  whether  the  saving  of  the 
manure  of  cities  is  a  matter  of  any  considerable  importance. 
It  is  therefore  desirable  that  the  actual  facts  should  be  con- 
stantly brought  under  review.  For  this  purpose  I  might 
bring  the  evidence  of  nearly  every  scientific  chemist,  but  will 
content  myself  with  quoting  from  Liebig,  both  on  account 
of  the  great  attention  he  has  paid  to  the  subject  and  the 
circimistance  that,  having  been  interested  in  artificial  ma- 
nures, he  is  not  liable  to  be  unduly  biassed  in  favour  of 
natural  ones.  At  page  177  of  his '  Chemistry  of  Agriculture 
and  Physiology  *  this  distinguished  philosopher  says :— '*  The 
mineral  ingredients  of  food  have  been  obtained  firom  our 
fields,  having  been  removed  from  them  in  the  form  of  seeds, 
of  roots,  and  of  herbs.  In  the  vital  processes  of  animals 
the  combustible  elements  of  the  food  are  converted  into  com- 
pounds of  oxygen,  while  the  urine  and  fsdcea  contain  the 
constituents  of  the  soil  abstracted  firom  our  fields ;  so  that  by 
incorporating  these  excrements  with  our  land  we  restore  it  to 
its  original  state  of  fertility.    If  they  are  given  to  a  field 

*  The  pollation  of  springs  is  a  still  more  serious  evil,  in  many  instances 
involying  the  necessity  of  conyeying  the  rain  which  falls  on  the  moon 
through  a  long  series  of  pipes.  It  is  to  be  doubted  whether  such  water 
is  as  good  for  drinMng-purposes  as  uncontaminated  spring-water. 
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deficient  in  ingredients  necessary  for  the  growth  of  plants^  it 
will  be  rendered  fertile  for  all  kinds  of  crops.  A  part  of  a 
crop  taken  from  a  field  is  used  in  feeding  and  fattening 
animals  which  are  afterwards  consumed  by  man.  Another 
part  is  used  directly  in  the  form  of  potatoes^  meal^  or  vege- 
tables ;  while  a  third  part^  consisting  of  the  remnants  of 
plants,  is  employed  as  litter  in  the  form  of  straw.  Sec.  It  is 
evident  that  all  the  constituents  of  the  fields,  removed  from  it 
in  the  form  of  animals,  com,  and  fruit,  may  again  be  obtained 
in  the  liquid  and  solid  excrements  of  man,  and  in  the  bones 
and  blood  of  slaughtered  animals.  It  altogether  depends 
upon  us  to  keep  our  fields  in  a  constant  state  of  composition 
and  fertility  by  the  careful  collection  of  these  substances. 
We  are  able  to  calculate  how  much  of  the  ingredients  of  the 
soil  are  removed  by  a  sheep,  by  an  ox,  or  in  the  milk  of  a 
cow,  or  how  much  we  convey  from  it  in  a  bushel  of  barley, 
wheat,  or  potatoes.  From  the  known  composition  of  the 
excrements  of  man,  we  are  also  able  to  calculate  how  much 
of  them  it  is  necessary  to  supply  to  a  field  to  compensate  for 
the  loss  that  it  has  sustained.^^  Again,  in  page  181^  he 
says : — ''  In  the  solid  and  hqmd  excrements  of  man  and  of 
animals  we  restore  to  our  field  the  ashes  of  the  plants  which 
served  to  nourish  these  animals.  These  ashes  consist  of 
certain  soluble  saltr  and  insoluble  earths  which  a  fertile  soil 
must  yield,  for  thoy  are  indispensable  to  the  growth  of 
cultivated  plants.  It  cannot  admit  of  a  doubt  that,  by  intro- 
ducing these  excrements  to  the  soil,  we  give  to  it  the  power 
of  affording  food  to  a  new  crop,  or,  in  other  words,  we  rein- 
state equilibrium  which  had  been  disturbed.  Now  that  we 
know  that  the  constituents  of  the  food  pass  over  into  the 
urine  and  excrements  of  the  animal  fed  upon  it,  we  can  with 
great  ease  determine  the  different  value  of  various  kinds  of 
manure.  7^  solid  and  liquid  excrements  of  an  animal  are 
of  the  highest  value  as  manure  for  those  plants  which 
furnished  food  to  the  animal/' 

From  the  above  incontestable  principles  we  may  easily 
calculate  the  magnitude  of  the  loss  which  is  sustained  by  the 
waste  of  sewage.    If  the  excrements  of  an  animal  are  not 
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returned  to  the  soil^  the  food  of  that  animal  cannot  be  repro- 
duced. Hence  the  amount  of  barrenness  communicated  to 
the  soil  by  the  system  now  endeavoured  to  be  enforced  in  our 
towns  may^  considering  no  food  or  manure  to  be  imported 
from  other  countries^  be  directly  estimated  by  the  food  con- 
sumed by  the  inhabitants.  Dalton^  in  the  fifth  yolume  of  the 
'  Manchester  Memoirs/  2nd  series^  has  given  the  a^regate  of 
the  articles  of  food  consumed  by  himself  in  fourteen  days^ 
his  habits^  daily  occupations^  and  manner  of  living  being 
exceedingly  r^ular.    They  are  : — 

Bread 163  oz.           Milk  ....  435i  ojb. 

Oatcake 79  „             Beer  ....  230    „ 

Oatmeal 12  „             Tea    ....     76    „ 

Butcher's  meat . .  54}  „ 

Potatoes 130  „ 

Pastry     55  „ 

Cheese   32  „ 

Total 625^  ,,  solids.  741)  „  flmds. 

Much  more  than  the  above  quantities  are  consumed  by  the 
luxurious^  much  less  by  the  aged  and  invalid.  I  think  on 
the  whole,  and  for  our  present  purpose,  that  we  may  take 
them  as  the  food  of  every  man,  woman,  and  child  in  the 
metropolis.  Hence  we  may  infer  that  the  2,600,000 
inhabitants  of  London  consume  every  day  provisions  equiva- 
lent to — 

1,816  tons  of  bread.  505,000  gallons  of  milk. 

282  tons  of  butcher's  meat.      267,000  gallons  of  beer. 
674  tons  of  potatoes.  88,000  gallons  of  tea. 

285  tons  of  pastry. 
166  tons  of  cheese. 

Total . .  2,723  tons  of  solid,  and  860,000  gallons  of  liquid  food. 

This  is  therefore  the  daily  rate  at  which  the  productive  pow» 
of  the  country  suffers  by  the  waste  of  one  large  town,  and  this 
is  done  in  the  face  of  a  rapidly  increasing  population.  Tet 
there  are  many  who  treat  the  subject  entirely  as  a  commer- 
cial one;  and  if  the  cost  of  transit  is  such  as  to  prevent  sewage 


OF  LONDON  AND  OTHER  TOWNa  805 

competing  with  gaano  in  the  market^  they  argue  that  it  ought 
to  be  thrown  away  as  refnse.  But  this  is  a  fallacious^  narrow- 
minded^  and  selfish  view  of  the  subject.  In  order  apparently 
to  save  ourselves  a  little  money  at  the  present  moment  it 
entails  a  heavy  burden  on  the  inhabitants  of  the  country  in 
subsequent  years.  Ouano  will  not  last  for  ever.  According 
to  the  Peruvian  Survey^  the  Chincha  Islands  can  yield 
18yKX)9000  tons.  Of  this  quantity  Great  Britain  alone 
consumed  in  1857  no  less  than  288^862  tons^  which,  if  we 
consider  the  entire  waste  of  sewage  in  Great  Britain  to  be 
double  that  of  London,  will  almost  exactly  make  up  for  it  in 
money  value.  If  the  produce  of  the  above  islands,  which 
afford  the  best  goano,  be  reserved  for  the  sole  use  of  Great 
Britain,  it  will  last  only  sixty -three  years  at  the  present  rate 
of  consumption.  I  am  aware  that  other  supplies  have  been 
found  in  various  parts  of  the  world,  and  that  there  is  a 
trifling  additional  deposit  each  year.  But  when  we  consider 
the  competition  which  will  eventually  take  place  on  the 
part  of  other  countries  to  secure  so  valuable  a  manure,  and 
also  the  ever  increasing  difficulties  of  obtaining  it,  we  cannot 
trust  to  our  being  able  to  import  it  in  the  quantities  we  now 
do  for  even  so  long  a  period  as  that  above  named. 

In  addition  to  the  help  derived  from  guano,  the  soil  of 
Britain  is  relieved  from  the  present  effects  of  sewage  waste 
by  large  importations  of  com  and  cattle  and  of  bone-manure. 
But  such  a  supply  can  continue  only  so  long  as  foreign 
governments  remain  in  ignorance  of  the  permanent  injury 
sustained  by  their  fields.  Liebig,  in  his  '  Agricultural  Che- 
mistry,' complains  that,  if  the  exportation  of  bones  continued 
on  the  then  scale,  the  German  soil  would  become  gradually 
exhausted. 

Besides,  we  ought  not  to  be  satisfied  with  merely  keeping 
the  productive  power  of  our  agriculture  from  decline.  With 
a  rapidly  increasing  population  the  wisest  course  would  be  to 
reserve  such  supplies  of  guano  as  we  may  be  able  to  obtain  for 
the  purpose  for  which  nature  appears  to  have  designed  it — 
that  of  forming  a  fertile  soil  where  sterility  at  present  exists. 

In  concluding  this  part  of  my  subject  I  would  urge  the 
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importance  of  recollecting  that^  in  the  estimate  of  fertility^ 
regard  should  be  paid  not  only  to  tlie  weight  of  a  crop  but 
also  to  its  nutritive  value^  determined  in  each  case  by  chemical 
analysis.  Liebig  states  that  an  increase  of  animal  manure 
gives  rise  not  only  to  an  increase  of  the  number  of  seeds^  but 
also  to  a  most  remarkable  increase  in  the  proportion  of  those 
nitrogenous  substances  which  are  the  most  important  con- 
stituents of  food. 

Haying  endeavoured  to  show  the  imperative  necessity,  I 
will  say  a  few  words  on  the  means,  of  putting  a  stop  to  the 
present  waste.  The  first  step  I  conceive  should  be  to  pro- 
hibit the  introduction  into  the  sewage  of  any  oi^anic  matter 
which  can  be  avoided.  For  instance,  scavengers  should  be 
constantly  employed  in  collecting  and  removing  horse-dung 
from  the  streets.  The  present  system  of  sending  carts  round 
at  long  intervab  of  time  allows  by  far  the  larger  portion  of 
this  manure  to  be  washed  by  rain  into  the  sewers,  thus  form- 
ing a  very  serious  addition  to  their  impurity. 

Then  why  should  slaughter-houses  be  tolerated  ?  If  only 
meat  slaughtered  in  the  country  were  admitted  into  the 
town,  I  submit  that  the  meat  would  be  cheaper  in  regard  to 
its  intrinsic  nutritive  value.  The  distress  suffered  by  the 
animals  in  their  passage  from  the  field  to  the  town  slaughter- 
house destroys  the  richness  and  flavour  of  their  meat, 
even  if  it  do  not  render  it  positively  unwholesome.  By  the 
present  system  a  large  quantity  of  offal  and  blood  is  removed 
from  the  country,  where  it  would  be  a  valuable  manure,  to 
the  town,  where  it  is  a  dangerous  nmsance. 

I  may  mention  in  this  place  the  subject  of  intramural  in- 
terments, which  even  at  the  present  day  have  not  been  entirdy 
discontinued.  Tens  of  thousands  of  human  bodies  in  a  dis* 
integrated  and  decomposed  state  have  floated  down  the  sewers 
of  London  into  the  Thames*.  The  drainage  of  burial  grounds 
into  sewers  is,  in  fact,  enjoined  by  act  of  Parliament.  Now 
the  body  of  any  human  being  after  death  ought,  in  accordance 
with  the  Divine  ordinance,  to  be  permitted  to  return  to  the 
dust  whence  it  came.    For  this  purpose  metallic  coffins  are 

*  See  Walker,  on  intramural  graveyards. 
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unsuitable;  and  the  body  should  be  placed  at  a  moderate 
depth  below  a  soil  on  n^hich  there  is  a  vegetable  growth. 
I  cannot  enter  into  details  on  this  highly  important  subject ; 
but  I  am  satisfied  that  the  object  of  rapid  conversion  into 
v^etable  life  may  be  attained  without  in  the  least  degree 
hurting^  but  rather  subserving^  those  feelings  of  affection  and 
reverence  with  which  we  regard  the  dead. 

After  prohibiting  the  unnecessary  introduction  of  organic 
matter^  the  next  step  will  be  to  deal  with  the  sewage  proper. 
And  here  we  find  at  the  outset  that  the  enormous  quantity 
of  water  mixed  with  it  in  the  drains  prevents  the  possibility 
of  using  it  in  that  state  for  agricultural  purposes.     Messrs. 
Bidder,  Hawksley,  and  Bazalgette,  among  other  objections, 
come  to  the  following  conclusions  in  their  Report.     First, 
^*  That  the  fertilizing  properties  of  the  organic  matters  con- 
tained in  town  refuse  are  for  the  most  part  destroyed  by  the 
long-continued  action  of  water/'    Second,  "  That  the  cost 
and  difficulties  attending  the  application  of  liquid  sewage  in 
large  quantities  are  absolutely  prohibitory  of  its  use.''     Third, 
*'  That  liqmd  sewage  cannot  in  general  be  used  with  advan- 
tage in  this  climate,  except  in  particular  states  of  the  weather, 
and  in  certain  stages  of  the  growth  of  the  crops  to  which  it 
is  applied"*.    The  precipitation  processes  by  lime  &c.,  even 
though  at  present  commercially  valueless,  ought  to  be  per- 
sisted in,  if  it  is  only  in  our  power  to  deal  with  lai^ely  diluted 
sewage.    But,  according  to  Hofinann  and  Witt,  not  more 
than  one  third  of  the  fertilizing  constituents  can  be  thus 
separated.    It  is  obvious  therefore  that  we  should  deal  with 
the  sewage  in  a  more  concentrated  form,  and  before  it  is 
diluted  with  rain  and  other  comparatively  clear  water.    The 
separate  system  has  been  firequently  advocated ;  but  there  is 
some  doubt  whether  sewage  in  a  concentrated  form  would 
flow  through  a  long  series  of  pipes  of  very  moderate  inclina- 
tion.   With  these  fetcts  before  me  I  see  no  alternative 
but  a  return  to  the  cesspool  system,  to  which  I  believe 
no   inconvenience  or  nuisance  attaches,  except  where   it 
is  attempted  carelessly  and  with  inefficient  mechanical  and 
other  appliances.    The  following  is  a  plan  which  I  venture 
*  Report,  p.  104u 
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to  recommend  in  places  where  water>>closet8  are  generally 
used. 

I  would  place  in  the  centre  of  the  streets  cesspools  having 
a  capacity  of  about  1000  gallons.  Each  cesspool  to  be  for  the 
use  of  some  400  inhabitants^  say  50  houses^  and  to  collect 
water  from  urinals^  cab-stands^  &c.  The  present  sewers  to 
be  solely  employed  in  carrying  o£F  rain  and  other  compara- 
tively clear  water. 

A  drain^  or  generally  two  drains  of  considerable  inclination 
extending  from  the  cesspool  up  and  down  the  street^  to  receive 
the  water-closet  pipes  from  the  houses  on  both  sides  of  the 
street.    The  total  length  of  drain  would  be  about  200  yards. 

A  force-pump^  permanently  fixed  in  the  cesspool,  to  be 
used  every  night  for  the  purpose  of  pumping  out  the  sewage 
collected  in  it  during  the  last  24  hours. 

The  sewage  thus  pumped  to  be  discharged  into  tanks,  and 
then  conveyed  to  a  railway  to  be  carried  to  reservoirs  situated 
at  convenient  localities  in  the  country. 

Each  tank  might  have  a  capacity  of  ten  tons,  and  would 
then  hold  the  contents  of  five  cesspools.  It  might  be  drawn 
by  a  traction  steam-engine,  which  also  might  be  employed 
for  the  pumping.  The  discharge  pipe  of  the  force-pump,  as 
well  as  its  piston-rod,  might  rise  to  the  level  of  the  street, 
and  the  requisite  connections  be  screwed  or  clamped  on  when 
required.  Immediately  after  emptying  the  cesspool  a  portion 
of  McDougall  and  Smith's  disinfecting  powder^  might  be 
thrown  in.  This,  acting  on  the  sewage  at  an  early  period, 
would.  Dr.  Smith  states,  have  the  best  efiect  in  deodorixing 
and  in  preserving  the  fertilizing  property. 

I  believe  that  in  the  above  way  the  sewage  of  London 
might  be  conveyed  to  the  fields,  and  a  very  large  annual 
profit  realized,  instead  of  the  dead  loss  of  three  millions  ster- 
ling which  must  be  incurred  if  the  plan  of  the  Metropolitan 
Board  is  carried  out.  The  other  advantages  would  consist 
in: — Ist,  Easy  construction  and  repair.  2nd,  Total  pre- 
vention of  infiltration  of  sewage,  and  the  e£Fects  of  accumu- 
lations of  noxious  gas.    8rd,  Rapid  removal  of  sewage  before 

*  Stdphite  of  magnesia  and  lime,  and  oarbonate  of  lime. 
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decomposition  has  had  time  to  take  place.    4th^  An  unpol- 
luted riyer. 

[From  the  estimates  of  loss  by  our  sewage  system  there 
ought  to  be  set  off  the  immense  stores  which  return  to  us  in 
the  shape  of  mollusks  and  fish.  It  has  been  observed  that 
the  best  and  most  nutritious  fish  are  found  in  seas  contiguous 
to  fertile  lands  whose  rivers  bring  down  organic  matter.  On 
the  whole,  considering  the  enormous  quantities  of  imported 
food,  this  country  must  be  acquiring  great  fertilizing  poten- 
tiality at  the  expense  of  America  and  other  lands  which  are 
being  impoverished  to  supply  our  present  needs. — Note, 
1882.] 


Notice  of  Experiments  on  the  Heat  developed  by 
Friction  in  Air.    By  J.  P.  Joule,  LL.D.^  F.B.S.* 

[Eeport  firit  Assoc.  1869  (Abeideen),  Sections,  p.  12.] 

The  research  which  Professor  Thomson  and  myself  have 
undertaken  on  the  thermal  effects  of  fluids  in  motion  natu- 
rally led  us  to  examine  the  thermal  phenomena  experienced 
by  a  body  in  rapid  motion  through  the  air.  The  experiments 
which  we  first  made  for  this  purpose  were  of  a  very  simple 
kind.  We  attached  a  string  to  the  stem  of  a  sensible  ther- 
mometer^ and  whirled  it  alternately  slowly  and  rapidly.  In 
this  way  we  uniformly  obtained  a  slight  effect ;  there  was  a 
higher  temperature  observed  immediately  after  rapid  than 
after  slow  whirling.  A  thermo-electric  junction  rapidly 
whirled  also  gave  us  an  appreciable  thermal  effect^  indicated 
by  the  deflection  of  the  needle  of  a  galvanometer. 

Afterwards  a  more  accurate  set  of  experiments  was  made 
by  us — using  a  lathe^  to  the  spindle  of  which  an  arm  was 
attached  carrying  one  of  Professor  Thomson^s  delicate  ether- 
or  chloroform-thermometers.  The  thermometers  employed 
were  so  extremely  sensitive  that  each  division  of  their  scales 
had  a  value  of  not  more  than  ^^  of  a  degree  Centigrade. 

*  The  ezperimente  were  made  at  Oak  Field,  Whalley  Range,  near 
Ifiaachester. 
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The  great  value  of  Professor  Thomson^s  thermometers  in  the 
whirling  experiments  was  further  enhanced  by  the  light 
specific  gravity  of  ether  comparatively  with  mercury;  the 
pressure  produced  by  centrifugal  force  operating  on  a  long 
column  of  mercury  would  have  probably  broken  a  mercurial 
thermometer  whirled  at  high  velocity. 

The  results  arrived  at  by  Professor  Thomson  and  myself 
were  as  follows : — 

1st.  The  rise  of  temperature  in  the  whirled  thermometer 
was,  except  at  very  slow  velocities,  proportional  to  the  square 
of  the  velocity. 

2nd.  The  velocity  with  which  the  bulb  had  to  travel  in 
order  that  its  temperature  should  be  raised  1^  Cent,  was  182 
feet  per  second. 

3rd.  At  very  low  velocities  the  quantity  of  thermal  effect 
appeared  to  be  somewhat  greater  than  that  due  to  the  square 
of  the  velocity  calculated  from  the  above  datum ;  and  we 
surmised  that  this  was  owing  to  a  sort  of  flmd  friction  dif- 
ferent from  the  source  of  resistance  at  high  velocities.  We 
therefore  made  several  attempts  to  increase  this  particular 
fluid  friction,  the  most  successful  result  being  obtained  by 
wrapping  fine  wire  over  the  bulbs.  By  this  means  we  suc- 
ceeded in  obtaining  ^  of  a  degree  Cent,  with  a  velocity  of  only 
30  feet  per  second — a  quantity  five  or  six  times  as  great  as 
that  which  took  place  when  the  naked  bulb  was  revolved  at 
the  same  velocity. 

We  resumed  the  whirling  experiments  last  May ;  and  it  is 
owing  to  the  circumstance  that  it  has  happened  that  I  have 
myself  been  principally  engaged  in  making  those  which  I  am 
about  to  communicate  to  the  Section,  that  Professor  Thom- 
son has  requested  me  to  give  an  account  of  this  part  of  our 
joint  labours. 

Our  object  was  to  repeat  the  former  experiments  undar 
new  circumstances,  so  as  to  verify  and  extend  the  results 
already  obtained.  A  very  brief  outline  can  only  be  given  in 
this  place,  as  we  intend  shortly  to  incorporate  them  in  a  joint 
paper  for  the  Boyal  Society,  to  whose  assistance  we  owe  the 
means  of  prosecuting  the  inquiry. 
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The  lathe  was  again  used  as  the  whirling-apparatus^  but 
instead  of  the  ether-thermometer  we  whirled  thermo-electric 
junctions  of  iron  and  copper  wires.  We  obtained  the  fol- 
lowing results : — 

1st.  The  thermal  effect  was^  as  with  the  ether-thermometer^ 
proportional  to  the  square  of  the  velocity. 

2nd.  The  rise  of  temperature  was  independent  of  the 
thickness  of  the  wire  which  formed  the  thermo-electric  junc- 
tion nfhich  was  whirled.  This  was  decided  by  experiments 
on  wires  of  various  diameters^  ranging  from  yj^y  to  ^  of  an 
inch.  The  rise  of  temperature  for  the  same  velocity  was  in 
every  case  the  same  as  that  obtained  with  the  ether-thermo- 
meter^ the  bulb  of  which  was  nearly  half  an  inch  in  diameter. 

8rd.  The  thermal  effect  appeared  to  be  independent  of 
the  shape  of  the  whirled  body,  little  difference  occurring  in 
whatever  position  the  wire  was  placed  relatively  to  the  direc- 
tion of  motion. 

4th.  The  average  result  was  that  the  wire  was  warmed  1° 
Cent,  by  moving  at  the  velocity  of  175  feet  per  second. 

The  highest  velocity  obtained  was  372  feet  per  second, 
which  gave  a  rise  of  5^*3  Cent. ;  and  there  was  no  reason  to 
doubt  that  the  thermal  effect  would  go  on  continually  increas- 
ing with  the  square  of  the  velocity.  Thus  at  a  mile  per 
second  the  rise  of  temperature  would  be  in  round  numbers 
900^  Cent. ;  and  at  20  miles  per  second,  which  may  be  taken 
as  the  average  velocity  with  which  meteorites  strike  the 
atmosphere  of  the  earth,  360,000^. 

The  temperature  due  to  the  stoppage  of  air  at  the  velocity 
of  143  feet  per  second  is  one  degree  Centigrade.  Hence  we 
may  infer  that  the  rise  observed  in  the  experiments  was  that 
due  to  the  stoppage  of  air,  less  a  certain  quantity,  of  which 
probably  the  greater  part  is  owing  to  loss  by  radiation.  It 
being  also  clear  that  the  effect  is  independent  of  the  density  of 
the  air,  there  remains  no  doubt  as  to  the  real  nature  of 
*'  shooting*stars.''  These  are  small  bodies  which  come  into 
the  earth^s  atmosphere  at  velocities  of  20  miles  per  second 
and  upwards.  The  instant  they  touch  the  atmosphere  their 
surfaces  become  heated  far  beyond,  the  point  of  fusion  or 

2d 
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even  of  volatilization ;  and  the  consequence  is  that  they  are 
speedily  and^  for  the  most  part^  completely  burnt  down  and 
reduced  to  impalpable  oxides.  It  is  thus  that,  by  the  seem* 
ingly  feeble  resistance  of  the  atmosphere.  Providence  secures 
us  effectively  from  a  bombardment  which  would  destroy  all 
animated  nature  exposed  to  its  influence*. 

The  experiments  to  carry  out  and  verify  our  previous  re- 
sults on  the  thermal  effects  which  belong  to  friction  on  lai^ 
surfaces  at  low  velocities  were  made  as  follows : — ^A  disk  of 
zinc  or  cardboard  was  attached  to  the  revolving  axis ;  an  ether- 
thermometer  was  attached  to  this  disk,  the  bulb  being  near 
the  circumference  and  describing  a  circle  with  a  radius  of 
about  1^  foot.  On  rotating  the  disk  at  the  velocity  of  If 
foot  per  second,  so  much  as  a  rise  of  ^  of  a  degree  Cent, 
was  observed. 


On  the  Intensity  of  Light  during  the  recerU  Solar 
Eclipse.  By  J.  P.  Joulb,  LL.D.^  F.B.8.^  &c. 
[In  a  letter  to  the  Editors  of  the  ^Philosophical 
Magazine.'] 

['Philosophical  Magazine,'  ser.  4.  vol  xv.,  April  1858.] 

Gentlemen, 

Desiring  to  obtain  an  image  of  the  annulus  in  the  hte 
solar  eclipse^  I  took  a  camera  to  the  Werrington  Junction  oa 
the  Great  Northern  Railway.  A  few  minutes  before  the 
central  eclipse,  however,  it  became  evident  that  the  sky  would 
remain  obscured  with  cloud ;  I  therefore  employed  the  camera 
simply  to  obtain,  if  possible,  a  measure  of  the  intensity  of 
the  light.  The  country  about  the  Werrington  Junction  it 
an  extensive  plain.  I  placed  the  camera  on  the  ground, 
directing  it  to  the  south-east  horizon.  The  sensitive  plate 
was  exposed  during  the  five  minutes  which  preceded  con- 
centricity, and  the  image  of  the  landscape  was  developed 

•  See  p.  272. 
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immediately  afterwards.  The  next  day,  the  weather  appear- 
ing very  similar,  possibly  a  little  more  cloudy,  I  exposed,  two 
miles  on  the  south  of  Manchester,  plates  prepared  with  the 
same  collodion  and  nitrate  of  silver,,  and  developed  them  with 
the  same  solution  of  sulphate  of  iron,  the  direction  in  which 
the  camera  was  placed,  the  time  of  the  day,  and  every  other  cir- 
cumstance being  as  nearly  as  possible  the  same  as  before.  In 
this  latter  case,  a  picture,  judged  by  Mr.  Dancer  (a  gentleman 
of  great  experience  in  photography)  and  also  by  myself  to  be 
of  considerably  greater  intensity  than  that  procured  during 
the  eclipse  was  obtained  in  two  seconds. 

The  ratio  of  luminous  influence,  as  measured  by  the 
camera,  was  therefore  at  the  greatest  only  1  to  160;  but 
the  average  exposed  area  during  the  five  minutes  preceding 
concentricity,  compared  with  the  entire  solar  disk,  was  about 
1  to  24.  I  therefore  infer  that  the  circumference  of  the 
sun's  disk  gives  out  a  very  weak  luminous  radiation  (at 
least  as  measured  by  a  sensitive  plate)  in  comparison  with 
the  central  part.  This  observation  is  quite  in  accordance 
with  the  experience  of  Mr.  Dancer,  who  finds  that  in  the 
photography  of  the  sun  the  central  part  is  always  much  more 
rapidly  depicted  than  the  circumference — so  much  so,  that 
he  finds  it  impossible  to  obtain  in  the  same  image  a  satis- 
factory delineation  of  both  parts. 

On  the  eclipse  becoming  central,  the  darkness  suddenly 
increased,  remained  for  a  few  seconds  .apparently  constant, 
then  as  suddenly  cleared  up.  The  .light  at  the  darkest  was 
evidently  enormously  grestter  than  that  ofthefoU  moon;  but, 
from  my  experience  in  photography,  I  have  no  doubt  that, 
with  it,  two  hours  at  least  would  have  been  necessary  to 
produce  an  effect  equal  to  that  attainable  by  one  second's 
exposure  had  the  sun  been  uneclipsed. 

Yours  respectfully, 

James  P.  Joule. 
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On  an  Improved  Galvanometer. 
By  J.  P.  JocLB,  LL.D.^  FJtJS^  &c. 

pPhaoaophicd  Miginms'  aer.  4  toL  xr.  p.  432.] 

Ths  important  experiments  required  in  carrying  ont  tBe 
gigantic  projects  of  dectric-telegrapli  engineers  haying 
rendered  a  delicate  and  portable  galvanometer  an  essential 
piece  of  apparatus,  I  am  induced  to  hope  that  the  following 
description  of  one  recently  made  firom  my  design  will  interest 
at  the  present  time.    In  figure  85,  A  A  represents  the  firame 

Fig.  85.    Scak}. 


on  which  the  wire  forming  the  coil  is  wound ;  it  is  inserted  in 
a  groove  cut  into  the  block  of  wood  B  B.  Another  sunilar 
block,  not  shown  in  the  figure,  is  fastened  to  the  first  by 
clasps,  80  as  to  hold  the  coil  firmly  in  its  pladb.  c  c  shows 
the  section  of  the  graduated  circle,  enclosed  in  a  box  whose 
glass  lid  d  is  fitted  with  a  glass  chimney  e,  surmounted  by  a 
cap  and  roller/.  Over  this  roller  is  thrown  the  filament  of 
silk  which  supports  the  needle  (a  piece  of  magnetized  sewing- 
needle  a  quarter  of  an  inch  long)  and  the  glass  index  to 
which  the  needle  is  attached.  A  small  piece  of  fine  copper 
wire  attached  to  the  needle  hangs  within  a  groove  cut  into 
the  wooden  block.  By  means  of  a  hole  pierced  horissoutally 
from  the  back  of  the  instrument,  entering   about  midway 
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down  the  groove,  a  stud  can  be  made  to  press  the  fine  copper 
wire  against  the  anterior  wooden  block  (that  not  seen  in  the 
figure) .  By  doing  this  the  needle  and  pointer  (previously  let 
down  by  turning  the  roller  so  as  to  slacken  the  silk  filament) 
are  held  securely.  The  instrument  can  then  travel  safely, 
and  the  experimenter  is  saved  the  otherwise  inevitable  trouble 
of  suspending  the  needle  afresh  at  the  joumey^s  end. 

In  the  instrument  I  have  got  fitted  for  Mr.  Gordon,  2798 
yards  of  no.  40  silked  copper  wire  are  wound  on  a  reel 
4  inches  in  diameter,  the  object  being  to  obtain  an  effect 
accurately  measurable  with  a  very  small  quantity  of  current. 
But  coils  of  different  lengths  and  sizes  of  vnre  can  be  readily 
attached  to  the  instrument.  Although  the  silk  filament  is 
only  1^  inch  long,  and  the  needle  a  quarter  of  an  inch  only, 
the  torsion  is  so  trifling  that  an  entire  twist  of  the  filament 
deflects  the  needle  only  one  degree  from  the  magnetic 
meridian'^.  The  resistance  presented  by  the  air  to  the 
motion  of  the  glass  pointer  stops  the  oscillations  of  the  needle 
in  about  half  a  dozen  seconds. 


On  the  Thermo-electricity  of  Ferruginom  Metals  ;  and 
on  the  Thermal  Effects  of  stretching  Solid  Bodies. 
By  J.  P.  Joule,  RB.S.f 

[*  Proceedings  of  the  Royal  Sodety/  Janoaiy  29, 1867.] 

The  experiments  on  the  above  subjects  were  made  with  a 
thermo-multiplier  placed  in  the  vacuum  of  an  air-pump.  Its 
sensibility  was  such,  that  with  the  junction  antimony  and 
bismuth  a  thermometric  effect  of  ^^^  of  a  degree  Centi- 
grade could  be  estimated.  In  determining  the  thermo- 
electric position  of  the  metals,  it  was  necessary  to  increase 

*  By  employing  the  thread  of  a  diadema  spider  the  torsion  would  be 
very  much  further  reduced. — NoUy  1882. 

t  The  experiments  were  made  at  Oak  Fields  Whalley  Range^  near 
Manchester. 
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the  resistance  of  the  instrument  a  hundredfold^  by  placing 
ill  the  circuit  a  coil  of  fine  wire.    In  thermo-electric  arrange- 
ment steel  was  found  to  be  nearer  copper  than  iron  was. 
By  hardening^  steel  was  raised  to  the  place  of  copper.     Cast 
iron  was  found  to  surpass  copper ;  so  that  the  junction  cast 
iron  and  copper  is  reverse  to  that  of  wrought  iron  and  copper^ 
and  the  arrangement  cast  iron  and  wrought  iron  is  much 
more  powerful  than  copper  and  wrought  iron.    A  new  test 
of  the  quality   and   purity  of   ferruginous  metals  is  thus 
indicated^  which  will  probably  be  found  of  value  to  the^arts. 
The  experiments  on  the  stretching  of  solids^  showed  in  the 
case  of  the  metals  a  decrease  of  temperature  when  the  stretch- 
ing weight  was  applied^  and  a  heating  effect  when  the  weight 
was  removed.     An  iron  wire  ^  inch  in  diameter  was  cooled 
^  degree  Centigrade  when  stretched  by  a  weight  of  775  lb. 
Similar  results  were  obtained  with  cast  iron,  hard  steel, 
copper,  and  lead.    The  thermal  eflfects  were  in  all  these 
cases   found   to   be    almost  identical  with  those  deduced 
&om  Professor  Thomson's  theoretical  investigation,  the  par- 
ticular formula   applicable  to  the  case  in  question  being 

H  =  J  X  Pe,  where  H  is  the  heat  absorbed  in  a  wire  one  foot 

long,  t  the  absolute  temperature,  J  the  mechanical  equivalent 
of  the  thermal  unit,  P  the  weight  applied,  and  e  the  coefficient 
of  expansion  per  1^.  With  gutta-percha  also  a  cooling  effect 
on  extension  was  observed;  but  a  reverse  action  was  dis- 
covered in  the  case  of  vulcanized  india-rubber,  which  became 
heated  when  the  weight  was  laid  on,  and  cooled  when  the 
weight  was  removed.  On  learning  this  curious  result, 
Professor  Thomson,  who  had  already  intimated  the  proba- 
bility of  a  reverse  action  being  observed  under  certain  cir- 
cumstances with  india-rubber,  suggested  to  me  whether 
vulcanized  india-rubber  loaded  with  a  weight  would  not  be 
shortened  by  increasing  its  temperature.  Accordingly,  on 
trial,  I  found  that  this  material,  when  stretched  by  a  weight 
capable  of  doubling  its  length,  had  that  length  diminished  by 
one  tenth  when  its  temperature  was  raised  50^  Centigrade. 
This  shortening  effect  was  found  to  increase  rapidly  with  the 
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stretching  weight  employed^  and,  being  exactly  conformable 
with  the  heating  effects  of  stretching,  entirely  confirmed  the 
theory  of  Professor  Thomson. 


On  the  Thermal  Effects  of  Longitudinal  Compression 
of  Solids.  By  J.  P.  Joulb,  Usq.y  F.Ii.S.  With  an 
Investigation  on  the  Alterations  of  Temperature 
accompanying  Changes  of  Pressure  in  Fluids.  By 
Professor  W.  Thomson,  F.R.S. 

[<  Proceedings  of  the  Eojal  Society/  June  16, 1867.] 

In  the  farther  prosecution  of  the  experiments  of  which  an 
outline  was  given  in  the  *  Proceedings'  for  January  29, 1857, 
the  author  has  verified  the  theory  of  Professor  Thomson,  as 
applied  to  the  thermal  effects  of  laying  weights  on  and  taking 
them  off  metallic  pillars  and  cylinders  of  vulcanized  india- 
rubber.  Heat  is  evolved  by  compression,  and  absorbed  on 
removing  the  compressing  force  in  every  substance  yet  ex- 
perimented on.  In  the  case  of  metals,  the  results  agree  very 
closely  with  the  formula  in  which  e,  the  longitudinal  ex- 
pansion by  heat  under  pressure,  is  considered  the  same  as 
the  expansion  without  pressure.  It  was  observed,  however, 
that  all  the  experimental  results  were  a  little  in  excess  of  the 
theoretical;  and  it  became  therefore  important  to  inquire 
whether  the  force  of  elasticity  in  metab  is  impaired  by  heat. 
In  the  first  arrangement  for  this  purpose,  the  actual  ex- 
pansion of  the  bars  employed  in  the  experiments  was  as- 
certained by  micrometric  apparatus — 1st,  when  there  was 
no  tensile  force^  and  2nd,  when  a  weight  of  700  lb.  was  hung 
to  the  extremity  of  the  quarter-inch  rods.  The  results, 
reliable  to  less  than  one  hundredth  of  their  whole  value, 
did  not  exhibit  any  notable  effect  of  tensile  force  on  the  co- 
efficient of  expansion  by  heat.  An  experiment  susceptible  of 
greater  delicacy  was  now  tried.  Steel  wire  ^  of  an  inch  in 
diameter  was  wound  upon  a  rod  of  iron  \  of  an  inch   in 
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diameter.  This  was  heated  to  redness.  Then,  after  plung- 
ing in  eold  water,  the  spiral  was  slipped  off.  The  number 
of  convolutions  of  the  spiral  was  420,  and  its  weight  58 
grains.  Its  length,  when  suspended  from  one  end,  was  6*35 
inches ;  but  on  adding  to  the  extremity  a  weight  of  129  grains, 
it  stretched  without  sensible  set  to  14*55  inches.  The 
temperature  of  the  spiral  thus  stretched  was  raised  or  lowered 
at  pleasure  by  putting  it  in  or  removing  it  out  of  an  oven. 
After  several  experiments  it  was  found  that,  between  the 
limits  of  temperature  84°  and  280®  Fahr.,  each  degree  Centi- 
grade of  rising  temperature  caused  the  spiral  to  lengthen  as 
much  as  '00337  of  an  inch,  and  that  a  contraction  of  equal 
amount  took  place  with  each  degree  Centigrade  of  de- 
scending temperature.  Hence,  as  Mr.  James  Thomson  has 
shown  that  the  pulling  out  of  a  spiral  is  equivalent  to  twisting 
a  wire,  it  follows  that  the  force  of  torsion  in  steel  wire  is 
decreased  '00041  by  each  degree  of  temperature. 

An  equally  decisive  result  was  obtained  with  copper  wire, 
of  which  an  elastic  spiral  was  formed  by  stretching  out  a 
piece  of  soft  wire,  and  then  rolling  it  on  a  rod  j*  of  an  inch 
in  diameter.  The  spiral  thus  formed  consisted  of  235  turns 
of  wire  :^  of  an  inch  in  diameter,  weighing  altogether  230 
grains.  Unstretched,  it  measured  6*7  inches,  but  with  a 
weight  of  1251  grains  attached  it  stretched,  without  set, 
to  10'05  inches.  Experiments  made  with  it  showed  an 
elongation  of  '00157  of  an  inch  for  each  degree  Centigrade 
of  elevation  of  temperature,  and  an  equal  shortening  on 
lowering  the  temperature.  The  diminution  of  the  force  of 
torsion  was  in  this  case  '00047  per  degree  Centigrade*. 


*  Since  writing  the  above^  I  have  become  acquainted  with  M.  Kiipier*6 
researches  on  the  influence  of  temperature  on  the  elasticity  of  metals 
(<  Compte-Kendu  Annuel/  Petersbuig,  1866).  He  finds,  by  his  method 
of  twisting  and  transverse  oscillations,  that  the  decrease  of  elastidtj  for 
steel  and  copper  is  *000471  and  -000478.  Very  careM  experiments 
recently  made  by  Prof.  Thomson  indicate  a  slight  increase  of  expansi- 
bility by  heat  in  wires  placed  under  tension. — J.  P.  J.,  Aug.  1, 1857. 
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Professor  Thomson  has  obligingly  furnished  me  with  the 
following  investigation : — 

On  the  Alterations  of  Temperature  accompanying  Changes 
of  Pressure  in  Fluids, 

Let  a  mass  of  fluids  given  at  a  temperature  /  and  under  a 
pressure/?,  be  subjected  to  the  following  cycle  of  four  opera- 
tions in  order : — 

(1)  The  fluid  being  protected  against  gain  or  loss  of  heat, 
let  the  pressure  on  it  be  increased  from  /?  to  /?  +  w. 

(2)  Let  heat  be  added,  and  the  pressure  of  the  fluid  main- 
tained constant  at  p +'v,  till  its  temperature  rises  by  dt. 

(3)  The  fluid  being  again  protected  against  gain  or  loss  of 
heat,  let  its  pressure  be  reduced  from/^+flr  top. 

(4)  Let  heat  be  abstracted,  and  the  pressure  maintained 
at  p,  till  the  temperature  sinks  to  /  again. 

At  the  end  of  this  cycle  of  operations,  the  fluid  is  again 
in  the  same  physical  condition  as  it  was  at  the  beginning, 
but,  as  is  shown  by  the  following  considerations,  a  certain 
transformation  of  heat  into  work  or  the  reverse  has  been 
effected  by  means  of  it. 

In  two  of  these  four  operations  the  fluid  increases  in  bulk, 
and  in  the  other  two  it  contracts  to  an  equal  extent.  If  the 
pressure  were  uniform  during  them  all,  there  would  be  neither 
gain  nor  loss  of  work ;  but  inasmuch  as  the  pressure  is  greater 
by  flj  during  operation  (2)  than  during  operation  (4),  and  rises 
during  (1)  by  the  same  amount  as  it  falls  during  (3),  there 
will,  on  the  whole,  be  an  amount  of  work  equal  to  «  dv, 
done  by  the  fluid  in  expanding,  over  and  above  that  which 
is  spent  on  it  by  pressure  firom  without  while  it  is  contracting, 
lido  denote  a  certain  augmentation  of  volume  which,  when 
«r  and  dt  are  infinitely  small,  is  infinitely  nearly  equal  to  the 
expansion  of  the  flxdd  during  operation  (2),  or  its  contraction 
during  operation  (4).  Hence,  considering  the  bidk  of  the 
fluid  primitively  operated  on  as  unity,  if  we  take 

dv 
to  denote  an  average  coefficient  of  expansion  of  the  fluid  under 
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constant  pressure  of  from  ptop+VjOr  simply  its  coefficient 
of  expansion  at  temperature  /  and  pressure  p,  when  we  regaid 
«r  as  infinitely  small^  we  have  an  amount  of  work  equal  to 

gained  from  the  cycle.  The  case  of  a  fluid  such  as  water 
below  39^*1  Fahr.^  which  contracts  under  constant  pressure^ 
with  an  elevation  of  temperature^  is  of  course  included  by 
admitting  negative  values  for  e,  and  making  the  corresponding 
changes  in  statement. 

Since  the  fluid  is  restored  to  its  primitive  physical  condi- 
tion at  the  end  of  the  cycle^  the  source  from  which  the  work 
thus  gained  is  drawn  must  be  heat;  and  since  the  operations 
are  each  perfectly  reversible,  Camot's  principle  must  hold  ; 
that  is  to  say,  if  0  denote  the  excess  of  temperature  of  the 
body  while  taking  in  heat  above  its  temperature  while  giving 
out  heat,  and  if  fi  denote  ^^  Camot's  function,''  the  work 
gained,  per  unit  of  heat  taken  in  at  the  higher  temperature, 
must  be  equal  to 

fid. 

But  while  the  fluid  is  giving  out  heat,  that  is  to  say  during 
operation  (4),  its  temperature  is  sinking  firom  i-^dt  to  /,  and 
may  be  regarded  as  being  on  the  average  t+^di ;  and  while 
it  is  taking  in  heat,  that  is  during  operation  (2),  its  tempera- 
ture is  rising  from  what  it  was  at  the  end  of  operation  (1) 
to  a  temperature  higher  by  dt,  or  on  the  average  exceeds  by 
^dt  the  temperature  at  the  end  of  operation  (1).  The  average 
temperature  while  heat  is  taken  in  consequently  exceeds*  the 
average  temperature  while  heat  is  given  out  by  just  as  much 
as  the  body  rises  in  temperature  during  operation  (1).  If 
therefore  this  be  denoted  by  0,  and  if  Kdt  denote  the  quantity 
of  heat  taken  in  during  operation  (2),  the  gain  of  work  from 
heat  in  the  whole  cycle  of  operations  must  be  equal  to  /*  5  Kdi; 
and  hence  we  have 

fi0.Kdt=vedt. 

From  this  we  find  ^ 

where,  according  to  the  notation  that  has  been  introduced. 
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0  is  the  eleyation  of  temperature  consequent  on  a  sudden 
augmentation  of  pressure  from  /?  to  /? + w ;  e  is  the  coefScient 
of  expansion  of  the  fluids  and  K  its  capacity  for  heat^  under 
constant  pressure ;  and  fi  is  Camof  s  function^  being,  accor^ 
ding  to  the  absolute  thermodynamic  scale  of  temperature, 
simply  the  reciprocal  of  the  temperature  multiplied  by  the 
mechanical  equivalent  of  the  thermal  unit.  If,  then,  /  denote 
the  absolute  temperature,  which  we  have  shown  by  experi- 
ment* agrees  sensibly  with  temperature  by  the  air-thermo- 
meter Cent,  with  274?  added,  and  if  J  denote  the  mechanical 
equivalent  of  the  thermal  unit  Centigrade,  we  have 

^     JK 

This  expression  agrees  in  reality,  but  is  somewhat  more 
convenient  in  form  than  that  first  given.  Dynamical  Theory 
of  Heat,  §  49,  Trans.  R.S.E.  1851. 

Thus  for  water,  the  value  K,  the  thermal  capacity  of  a 
cubic  foot  and  under  constant  pressure,  is  68*447,  and  e  varies 
from  0  to  about  ^^W  ^^^  temperatures  rising  from  that  of 
maximum  density  to  50^  Cent. ;  and  the  elevation  of  tempera- 
ture produced  by  an  augmentation  of  pressure  amounting  to 
n  times  2117  lbs.  per  square  foot  (that  is  to  say,  to  n  atmo- 
spheres) is 

/ex  2117 
1390  xeSM?*** 

For  mercury,  we  have 

/gx2117 
1390X28-68'*- 

If,  as  a  rough  estimate,  we  take 

/-278       1 


e= 


this  becomes 


46     ^220(y 

/(/-278)- 
420000^' 


•  See  Part  n.  of  our  Paper  "On  the  Thermal  Effects  of  Fluids  in 
Motion/'  Philosophical  Transactions,  1854. 
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If,  for  ijustMnce,  the  tenipentme  be  300P  on  the  abaohite 
scale  (that  is,  20"  of  the  Centig.  thamomeCer)^  we  have 

9 

636 

as  the  heating  effect  produced  by  the  soddai  compresaon  of 
water  at  that  temperature ;  ao  that  ten  atmospheres  of  pres- 
sore  would  give  ^  of  a  degree  Cent.,  or  about  five  dirisions 
on  the  scale  of  the  most  sensitive  of  die  ether-thermometers 
I  have  as  yet  had  constructed. 
Thus  if  we  take  -^o  as  the  value  of  e,  this  becomes 

/ 
103600*' 

and  at  temperature   26^  Cent,  the  heating  effect  of  tea 
atmospheres  is  fidund  to  be  ^  of  a  degree  Cent. 

Table  giving  the  thermal  effects  of  a  pressure  of  tea  atmo- 
spheres on  water  and  mercury''^. 

Increase  or  decresse  of       Inaesse  of  tempentnie 
Temperattue.  tempentme  in  water.  in  mercoiy. 

0*^  *005decrease  026 

3-95       -0  -0264 

10    KXWincrease    -027 

20    -015      do -028 

80    022      do -029 

40    -029      do 030 

50    035      do 031 

60    -Ml       do -032 

70    047      do -033 

80    055      do -034 

90    065       do -035 

100    -078      do 036 

*  Added  Angost  1, 1857. 
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On  some  Thermo-dynamic  Properties  of  Solids.  By 
J.  P.  Joule,  LL.D.y  F.B.S.,  F.C.S.,  Hon.  Mem. 
Phil.  Soc.  Cambridge^  Vice-President  of  the  Lit. 
and  Phil.  Soc.  Manchester^  Corresp.  Mem.  R.A. 
Sc.  Turin^  &c.* 

['  Philosopliical  Tranfiactions/  1859,  yol.  cxliz.  p.  91.] 

1.  Aftbb  finding  the  numerical  relation  between  heat  and 
work  in  1843^  it  immediately  occurred  to  me  to  investi- 
gate various  phenomena  in  which  heat  is  evolved  by  me- 
chanical means,  and  of  these  one  of  the  most  interesting  and 
important  appeared  to  be  the  evolution  of  heat  by  the  com- 
pression of  elastic  fluids.  If  the  heat  given  out  in  this  case 
proved  to  be  the  equivalent  of  the  work  spent,  then  the 
natural  inference  was  that  the  elastic  force  of  a  gas  and  its 
temperature  are  owing  to  the  motion  of  its  constituent 
particles^  both  being  proportional  to  the  square  of  the  velo- 
city of  the  particles,  and  that  the  force  of  a  falling  body 
employed  in  compressing  a  gas  is  exhibited  anew  in  the  form 
of  temperature.  On  the  other  hand  it  was  possible,  secondly, 
to  conceive  of  an  elastic  fluid  which  would  not  give  out  any 
heat  by  compression.  This  would  be  the  case  if  it  were  made 
up  of  mutually  repelling  particles,  the  temperature  of  which 
was  that  of  the  mass.  The  work  required  to  compress  the 
fluid  would  be  the  same  on  either  hypothesis;  but  in  one 
supposition  the  effect  would  be  developed  in  actual  energy, 
in  the  other  in  the  potential  form.  Thirdly,  we  may  suppose 
a  fluid  exhibiting  as  heat  a  portion  of  the  force  employed  in 
its  compression,  and  retaining  the  rest  in  the  potential  form. 
Or  we  may  have  a  fluid  giving  out  more  heat  than  the  equi- 
valent of  the  work  spent  upon  it  when  it  is  compressed  and 
maintained  at  a  constant  temperature.  Experiment  proved 
that  the  heat  actually  evolved  was  very  approximately  that 
due  to  the  compressing  force.      Nevertheless,  it  seemed 

*  The  experiments  were  made  at  Oak  Field,  Whalley  Range,  near 
Manchester. 
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desirable  to  demonstrate  the  possibility  of  a  gas  so  con- 
stituted that  heat  shall  not  be  evolved  by  its  compression. 
It  occurred  to  me  that  a  bag  full  of  elastic  metaUie  springs 
would  illustrate  such  a  gas.  If  the  springs  were  properly 
formed^  the  elasticity  of  the  bag  would  follow  the  laws  of 
gaseous  pressure.  To  the  question^  Would  such  a  bag  evolve 
heat  on  compression  ?  I  could  readily  answer^  no ;  for  in  the 
bending  of  a  spring  one  part  is  extended  while  the  other  is 
compressed^  and  thus  it  might  be  expected  that  the  thermal 
effect  on  the  whole  would  be  neutral.  Still  it  seemed  desi- 
rable to  decide  the  point  by  experiment. 

Fig.  86. 


\ 


\ 

2— 
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2.  The  apparatus  I  employed  is  represented  by  the  adjoin- 
ing sketchy  where  a  spiral  spring  of  tempered  steel  is  wen 
immersed  in  the  can  A.  By  applying  weights  to  a  lev^  con- 
nected with  the  link  B  the  spring  could  be  compressed;^ 
the  heat  evolved,  if  any,  measured  by  the  increaae^ 
temperature  observed  to  take  place  in  the  water  or  mercui 
filling  the  can.  The  plan  I  pursued  was  to  note  the  temped 
rature  successively — first,  two  minutes  after  the  weight  had 
been  laid  on ;  second,  two  minutes  after  the  weight  had  beei 
removed;  and  third,  after  two  minutes  more  had  elapse 
The  mean  of  a  number  of  these  observations  taken  in  succc' 
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sion  gave  me^ — firsts  the  thermal  effect  resulting  from  the 
laying  on  of  the  weight  and  the  atmospheric  influence; 
second^  that  of  the  removal  of  the  weight  and  the  atmospheric 
influence ;  and  thirds  the  atmospheric  influence  alone. 

3.  The  pressure  applied  was  318  lb.,  which  pushed  down 
the  spiral  spring  1-136  inch.  In  the  following  summary  of 
results^  each  number  is  the  mean  of  eight  or  ten  observa- 
tions^ given  in  terms  of  the  graduation  of  a  thermometer^  of 
which  each  degree  was  equal  to  *0558  of  a  degree  Centigrade. 

First  Series. — Spring  immersed  in  8  oz.  of  water. 

Weight  Weight  Atmospheric 

laid  on.  taken  off.  influence. 

Rrst  experiment  .     .     —-548  —-568  —-560 

Second  experiment    .     —-009  --023  —-012 

Third  experiment .     .     +-282  +-271  +-252 

Mean -092  --107  -'107 

Second  Series. — Spring  immersed  in  7  lb.  of  mercury. 

Weight  Weight  Atmospheric 

laid  on.  taken  off.  influence. 

First  experiment  .  .  +.180  +-175  +*169 

Second  experiment  .  +'066  +-092  +'059 

Third  experiment  .  .  +  -041  +  -039  +  *020 

Fourth  experiment  .  —'060  —-059  —-053 

Mean +057  +'062  +049 

Mean  of  both  series     —'032  —088  —-041 

4.  The  capacity  for  heat  of  half  a  pound  of  water  being 
about  twice  as  great  as  that  of  7  lb.  of  mercury,  I  have 
divided  the  mean  result  of  the  second  series  by  two,  before 
combining  it  with  the  first  series  in  a  general  mean.  The 
mean  of  both  series  therefore  represents  the  thermal  effect 
in  the  capacity  of  half  a  pound  of  water.  It  indicates,  on 
subtracting  the  effects  of  the  atmosphere,  a  heating  effect  of 
-009  after  laying  on  the  weight,  and  a  heating  effect  of  *003 
on  taking  off  the  weight.     The  highest  of  these  numbers 
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represents  a  temperatore  less  than  one  thousandth  of  a 
degree  Fahr. 

5.  Now  the  actual  force  expended  in  the  compression  of 
the  spring  was  14*268  foot-pounds^  which  is  equivalent  to 
0^*037  Fahr>  in  half  a  pound  of  water,  a  thermal  effect  which 
would  haye  been  made  manifest  with  the  greatest  fiunlity. 
Hence  it  was  obvious  that  a  gas  might  be  conceiyed  as  so 
constituted  that  the  heat  evolved  by  its  compression  would 
be  in  no  respect  the  equivalent  of  the  mechanical  force  em- 
ployed, and  that  therefore  we  had  no  right  to  assume  such 
equivalency  except  as  a  hypothesis  to  be  tested  by  experiment. 
Accordingly,  after  this  hypothesis  had  been  proved  by  me 
approximately^.  Professor  Thomson  devised  the  experimentst 
by  which  we  have  succeeded  in  defining  the  limits  of  its 
accuracy.  The  same  philosopher  has  also  applied  his  power- 
ful analysis  to  the  investigation  of  the  thermo-electric  pro- 
.perties  of  matter  {.  The  results  of  the  experiments  I  have 
just  given  an  account  of  can  only  be  considered  as  negative ; 
but  it  has  been  decided  by  Professor  Thomson  that  the  com- 
pression of  a  spring  gives  a  certain,  though  excessively  small 
thermal  effect,  owing  to  the  almost  exact  counterpoise  of 
heating  and  cooling  effects  on  the  compressed  and  extended 
sides.  The  method  of  obtaining  appreciable  results  was  ob- 
viously to  examine  these  opposite  effects  separately.  I  have 
therefore,  on  the  suggestion  of  Professor  Thomson,  under- 
taken some  experiments  with  a  view  to  ascertain  the  heat 
developed  by  longitudinal  compression,  and  that  absorbed 
on  the  application  of  tensile  force. 

6.  At  the  outset  it  was  obvious  that  a  very  delicate  test 
of  temperature  would  be  required,  and  no  means  appeared  to 
offer  so  many  advantages  as  that  of  thermo-electricity.  Pro- 
fessor J.  D.  Forbes  had  constructed  a  thermo-multiplier 
capable  of  detecting  temperatures  not  exceeding  one  thou- 
sandth of  a  degree  Fahrenheit.    Adopting  some  of  the  re- 

*  Proceedings  of  the  Royal  Society,  June  20, 1844 ;  and  Philoeopbical 
Magazine,  May  1845. 

t  PhiloRophical  Magazine,  1852,  Supplement ;  Philosophical  Tranjiac- 
tione,  1853,  Part  III.  p.  357,  and  1854,  Part  II.  p.  321. 

I  Quarterly  Mathematical  Journal,  April  1855. 
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finements  introduced  by  Melloni  and  Forbes^  I  have  simplified 
the  instrument  so  as  to  render  its  construction  and  manage- 
ment very  easy^  and  also  increased  its  reliability  by  immersing 
it  into  the  vacuum  of  an  air-pump.  My  thermo-multiplier 
is  represented  by  the  adjoining  sketch  (fig.  87),  where  a  is 
an  lur-pump  firmly  clamped  to  a  strong  stool,  the  l^s  of 

Fig.  87. 


which  pass  through  holes  in  the  laboratory-floor  and  are 
driven  into  the  ground  beneath ;  d  is  a  glass  chimney-receiver; 
c  a  block  of  wood  supported  on  feet  which  rest  on  the  pump- 
plate;  d  a  piece  of  glass  rod  fixed  to  the  block,  over  which 
is  thrown  the  filament  which  supports  the  astatic  needles. 
Two  thick  copper  wires  {e)  dip  into  mercury-cups  formed  in 
the  block,  and,  being  carried  out  of  the  receiver  through  holes 
drilled  in  the  ground-glass  plate/,  are  bent  into  two  mercury- 
cups  placed  on  the  top  of  the  instrument.  Pitch  was  em- 
ployed to  close  all  orifices  air-tight. 

7.  The  details  of  the  astatic  needles,  which  are  poised 
according  to  the  plan  first  suggested  by  Professor  Thomson, 
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will  be  better  understood  by  inspecting  fig.  88.  The  needles 
are  parts  of  one  sewing-needle  magnetized  to  saturation^  one 
part  being  a  little  longer  than  the  other,  so  as  to  exceed  it 
in  magnetic  moment  and  give  direction  to  the  system.  A 
piece  of  glass  tube  drawn  very  fine,  and  bent  as  represented 
in  the  sketch,  is  attached  at  right  angles  to  the  upper  mag- 
netic needle  and  serves  as  the  pointer.  The  lower  needle  is 
hooked  to  the  pointer  by  means  of  the  fine  glass  tube  to 

Fig.  88. 


which  it  also  is  attached.  The  coil  consists  of  twenty  turns 
of  silked  copper  wire,  ^  of  an  inch  in  diameter,  the  ends 
of  which  dip  into  the  mercury-cups  gg  formed  in  the  block 
of  wood. 

8.  In  order  still  further  to  increase  the  sensibility  of  the 
instrument,  a  steel  magnet  one  yard  long,  the  permanency 
of  which  had  been  tested,  was  placed  so  as  to  counteract  and 
almost  entirely  overcome  the  action  of  the  earth's  magnetism 
in  the  locality  of  the  needle.  A  small  telescope  placed  at 
the  distance  of  a  few  yards,  and  looking  obliquely  downwards 
through  the  chimney-glass  at  the  graduated  circle,  completed 
the  apparatus. 

9.  With  air  in  the  receiver  at  the  atmospheric  pressure, 
the  mere  standing  at  the  distance  of  two  yards  on  one  side 
of  the  instrument  would  in  a  short  space  of  time  cause  the 
needle  to  travel  through  10%  in  consequence  of  the  currents 
of  air  produced  by  the  unequal  heating  of  the  walls  of  the 
glass  receiver.  But  when  the  air  was  reduced  to  a  pressure 
of  only  half  an  inch  in  the  mercury-gauge,  this  did  not  take 


PROPERTIES  OF  SOLIDS.  419 

place^  though  stilly  when  the  hand  was  put  in  contact  with 
the  receiver,  a  very  considerable  deflection  of  the  needle  was 
speedily  produced. 

10.  On  working  with  my  instrument,  I  was  agreeably  sur- 
prised to  find  that  when  the  bar-magnet  was  placed  so  as  to 
make  the  needle  take  up  one  minute  in  being  deflected  to  a 
new  position,  no  perceptible  return  swing  of  the  needle  took 
place,  even  when  the  rarefaction  of  the  air  was  carried  to 
half-an-inch  pressure.  If  a  small  magnet  was  suddenly  placed 
where  it  could  deflect  the  needle  30°,  the  pointer  would 
steadily  travel  towards  that  degree  of  deflection,  and  on 
arriving  there  would  remain  settled  without  any  previous 
oscillation  that  could  be  discerned.  When  the  time  of  a 
swing  was  reduced  to  30  sec,  a  return  swing  was  observed 
amounting  to  yj^,  ^^,  and  -^  of  the  first  swing,  according 
as  the  gauge  was  reduced  to  1,  ^q,  and  ^  inch  respectively. 

11.  As  a  test  of  the  delicacy  of  the  instrument  arranged 
so  as  to  give  the  swing  in  45  sec,  I  may  mention  that,  after 
increasing  the  resistance  of  the  coil  and  its  appendages  a 
hundredfold  by  the  addition  of  100  yards  of  fine  copper  wire 
^  of  an  inch  diameter,  a  single  degree  Centigrade  commu- 
nicated to  the  junction  bismuth  and  antimony  produced  a 
deflection  of  2°  57'.  Therefore,  as  it  was  quite  possible  to 
estimate  a  deflection  amounting  to  2',  it  followed  that  a 
change  of  temperature  in  the  junction  bismuth  and  antimony 
directly  connected  with  the  multiplier  would  be  estimable, 
if  it  were  only  ^^^  of  a  degree  Centigrade. 

12.  An  objection  which  might  be  raised  on  account  of  an 
air-pump  being  permanently  occupied,  might  be  got  rid  of 
by  the  following  arrangement : — A  rim  a,  fig.  89,  contains 
pitch  or  other  cement  to  secure  the  joint  between  the  chimney 
and  top  plate  glass ;  a  rim  at  b  contains  pitch  to  secure  the 
orifices  where  the  wires  pass  through  the  top  plate.  The  bottom 
of  the  chinmey  rests  upon  a  round  metallic  plate,  into  which 
a  metal  pipe  c  is  screwed,  which  is  attached  by  india-rubber 
tube  to  the  glass  tube  d.  This  tube  is  hermeticaUy  sealed 
after  the  air  of  the  receiver  has  been  exhausted  through  it. 
All  the  lower  joints  are  then  rendered  permanently  tight  by 
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putting  the   instrument  in  the  shallow  dish  e  filled  with 
melted  pitch. 

Fig.  89. 


Themuhelectricity  of  Iron  in  different  states. 

13.  In  my  earliest  experiments  on  the  thermal  effect  of 
stretching  a  steel  bar^  I  placed  a  copper  wire  in  contact  with 
the  steely  and  completed  the  circuit  by  an  iron  wire  in  con- 
tact with  another  part  of  the  steel  bar  not  under  tension.  I 
found  anomalous  results^  which  I  was  ultimately  able  to  refer 
to  the  strong  thermo-electric  relation  between  hard  steel  and 
iron.  It  was  at  once  obvious  that  the  existence  of  such  marked 
differences  between  ferruginous  metals  in  various  states  of 
aggregation  or  purity  might  render  the  thermo-mtdtiplier  a 
valuable  test  in  tne  hands  of  practical  men.  I  therefore 
allowed  myself  to  be  diverted  awhile  from  the  main  object  of 
inquiry  in  the  endeavour  to  throw  some  light  on  so  interesting 
a  question. 

14.  Professor  Thomson  has  described^  the  changes  in 
thermo-electric  position  which  are  produced  by  the  various 
conditions  under  which  metals  are  placed.  He  has  shown 
that  the  effects  of  lateral  hammering  are  in  most  metals  the 
reverse  of  those  foimd  for  iron.  I  find  that  by  hardening 
steel  the  change  is  in  the  same  direction  as  with  iron,  but 
of  enormously  greater  magnitude.    In  a  softened  state,  the 

*  Philosophical  Transactions,  1856|  part  ill.  p.  722. 
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position  of  steel  is  about  midway  between  copper  and  iron; 
but  after  hardening  it  by  plunging  it  at  a  bright-red  heat 
into  water^  I  have  in  some  instances  found  it  to  be  on  the 
bismuth  side  of  copper,  the  alteration  of  the  thermo-elec- 
tric position  of  the  same  specimen  amounting  to  as  much 
as  1^  of  the  entire  range  between  bismuth  and  antimony. 
In  all  the  specimens  of  wrought  and  cast  iron  I  have 
examined,  there  is  a  notable  effect  in  the  same  direction 
produced  by  plunging  at  bright-red  heat  into  water;  but 
although  a  great  change  in  the  molecular  state  was  thus 
occasioned^  evinced  by  the  iron  bending  with  twice  the 
difficulty  it  did  when  annealed,  and  the  cast  iron  resisting 
the  action  of  the  file,  either  metal  was  only  brought  nearer 
bismuth  by  ^^^j  of  the  interval  between  bismuth  and 
antimony.  A  fresh  illustration  of  the  extraordinary  physical 
change  produced  in  iron  by  its  conversion  into  steel  is 
thus  afforded ;  and  I  believe  that  the  excellence  of  the  latter 
metal  might  be  tested  by  ascertaining  the  amount  of  change 
in  thermo-electric  condition  which  can  be  produced  by  the 
process  of  hardening. 

15*  The  different  varieties  of  cast  iron  I  have  tried  present 
a  surprising  range  of  thermo-electric  intensities,  extending 
almost  from  that  of  wrought  iron  on  the  one  hand,  to  that 
of  German  silver  on  the  other.  By  the  kindness  of  Professor 
F.  C.  Calvert f,  I  have  been  enabled  to  examine  several  in- 
teresting specimens,  of  which  he  has  furnished  me  with  the 
analysis.  The  general  conclusion  arrived  at  is,  that  the 
metal  is  brought  nearer  bismuth  as  the  quantity  of  carbon 
in  combination  is  increased,  but  much  more  so  than  would 
be  the  case  if  cast  iron  exhibited  merely  the  combination  of 
thermo-electric  intensities  which  carbon  and  iron  separately 
possess,  at  least  if  the  intensity  generally  assigned  to  carbon 
is  correct.  The  intensity  of  the  junction  wrought  iron  and 
highly  carbonized  cast  iron  is  as  much  as  one  fifth  of  the 
intensity  of  the  junction  antimony  and  bismuth. 

•  The  late  eminent  Profeasor  of  Chemistry  in  the  Manchester  Royal 
Institution.  I  take  pleasure  in  recording  the  assistance  he  was  ever 
ready  to  supply  from  his  laboratory.— JVbfe,  L882.  J.  P.  J. 
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Thermo-electric  Intensities  of  Metals,  Allays,  ^c. 

16.  In  constructing  the  following  Table,  1  employed  the 
thermo-multiplier  already  described,  furnished  with  a  vari- 
able extra  resistance.  I  examined  first  those  metals  whose 
thermo-electric  qualities  were  most  widely  separated,  and 
then  those  which  lay  intermediate  and  differed  less  from  each 
other.  Small  arcs  of  deflection  were  observed,  so  that  the 
deviation  of  the  needle  was  a  sufficiently  correct  measure  of 
the  intensity  of  the  current ;  and  constantly  repeated  com- 
parisons were  made  with  a  standard  thermo-electric  junction 
of  copper  and  iron. 

17.  Scale  of  Thermoelectric  Intensities  at  12^  Centigrade. 

Antimony,  specimen  of  commercial  100 

Antimony,  pure,  prepared  by  Professor  Calvert  9806 

Antimony,  pure,  prepared  by  Professor  Calvert,  not  well  annealed  96*95 
Alloy  consisting  of  6  equivalents  of  antimony  +1  equivalent  of 

bismuth 83-76 

Alloy  consisting  of  4  equivalents  of  antimony  +1  equivalent  of 

bismuth 80-60 

Alloy  consisting  of  3  equivalents  of  antimony  -|-1  equivalent  of 

bismuth 78-94 

AUoy  consisting  of  2  equivalents  of  antimony  +1  equivalent  of 

bismuth 68*79 

Alloy  consisting  of  1  equivalent  of  antimony  -|-1  equivalent  of 

bismuth 45-61 

Iron,  thick  wire,  Professor  Calvert's 80K) 

Iron,  thin  wire 79-24 

Iron,  thick  wire,  very  well  annealed 78-24 

Iron,  thick  wire,  hardened  by  plunging  at  bright  red  into  water  77-62 

♦Iron  (Professor  Calvert's  No.  1)  drawn  into  wire 77*28 

tiron  (Professor  Calvert's  No.  1)  after  puddling,  but  previous  to 

being  drawn  into  wire 76<X) 

Jlron  (Professor  Calvert's  No.  1),  cast,  previous  to  puddling   . .  66-21 
Iron  (Professor  Calvert's  No.  1),  cast,  previous  to  puddling, 

hardened  by  plunging  it  at  bright  red  into  water    68-89 

Iron  (Professor  Calvert's  No.  1),  cast,  white  fracture,  very  haid  70-92 

Iron  (Professor  Calvert's  No.  1),  cast,  black  fracture 67*77 

Steel,  small  file,  annealed    78-15 

Steel,  small  file,  hardened  by  plunging  at  bright  red  into  water  .  66-8 

Steel,  large  file,  annealed    70*28 
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Steel,  large  file,  hardened  by  pluDging  at  bright  red  into  water .  64*06 

Iron,  cast,  annealed 63*25 

Iron,  cast,  hardened  by  plunging  at  bright  red  into  water 62*7 

Iron^  cast,  hardened  by  plunging  at  bright  red  into  water,  another 

specimen    60*83 

Iron  and  copper  wires,  &ggot  of,  in  proportion  1  iron  to  6  copper  68*29 

Iron  and  copp&r  wires,  faggot  of,  in  proportion  2  iron  to  6  copper  60*83 

Iron  and  copper  wires,  &ggot  of,  in  proportion  4  iron  to  5  copper  71*17 

Iron  and  copper  wires,  faggot  of,  in  proportion  8  iron  to  5  copper  72*71 

Iron  and  copper  wires,  faggot  of,  in  proportion  16  iron  to  6  copper  76*63 

Zinc   67*94 

Zinc,  amalgamated  67*77 

Copper  deposited  by  electricity  (brittle) 67*9 

Copper,  thin  wire 67*14 

Copper,  another  specimen    66*2 

Copper,  another  specimen  65*92 

Gold,  pure 67*71 

Silver  deposited  by  electricity  (brittle) 67*08 

Silver,  sheet 66*81 

Tin,  pure   65*46 

Lead,  commercial 66*29 

Lead,  pure 64*42 

Platina,  annealed 65*02 

Platina,  unannealed 64*87 

Platina,  fine  wire 64*16 

Aluminium    64*68 

Mercury 61*74 

German  silver  51*88 

German  diver,  hardened  by  hammering   49*67 

Bismuth,  pure,  prepared  by  Professor  Calvert 4*7 

Bismuth,  specimen  of  commercial 0 

Professor  Calvert's  analysis  of  the  specimens  marked  in 
the  above  table  *,  t^  and  J,  gave  for  the 

Phos- 

Carbon.  Silidum.  Sulphur,    phorus.       Iron.  Total. 

Cast  iron   ....    2*275        2*720       0*301        0*645        94*069  100 

Puddled  bar..    0*296       0*120       0-134       0*139       99*311  100 

Iron  wire  ....    0*111        0*088       0*094       0*117        99*690  100 

From   the  above  digression  I  now  return  to  the  main 
subject  of  the  present  paper^  by  describing  my 

Experiments  on  the  Thermal  Effects  of  Tension  on  Solids. 
18.  All  the  metals  employed,  with  the  exception  of  lead. 
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were  in  the  form  of  cylindrical  bars  about  a  foot  long  and  a 
quarter  of  an  inch  in  diameter.  The  upper  end  of  the  bar 
was  screwed  into  a  piece  of  metal  supported  by  a  wooden 
framework ;  the  lower  end  was  attached  to  a  lever,  to  the 
extremity  of  which  weights  could  be  hung  without  approach- 
ing the  apparatus.  In  the  first  method  the  thermo-electric 
junction  was  made,  as  represented  in  the  adjoining  sketch. 


Fig.  90. 
First  method.  Second  method. 


^W4 


by  binding  to  opposite  sides  of  the  bar  copper  and  iron  wires 
■^  of  an  inch  in  diameter,  hammered  flat  at  the  ends.  In 
the  second  method,  the  junction  of  fine  wires  was  inserted  in 
a  hole  ^-  of  an  inch  in  diameter,  bored  through  the  centre 
of  the  bar,  a  small  portion  of  wire  being  bound  to  the  bar  by 
means  of  cotton  thread,  but  metallic  contact  prevented  by 
an  intervening  slip  of  paper.  The  terminals  of  these  wires 
were  immersed  in  deep  mercury-cups  formed  in  a  solid  block 
of  wood,  whence  thick  copper  wires  proceeded  to  the  thermo- 
multiplier. 

19.  Immediately  after  each  experiment  on  the  effect  of 
tension,  the  thermometric  value  of  the  deflections  was  ascer- 
tained by  immersing  the  bar,  to  within  one  third  of  an  inch 
of  the  junction,  in  water  of  different  temperatures.  The 
deflections  thus  produced  were  about  two  thirds  of  those 
occasioned  by  the  same  changes  of  temperature  when  the 
junction  was  completely  immersed.    The  diminished  effect 
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in  the  former  case  is  owing  for  the  most  part  to  the  conduc- 
tion of  heat  from  the  air  by  the  thermo-electric  wires.  The 
experiments  on  tension  were  liable  to  be  aflfected  in  the 
same  way ;  but  they  were  not  subject  to  the  loss  arising  from 
the  conduction  of  heat  from  the  surface  of  the  bath  to  the 
junction.  The  error  intervening  from  this  latter  circum- 
stance could  not  be  greats  and  was  moreover^  in  all  proba- 
bility, almost  exactly  neutralized  by  a  small  error  in  the 
tension  experiments,  arising  from  the  escape  of  -jfj  of  the 
thermal  effect  from  the  quarter-inch  bars  during  the  40 
seconds  occupied  by  the  swing  of  the  needle. 

20.  Iron. — ^The  weight  of  the  bar  per  foot  was  '1568  of  a  lb. 
The  lever  alone  gave  it  a  constant  tension  of  70  lb.  The 
additional  tensions  successively  given  were  194  lb.,  388  lb., 
583  lb.,  and  1166  lb.,  or  as  1,  2,  3,  and  6.  The  mean  of  five 
trials  gave  20'*6  as  the  deflection  indicating  cold  on  applying 
the  tension  of  194  lb.,  and  20^*2  as  the  deflection  in  the 
opposite  direction,  indicating  heat,  when  the  weight  was 
removed.  With  388  lb.,  I  had  35'-8  and  42'-2 ;  with  583  lb., 
56'-4  and  57'-8 ;  and  with  1166  lb.,  1°  55'-8  and  1^  58'-6.  Hence 
it  appeared  that  the  quantity  of  cold  produced  by  the  applica- 
tion of  tension  was  sensibly  equal  to  the  heat  evolved  by  its 
removal,  and,  further,  that  the  thermal  effects  were  pro- 
portional to  the  weights  employed. 

21.  The  above  trials  having  been  made  without  an  accurate 
determination  of  the  thermometric  value  of  the  deflections 
immediately  afterwards  (a  practice  I  found  it  important  to 
follow  in  order  to  obviate  the  effects  of  any  alteration  in  the 
magnetic  intensities  of  the  earth,  astatic  needles,  or  con- 
trolling magnet,  which  might  be  taking  place),  I  repeated 
the  experiment,  using  the  first  method  above  described,  and 
found  a  mean  deflection  of  1°  22'-8  with  a  tension  of  775  lb. 
The  thermometric  value  of  this  deflection,  determined  in  the 
manner  already  explained,  was  —  0°*115  Centigrade. 

22.  Professor  Thomson,  in  his  researches  on  the  thermo- 
elastic  properties  of  metals,  has  demonstrated  the  following 
formula  as  applicable  to  the  phenomenon  in  question  : — 
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„     t     p     e     I      1 
J     I     I     8     nr 

where  H  is  the  thermal  increase  in  degree  Centigrade, 
/  the  temperature  Centigrade  from  absolute  zero,  J  the 
mechanical  equivalent  of  the  thermal  unit,  p  the  pressure 
applied  in  pounds,  which  in  the  case  of  tension  is  of  course  a 
negative  quantity,  e  the  longitudinal  expansion  per  degree 
Centigrade,  s  the  specific  heat,  and  w  the  weight  in  pounds 
of  a  foot  length  of  the  bar  *.  Applied  to  the  above  experi- 
ment the  formula  gives 

^,276-7     -775       If    ^Ij     _1  _-._ao  nmr 
^""1390^      1      ^81200 ^-11  ^-1568""     "^  ^^"^^• 

23.  In  another  experiment  by  the  first  method,  but  with 
another  thermo-electric  junction,  I  obtained  a  thermal  effect 
of  0^*124.     In  this  case  the  formula  gave 

„_276      -775         1         J_    _L_-     noinoQ 
^■"1390^      1      ^81200  ^11  ^-1568        ^'A^^- 

24.  A  third  experiment,  in  which  the  second  method  was 
used,  and  in  which  I  had  the  advantage  of  Professor  Thomson^s 
assistance,  gave  a  thermal  effect  of  —(f'lOOT.  In  this  case 
the  formula  gave 

287^     -725     _Jl_^  J,  ^_1_^ ^00.1069 
^■"1390^      1      ^81200     -11      1568        "   ^"^^• 

25.  Hard  Steel— With  stretching-weights  of  194,  388, 
and  775  lb.,  I  observed  deflections  of  the  needle  amounting 
to  27',  48^,  and  1°  87'.  Another  experiment  by  the  first 
method  to  obtain  the  absolute  thermal  effect  gave  53',  which 
was  found  to  indicate  a  temperature  of  — 0°*162.  The 
theoretical  result  in  this  case  was 

*  The  formula  signifies  in  £ftct  that  the  heat  evolved  by  compreesing  a 
solid  is  equivalent  to  the  work  required  to  compress  the  volume  of  it  due 
to  temperature,  just  as  in  the  case  of  a  perfect  elastic  fluid,  applied  to 

which  the  expression  becomes  amplified  to  ^^,     M.  Clapejron  has 

given  a  theoretical  estimate  of  the  heat  disengaged  by  the  cubical  com- 
pression of  iron  (Scientific  Memoirs,  vol.  iii.  p.  73). 
t  Lavoisier  and  Laplace.  {  Dulong  and  Petit 
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Tj_2754     -775       1*  If       _L___aoi9k 

^^  1390  ^      1     ^  81633  ^  -1024  ^  -1499""     "^'^^  ' 

26.  Cast  Iron. — The  deflections  produced  by  tensile  forces 
of  194,  388,  and  775  lb.  were  17',  81',  and  59'-9  respectively. 
The  thermal  eflTect  indicated  by  the  last  was  —  0°'1605. 
The  formula  gives 

277^4-775       U         1§  1    ^       p 

1390  ^      1     ^  90139     -1198     -1281"     ^   ^^'^^ 

27.  In  another  experiment  I  obtained  a  thermal  effect  of 
—  •1481,  theory  giving 

P^_283      -784        1  1  1    _     Qoner 

1390^      1      ^90139^1198^1281'^     " '^^^• 

28.  Copper.— With  tensile  forces  of  191*6,  383-3,  and 
7666  lb.,  I  obtained  by  the  first  method  deflections  of  21', 
41',  and  1°  12'*6  respectively,  the  absolute  thermal  effect 
indicated  by  the  last  being  — 0°'174.     The  formula  gives 

2749-766-6       1  ||         llf  1    __ 

^""1390^        1  58200      095  ^1781" 

29.  With  copper,  and  also  with  iron  wires,  I  have  observed 
the  cooling  effect  of  tension  close  up  to  the  breaking-point. 
But  whenever  the  pull  occasioned  permanent  change  of 
figure,  the  heat  firictionally  evolved  overpowered  the  cooling 
effect. 

80.  Lead. — ^The  bar  employed  was  half  an  inch  in  diameter, 
and  weighed  6308  grains  to  the  foot.  The  stretching- weights 
were,  first,  193  lb.  with  70  lb.,  the  weight  of  the  lever,  con- 
stant ;  and  second,  263  lb.,  the  weight  of  the  lever  itself  being 
used  along  with  the  193  lb.  laid  on  it.  Using  the  first 
method,  I  obtained  with  the  above  weights  deflections  of 
21'-5  and  30'-7,  indicating  thermal  effects  of  —0^-0531  and 
— 0°'0758.     The  formula  gives  in  the  two  cases, 

278:5  -193^  J^^J^_1__. 

1390    1    35 100  ^  0303  ^  901 ""  "  ^^^"^^ 

•  Smeaton.  t  Potter.  t  Roy. 

$  Myself.  II  Lay oiner  and  Laplace.  1[  Dulong  and  Petit 

*«  Lavoisier  and  Laplace. 
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and 

Tj_  278-5     -263        1  1  1 fv^r^KKn 

"  1390  ^  ^1~  ^35100      0303  ^  '901 "         " 

31.  GtUta  Percha. — The  piece  used  was  half  an  inch  in 
diameter^  and  weighed  1246  grains  per  foot.  The  thermo- 
electric junction,  formed  of  very  thin  copper  and  iron  wires, 
was  inserted  in  a  slit  made  two  thirds  through  the  substance 
of  the  gutta  percha.  The  weights  employed  were,  first,  that 
of  the  lever  alone,  amounting  to  70  lb. ;  and  second,  the 
lever  with  the  further  addition  of  80  lb.,  making  in  all  1501b. 
As  with  the  metals,  cold  was  produced  when  the  gutta  percha 
was  stretched,  and  the  heat  restored  when  the  stretching- 
weight  was  removed.  With  the  first-named  tensile  force  a 
mean  deflection  of  16''4  was  observed,  aud  with  the  second  a 
mean  deflection  of  30^*2.  In  order  to  turn  the  above  into 
thermal  measure,  the  gutta  percha  was  plunged  into  water  of 
different  temperatures,  deep  enough  to  immerse  the  part  in 
which  the  thermo-electric  junction  was  imbedded,  the  former 
plan  of  operation  being  inapplicable  in  this  instance,  on 
accoimt  of  the  low  conducting-power  of  the  substance  used. 
It  was  found  in  this  way  that  the  quantities  of  thermal  effect 
due  to  the  above  deflections  were  — 0°0284  and  — 0°-0o24— 
quantities,  however,  which  are  likely  to  err  in  defect  by  a 
very  small  quantity,  owing  to  the  nature  of  the  method  of 
finding  the  value  of  the  deflections.  The  theoretical  results, 
assuming,  as  I  did  for  the  metals,  that  the  expansion  of  gutta 
percha  by  heat  is  the  same  whether  suffering  tension  or  not, 
are 


and 


276:4     -70     J__l^     J_^ 
^""1390''     1     "^6354  "^•402^178""     ^^^^' 

276-4-150        111 oo.Ofi.. 

^■•1390^      1      ^6354'^-402^-T78""     ^^^^• 


32.  The  values  just  given  for  the  expansion  and  specific 
heat  of  gutta  percha  are  those  which  I  arrived  at  by  experi- 
ments on  a  part  of  the  same  sheet  out  of  which  the  cylinder 
above  used  waa  made.  The  method  pursued  in  obtaining  the 
expansion  was  one  I  have  frequently  found  very  convenient. 


PROPERTIES  OF  SOLIDS.  429 

It  consists  in  weighing  the  body  in  water  at  two  temperatures, 
one  as  much  below  as  the  other  is  above  the  point  of  maxi- 
mum density.  In  this  way  I  found  the  linear  expansion 
between  2°'4  and  5°'8  to  be  ^^^  per  1°,  and  the  specific 
gravity  to  be  1'00462  at  4°.  The  specific  heat  at  4°-5  was 
found  by  the  method  of  mixtures  to  be  '402. 

33.  India-rubber. — ^The  extraordinary  physical  properties 
of  this  substance  appear  to  have  been  first  remarked  by  Mr. 
Gough  *.  By  placing  a  slip  of  it  in  slight  contact  with  the 
edges  of  the  lips,  and  then  suddenly  extending  it,  he  ex- 
perienced a  sensation  of  warmth  arising  from  an  augmenta- 
tion of  the  temperature  of  the  rubber;  and  then  by  allowing 
the  slip  to  contract  again,  he  found  that  this  increase  of 
temperature  could  be  destroyed  in  an  instant.  In  his  next 
experiment,  he  found  that  '^  if  one  end  of  a  slip  of  caoutchouc 
be  fastened  to  a  rod  of  metal  or  wood,  and  a  weight  be  fixed 
to  the  other  extremity,  in  order  to  keep  it  in  a  vertical  posi- 
tion, the  thong  will  be  found  to  become  shorter  with  heat 
and  longer  with  cold  ''-f.  The  third  experiment  described  by 
Mr.  Gough  has  indicated  the  means  of  using  this  substance 
in  the  production  of  textile  fabrics ;  he  says: — '^  If  a  thong  of 
caoutchouc  be  stretched,  in  water  warmer  than  itself,  it  re- 
tains its  elasticity  unimpaired ;  on  the  contrary,  if  the  ex- 
periment be  made  in  water  colder  than  itself,  it  loses  part 
of  its  retractile  power,  being  unable  to  recover  its  former 
figure;  but  let  the  thong  be  placed  in  hot  water,  while  it 
remains  extended  for  want  of  spring,  and  the  heat  will  im- 
mediately make  it  contract  briskly.'^ 

34.  In  addition  to  the  above,  my  own  experience  has  led  me 
to  the  curious  fact  that  a  piece  of  india-rubber,  softened  by 
warmth,  may  be  exposed  to  the  zero  of  Fahrenheit  for  an 
hour  or  more  without  losing  its  pliability,  but  that  a  few 
days  rest  at  a  temperature  considerably  above  the  freezing- 
point  will  cause  it  to  become  rigid. 

*  Memoiis  of  the  literaiy  and  Philosophical  Society  of  Manchester, 
2nd  series,  vol.  L  p.  288. 

t  Ibid.  p.  292.  From  the  context  it  appears  that  the  weight  was  used 
to  give  tension,  as  well  as  to  keep  the  slip  vertical. 
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35.  The  ends  of  apiece  of  elastic  india-rubber^  about  -^ 
of  an  inch  square^  were  attached  to  an  apparatus  by  means 
of  which  it  could  be  stretched  by  various  weights.  A  thermo- 
electric junction  of  thin  copper  and  iron  wires  was  placed  in 
an  orifice  pierced  through  the  centre  of  the  slip;  and  at 
either  side,  at  ^^j  of  an  inch  distance  from  one  another, 
pins  were  stuck  which  afforded  the  means  of  knowing  the 
exact  length  to  which  the  rubber  was  stretched.  With  small 
tensile  forces  no  thermal  effects  were  observed ;  but  when  the 
rubber  was  stretched  by  a  weight  of  6  lb.,  a  sensible  deflection 
of  the  needle  took  place,  indicating  heat ;  the  needle  returning 
to  zero,  and  thus  indicating  absorption  of  heat,  when  the 
weight  was  removed.  Experiments  with  different  weights 
gave  the  following  results : — 


Stretobing- 
weight  in 
pounds. 

Length  of  rubber  in  inches, 

Deflection 
of  thermo- 
multiplier. 

Thermal  effect 

indicated  bj 

deflecrion. 

when  stretched. 

after  weight 
was  remoTcd. 

0 

2 

4 

6 

8 

10 

12 

14 

16 

18 

0-59 
0-67 
0-77 
0-94 
113 
1-46 
1-75 
Not  observed. 
2-14 
2-36 

0-59 
Not  observed. 
Not  observed. 
Not  observed. 
Not  observed. 

0-71 

0-9 
Not  observed. 
Not  observed. 

102 

'      0 
0 

-  1 
11 

32 

1  15 

2  47 
4    60 
6    65 
6    45 

& 
0 
-0002 
0O20 

o<m 

0-139 
0-370 
0-537 
0-657 
0-750 

36.  The  low  temperature  (about  6°  Centigrade)  at  which 
the  above  experiments  were  tried  considerably  inter£ered 
with  the  perfection  of  the  elasticity  of  the  india-rubber,  which 
in  consequence  became  gradually  elongated  on  the  removal  of 
successively  increasing  weights.  This  circumstance  no  doubt 
interferes  slightly  with  the  absolute  quantity  of  thermal  efiect 
recorded  in  the  last  column  of  the  Table.  Still  the  essential 
characteristics  of  the  phenomena  are  plainly  indicated,  vis. 
that  little  heat,  or  even  a  reverse  effect,  is  produced  by 
moderate  stretching- weights,  but  that  after  a  certain  weight 
is  reached,  a  rapid  increase  of  thermal  effect  takes  place. 
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37,  The  same  piece  of  rubber  was  afterwards  immersed  in 
water  in  the  manner  represented  by  the  adjoining  sketch. 
A  wire  attached  to  the  rubber  at  the  upper  extremity  was 
made  fast^  and  another  wire  affixed  to  the 
lower  end  passed  through  a  cork  in  the 
glass  tube^  and^  being  bent  into  a  hook^  sup- 
ported a  scale  for  weights.  The  temperature 
of  the  water  in  the  tube  was  kept  uniform  by 
constant  additions  and  removals  of  water^ 
which  was  kept  well  mixed  by  a  current  of 
bubbles  of  air  blown  from  time  to  time  through 
a  narrow  tube  into  the  lower  end.  The 
positions  of  the  pins^  showing  the  length  of 
the  rubber^  were  ascertained  by  means  of  a 
graduated  scale  placed  behind  the  tube^ 
viewed  through  a  telescope  which  was  raised 
or  depressed  according  to  the  level  of  the 
pins. 

38.  In  my  first  experiment  the  stretching- 
weight,  inclusive  of  the  weight  of  the  tube, 
was  3  lb.,  and  the  water  in  the  tube  being 
adjusted  to  7^  Cent.,  the  length  of  the  thong 
between  the  pins  was  1'026  inch.  The  tem- 
perature of  the  water  was  then  raised  to  17^,  and  kept  there 
for  ten  minutes^  when  the  length  was  found  to  be  reduced  to 
0*964 inch.  A  third  observation  at  28°  gave  the  length  09. 
It  was  evident  that  this  contraction  was  partly  owing  to  the 
recovery  by  heat  of  the  rubber  from  the  constrained  state  in 
which  it  was  left  by  the  experiments  of  the  preceding  table ; 
for  the  lengths  observed  on  lowering  the  temperature  succes- 
sively to  16°-6  and  7^-4,  namely  0-91  and  0922,  indicated  a 
lengthening  effect  from  the  application  of  cold  only  one  quar- 
ter of  the  amount  of  the  previous  shortening  by  heat.  I  now 
used  a  stretching-weight  of  6  lb.,  which  immediately  increased 
the  length  to  1  '22,  and  in  the  course  of  thirty-six  hours  further 
increased  it  to  2*548  inches  at  the  temperature  5^*4.  Raising 
the  temperature  successively  to  12°  and  17°,  the  length  was 
diminished  to  2*527  and  2*459.     Then,  on  depressing  it  to 
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9°'5  and  4'''3,  I  observed  2*476  and  2490.  After  leaTing 
the  same  weight  on  for  five  hours  longer^  I  observed  kngtha 
of  2-559,  2-514,  and  247  with  the  temperatures  6^2,  12°-4, 
and  20P'2,  and  2'483  and  2*498  at  temperatures  successively 
depressed  to  12°  and  5°.  After  the  lapse  of  twenty-two 
hours  more,  I  found  the  lengths  2624, 2*568,  and  2*51  at  the 
temperatures  6°*2,  IS*'^,  and  22°;  and  2*523  and  2*548 
on  depressing  the  temperature  to  13°  and  6^*4.  All  these 
observations  show  the  gradual  elongation  effected  by  tensicm, 
the  tendency  of  heat  to  restore  the  original  length,  and  die 
increase  or  decrease  of  elastic  force  with  the  elevation  or 
depression  of  the  temperature  of  the  rubber. 

39.  I  now  reduced  the  stretching-weight  to  1  lb.,  being 
that  of  the  tube  and  the  water  contained  by  it.  The  observed 
length  was  1*63,  and  in  forty-five  minutes  further  decreased 
to  1*621.  Afterwards  it  began  to  increase  gradually,  in  five 
hours  attaining  to  1*635,  in  seventeen  more  to  1*724,  and 
after  a  fturther  lapse  of  forty  hours  to  1*751.  These  obser- 
vations  were  at  7^*1.  Then  raising  the  temperature  to  21^*6, 
the  length  was  reduced  to  1*191 ;  and  on  depressing  it  again 
to  7°*4,  the  length  was  further  reduced  to  1*181.  Keeping  the 
rubber  at  the  same  temperature  it  still  continued  to  contract, 
and  in  two  hours  its  length  was  only  1*17.  Then,  on  raising 
the  temperature  to  23°,  and  afterwards  depressing  it  to  7°-2, 
the  length  was  successively  reduced  to  1*151  and  1*141. 
These  and  similar  observations  were  continued  for  several 
days  with  like  results,  confirming  my  previous  remarks,  and 
also  developing  the  curious  fact,  that  when  a  piece  of  india- 
rubber,  which  has  been  previously  gradually  lengthened  by 
stretching,  is  shortened  by  the  temporary  application  of  heat, 
the  shortening  effect  continues  to  go  on  for  some  time,  even 
if  the  rubber  has  been  reduced  to  its  previous  temperature. 

40.  Although  my  experiments,  already  detailed,  on  the 
thermal*  effects  of  stretching  india-rubber  were  not,  on 
account  of  the  imperfect  elasticity  of  that  substance  at  low 
temperatures,  well  calculated  to  give  exact  numerical  results, 
the  general  conclusion  derived  firom  them  is  perfecUy  in 
accordance  with  Professor  Thomson's  formula,  where,  in  this 
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instance  e,  the  expansion^  being  negative^  the  result  indicated 
is  a  rise  of  temperature  on  the  application  of  the  tensile  force, 
41.  When,  by  keeping  india-rubber  at  rest  at  a  low 
temperature  for  some  time,  it  has  become  rigid,  it  ceases  to 
be  heated  when  stretched  by  a  weight,  and,  on  the  contrary, 
a  cooling  effect  takes  place  as  in  the  metals  and  gutta  percha. 
The  experiment  by  which  I  ascertained  this  fact  was  made 
with  a  piece  of  india-rubber  J  of  an  inch  square,  which  had 
been  exposed  for  several  days  to  a  temperature  not  lower 
than  5^  Cent.  In  this  state  it  was  found  that  the  application 
of  a  tensile  force  of  14  lb.  produced  a  deflection  of  20', 
indicating  cold,  and  that  a  contrary  deflection,  indicating 
heat,  was  produced  by  removing  the  weight.  After  raising 
the  temperature  of  the  rubber  to  15°,  its  elasticity  was 
restored,  and  the  reverse  phenomenon  of  heat  on  stretching 
produced,  indicated  by  a  deflection  of  15'. 

42.  '^  Vtdcamzed**  India-rubber, — I  observed  the  principal 
physical  characters  of  this  substance  before  I  was  acquainted 
with  Mr.  Gough's  discovery  of  the  properties  of  simple 
india-rubber,  above  noticed.  The  superior  permanency  of 
the  elasticity  of  rubber  in  combination  with  sulphur,  and  its 
unimpaired  existence  at  low  temperatures,  rendered  it  better 
qualified  for  experiments  in  which  accurate  numerical  results 
were  desired. 

43.  I  determined  the  specific  heat  of  vulcanized  india- 
rubber  from  portions  of  the  specimens  used  in  the  experi- 
ments about  to  be  detailed.  The  method  of  mixtures  was 
employed,  a  quantity  in  small  bits  being  raised  to  a  given 
temperature  in  a  bath  of  air,  and  then  plunged  into  a  thin 
copper  can  partly  filled  with  cold  water.  The  result,  reliable 
to  at  least  one  tenth  of  its  amount,  was  0*415. 

44.  The  expansion  by  heat  was  found  by  weighing  in  water 
2°*25  above  and  2°'25  below  the  maximum  density.  The 
result  showed  a  cubical  dilatation  of  0*000526  per  degree 
Centigrade — an  expansion  greater  than  that  of  any  other  solid 
hitherto  examined. 

45.  Mr.  Gough  has  stated  that  the  specific  gravity  of 
india-rubber  is  increased  by  stretching  it;  and  to  this  he 
attributes  the  heat  thereby  evolved.     The  experiment,  how- 
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ever^  is  a  very  delicate  one^  and  it  does  not  appear  that  this 
philosopher  possessed  the  means  of  arriraig  at  a  reliable 
result.  My  experience  with  Tulcanized  india-mbber  leads 
me  to  doubt  the  accuracy  of  Mr.  Cough's  condusion.  I 
weighed  elastic  bands  alternately  stretched  and  unstretched 
in  water.  The  result  of  the  first  series  of  experiments  was, 
that  the  bands  unstretched  had  a  specific  gravity  "996057; 
but  when  pulled  twice  their  natural  length,  *994641.  Ihe 
second  series  gave  me  for  the  specific  gravity  of  die  un- 
stretched bands  -990918 ;  but  when  pulled  to  two  and  a  half 
times  the  natural  length,  *988483.  The  same  rulcanized 
india-rubber  bands  were  used  in  both  series;  and  the  diminu- 
tion of  the  specific  gravity  in  the  second  series  is  owing  to 
the  constant  loss  of  sulphur  taking  place.  On  account,  how- 
ever, of  the  alternation  of  the  experiments  in  each  series, 
this  circumstance  does  not  affect  the  conclusion  that  the 
action  of  tension  on  a  band  of  vulcanised  india-rubber  sensibly 
diminishes  its  specific  gravity. 

46.  In  my  experiments  on  the  thermal  effects  of  stretching 
vulcanized  rubber,  a  piece  about  f  of  an  inch  square,  and 
weighing  1452  grs.  to  the  foot,  was  employed.  The  upper 
end  was  made  fjEist,  and  to  the  lower  weights  could  be  applied 
and  removed  at  pleasure.  A  thermo-electric  junction  of  thin 
copper  and  iron  wires  was  inserted  in  a  slit  made  in  the  direc- 
tion of  the  length  of  the  thong  and  near  its  middle.  Also 
pins  were  stuck  into  the  rubber  at  4  inches  distance  from 
each  other,  in  order  to  measure  its  length  under  various 
tensile  forces.     The  following  is  a  Table  of  results : — 
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42 
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0-137 

49 

7-76 

1    39-3 

0-180 

PROPERTIES  OF  SOLIDS.  435 

47.  The  data  for  turning  the  deflections  in  the  third  column 
into  the  thermal  effects  in  the  fourth  were  obtained  by 
immersing  the  rubber,  to  a  point  above  the  place  where  the 
thermo-electric  junction  was  inserted,  in  water  of  different 
temperatures. 

48.  These  experiments  developed  the  following  facts : — 
Ist.  That  the  effect  of  laying  on  the  weights  was  not  sensibly 
different  in  quantity  from  the  reverse  effect  of  removing 
them.  2nd.  That  with  light  weights  and  a  low  temperature 
there  was  a  slight  cooling  effect  on  the  application  of  tensile 
force,  which,  first  increasing  with  the  weights  laid  on,  ulti- 
mately changed  into  a  heating  effect,  increasing  much  more 
rapidly  than  the  stretching-weight. 

49.  The  temperature  of  the  thong  during  the  experiments 
was  7^*8.  I  foimd  that  at  temperatures  a  few  degrees  higher, 
the  reverse  action  with  weak  tensile  forces  did  not  take  place, 
but  that  there  was,  on  the  contrary,  a  very  slight  heating 
effect. 

50.  Professor  Thomson  suggesting  to  me  that  in  those  cir- 
cumstances in  which  the  rubber  was  heated  by  being  stretched, 
it  would  contract  its  length  under  tension  when  its  tempera- 
ture was  raised,  I  arranged  the  same  piece  with  which  the 
foregoing  experiments  were  made  in  the  manner  already 
described  in  the  case  of  common  india-rubber.  The  method 
pursued  was  to  observe  the  lengths  at  several  temperatures 
successively  raised,  and  then  at  similar  temperatures  descend- 
ing. The  necessity  for  this  arose  from  the  circumstance  that 
a  gradual  elongation  took  place,  particularly  at  the  higher 
temperatures ;  and  by  taking  the  mean  of  the  ascending  and 
descending  series,  I  hoped  to  eliminate  the  error  thus  arising. 
I  give  the  following  experiments  in  the  order  in  which  they 
were  made : — 
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51.  The  above  results  completely  justify  the  anticipation  of 
Professor  Thomson,  and,  as  we  shall  presently  see,  afford  a 
remarkable  confirmation  of  his  theory.  Before,  however, 
instituting  a  comparison  between  theory  and  experiment, 
it  will  be  proper  to  observe  that  the  length  of  the  rubber  at 
the  low  temperatures  beginning  and  ending  each  experiment 
shows  a  gradual  increase.  To  this  circumstance  chiefly  is  it 
owing  that  so  considerable  a  shortening  effect  took  place  with 
7  lb.  tension ;  for  a  tensile  force  of  14  lb.  having  been  just 
previously  tried,  a  certain  amount  of  increased  length  of  the 
nature  of  set  was  produced,  which,  being  taken  out  by  heating 
the  rubber  under  less  tension,  caused  a  greater  apparent 
contraction  by  heat.  On  lowering  the  temperature  again,  a 
small  contraction  took  place,  which,  being  corrected  for  the 
gradual  elongation  of  the  rubber,  gave  me  ^^^  as  the 
expansion  by  heat  under  the  tension  of  7  lb. 

52.  The  Table  on  p.  438  gives  the  theoretical  estimate, 
compared  with  the  experimental  result,  for  each  additional 
tensile  force  of  7  lb. 

53.  In  the  last  two  columns  of  this  Table  are  recorded 
the  actual  quantities  of  heat  observed  in  the  experiments 
given  in  (46),  and  the  same  corrected  on  account  of  the  thong 
not  having  then  been  so  much  stretched  by  use.  I  am  of 
opinion,  however,  that  this  circumstance  would  not  cause  any 
material  difference  in  the  thermal  effect  of  a  given  strain,  and 
that  therefore  the  last  column  but  one  is  the  proper  one  to 
compare  with  theory,  which  it  will  be  found  to  do  quite  as 
well  as  could  have  been  expected. 

54.  After  the  experiment  on  the  contraction  by  heat  of  the 
thong  when  it  was  stretched  by  421b.,  I  removed  all  the 
weights  except  2  lb.,  and  then  a  day  or  two  afterwards 
observed  as  follows  : — 
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55.  It  will  be  observed  that  the  effect  of  a  rise  of  tempera- 
ture in  the  above  experiment*  was  to  take  out  the  set  which 
had  been  given  to  the  thong  by  previous  experiments  at 
higher  tension.  Afterwards,  the  effect  of  cooling,  as  shown 
in  column  4,  is  a  contraction  so  great  as  to  prove  that  the 
set  continued  to  be  taken  out  after  the  heat  which  com- 
menced its  removal  was  withdrawn.  That  this  was  the  case 
was  proved  by  repeating  the  experiment  several  times,  using 
the  same  weak  tension  of  2  lb. ;  when  the  lengths  at  8^*8  and 
52*^-8  were  found  to  be  4*241  and  4*254  respectively,  indicating 
an  expansion  of  only  xihrs  P®'  degree. 

56.  On  removing  all  tensile  force  and  applying  a  moderate 
warmth,  the  thong  returned  to  the  same  length  it  had  at 
the  commencement  of  my  experiments  with  it,  viz.  exactly 
4  inches. 

57.  In  order  to  try  the  thermal  effects  of  stretching  vul- 
canized india-rubber  for  a  greater  range  of  tensions,  I  inserted 
a  very  fine  thermo-electric  junction  into  the  breadth  of  an 
elastic  ring  2  inches  in  diameter  and  weighing  30  grains. 
The  ring,  when  pulled  sufficiently  to  make  the  two  sides 
parallel,  became  a  double  band  3*3  inches  long,  which  elon- 
gated further  to  6*8  inches  with  a  tension  of  2ilb.  The 
results  I  arrived  at  are  as  follow : — 
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58.  The  Table  shows  that  the  rise  of  temperature  occasioned 
•  Bottom  of  p.  437. 
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Fig.  92. 


by  stretching  vnlcanized  india-iubber  bands  op  to  their 
breaking-point  is  about  1°  Centigrade — a  qnantitj  which  I 
regard  as  erring  somewhat  in  deficiency,  owing  to  the  attenua- 
tion of  the  band  under  high  tension  preventing  the  full  com- 
munication of  heat  to  the  junction.  The  thermal  effect  is 
evidently  greatest  when  the  rubber  receives  the  greatest 
elongation  by  an  additional  weight.  When  the  band  was 
stretched  to  six  times  its  original  length,  little  further  elon- 
gation took  place  by  increasing  the  tensile  force,  rerj  little 
thermal  effect  being  at  the  same  time  produced.  I  thought  it 
possible  that  in  this  case  a  small  cooling  effect  might  exist;  but 
after  many  trials  did  not  succeed  in  finding  it,  owing  jnro- 
bably  to  frictional  generation  of  heat  near  the  breaking-pcnnt. 

59.  Wood. — ^The  physical  |»noperties  of  this  substance  hare 
great  interest,  from  its  various  applications  to  the  wants  and 
luxuries  of  mankind.  On  making  experiments  on  the  thermal 
effects  of  its  extension  and  compression,!  soon  found  anomalies 
which  induced  me  to  investigate  at 
some  length  its  expansion  by  heat, 
its  elasticity,  and  the  variations  of 
these  arising  from  such  modifying 
influences  as  temperature,  moisture, 
and  tension. 

60.  The  apparatus  I  employed  will 
be  understood  from  the  adjoining 
sketch,  in  which  a  wooden  rod  is 
representedas  passing  throughaglass 
tube,  which  again  passes  through  a 
wide  tube  of  gutta  percha.  This 
latter  fits  tightly  at  its  lower  end 
on  the  glas^  tube,  which  again  is 
made  tight  to  the  wood  by  means  of 
a  piece  of  india-rubber  tube.  Mer- 
cury or  other  fluid  may  be  poured  into 
the  interstice  between  the  glass  tube 
and  the  wooden  rod,  and  so  serve  as 
the  means  of  convection  of  heat  from  j^ 
the  water  with  which  the  gutta-percha 
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tube  is  filled.  A  stopcock  enables  one  to  change  this  water 
when  desired.  The  ends  of  the  rod  are  held  by  suitable 
clamps,  which  are  attached,  one  to  a  firm  upper  support,  the 
other  to  a  lever  of  which  one  extremity  has  a  knife-edge 
resting  on  a  steel  plate,  and  the  other  is  furnished  with  a 
micrometer  consisting  of  a  glass  plate  divided  into  -g^^j-  of 
an  inch,  examined  by  a  microscope.  The  weight  of  the  lever 
alone  produced  a  tension  of  35  lb.,  which  could  be  further 
increased  by  the  addition  of  weights.  When  a  very  weak 
tension  was  desired,  a  lighter  lever  was  employed. 

61.  Preliminary  trials  informed  me  of  the  time  (never 
exceeding  five  minutes)  required  to  bring  the  rod  sensibly  to 
the  temperature  of  the  water  in  the  gutta-percha  tube;  I 
also  found  that  the  most  ready  means  of  obtaining  uniform 
temperature  in  this  water  was  to  fill  the  tube  twice,  allowing 
a  little  intervening  time.  The  observations  of  the  micro- 
meter were  generally  made  at  intervals  of  five  minutes — ^the 
first  observation  being  at  a  low  temperature,  the  second  at  a 
high  temperature,  and  the  third  at  a  low  temperature  again. 
The  mean  of  the  first  and  third  observations  gave  me  the 
length  at  the  low  temperature,  the  difference  between  which 
and  the  length  at  the  high  temperature  gave  me  the  expansion 
of  the  rod.  When  a  high  tension  was  employed,  gradual 
elongation  frequently  took  place  for  so  long  a  time  that  I  did 
not  wait  till  it  had  entirely  ceased.  The  system  of  observation 
employed  was,  however,  such  as  prevented  error  arising  from 
this  circumstance;  and  since  the  gradual  elongation  was 
more  rapid  as  the  temperature  was  raised,  the  precaution  was 
taken  to  expose  the  rod  to  the  high  temperature  for  the  same 
space  of  time  immediately  before  and  after  each  micrometer- 
observation  at  the  high  temperature. 

62.  Bay  Wood. — ^The  piece  selected  was  well  seasoned  and 
very  straight  in  the  grain.  Its  length  was  46*63  inches, 
the  part  passing  through  the  glass  tube  and  exposed  to 
change  of  temperature  measuring  33  inches.  The  diameter 
of  the  rod  was  f  of  an  inch,  and  its  weight,  in  the  first 
instance,  about  196  grains  to  the  foot.  Mercury  poured  into 
the  inner  glass  tube  formed  the  means  of  conducting  heat 
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from  the  surrounding  water  to  the  rod.  The  following  Table 
contains  the  observed  expansions  after  various  intervals  of 
time: — 


Teniion  on  the  rod, 
in  pounds. 

BxpMliiOD 

per  defCTM  Oentignde. 

A  few  hours 

85 

435 
35 

435 
35 

435 
35 

435 

•000004612 
■000006665 
•000004372 
•000005685 
•000008»52 
•000004619 
•000004003 
•000004850 

Two  or  three  days    

A  few  hours 

Two  or  three  days    

A  few  hours 

Two  or  three  days    .....'. 
A  few  hours 

Mean  for 
Mean  for 

35 
435 

•000004236 
•000005225 

63.  The  above  experiments  manifest  most  strikingly  tiie 
effect  of  tension  in  increasing  the  expansibility  of  wood^  that 
with  435  lb.  being  nearly  one  quarter  greater  than  that  with 
only  35  lb.  The  gradual  diminution  of  the  coefficient  perplexed 
me  a  good  deal  at  firsts  particularly  as  the  mercury  in  contact 
with  the  wood  prevented  the  access  of  air  to  its  sides ;  but  I 
was  ultimately  able  to  refer  it  to  the  gradual  absorption  of 
moisture  through  the  pores  in  the  direction  of  the  length  of 
the  rod. 

64.  The  rod  was  now  exposed  to  a  tension  of  435  lb.  for 
twenty-two  days^  at  the  end  of  which  time  its  expansion  by 
heat  was  found  to  be  •000004784.  The  weights  were  then 
removed  so  as  to  reduce  the  tension  to  861b.  After  re- 
maining two  days  in  this  state  the  first  effect  was  found  not 
to  be  expansion^  but^  on  the  contrary^  a  contraction  amounting 
to  '000002408  per  degree.  Then  the  subsequent  application 
of  cold  produced  a  contraction  of  '000005706.  On  raising 
the  temperature  again  after  an  interval  of  five  minutes  I 
found  an  expansion  of  '000002170^  and  then  on  cooling  a 
contraction  of  '000005017.  After  twenty  minutes  I  found 
that  the  expansibility  by  heat^  indicated  by  the  mean  effiect 
of  raising  and  depressing  the  temperature  alternately^ 
•000008676. 
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65.  From  the  above  it  appears  that  wood  has  to  a  certain 
extent  the  property  possessed  by  india-rabber^  of  returning 
from  a  state  of  strain  on  the  application  of  heat.  Mr.  Hodg- 
kinson  has  observed  this  property  in  iron ;  I  have  noticed  it 
in  whalebone^  hair^  leather^  and,  to  a  slight  extent^  in  copper. 

66.  The  increase  of  expansibility  with  tension  suggested 
that  the  force  of  elasticity  of  wood  decreases  with  a  rise  of 
temperature.  To  try  this  I  affixed  a  graduated  glass  plate  to 
the  top  of  the  glass  tube  (see  fig.  92)^  while  parallel  and  close 
to  it  another  divided  glass  plate  was  affixed  to  the  wooden 
rod.  The  extension  of  the  rod  under  various  tensile  forces  was 
thus  read  off  by  means  of  a  microscope  in  ^^  of  an  inch  and 
fractions  of  the  same  appreciable  to  ^  of  the  actual  divisions. 
The  mean  of  several  series  of  trials  gave  me^  at  a  low  and 
high  temperature^  the  following  indications  of  the  micro- 
meter^ with  stretching-weights  increased  by  100  lb.  at  a 
time  until  435  Ib.^  and  then  decreased  by  the  successive 
removal  of  the  weights  again. 


Tenaion. 

thetempentoreofthe 
woodlMriiiK  16°i». 

the  temperature  of  the 
woodfeng  4l°-78. 

36 

0 

0 

186 

4-199 

4-881 

236 

8-689 

8-914 

336 

12-890 

13-416 

436 

17-136 

17-743 

336 

12-880 

16-892 

236 

8-679 

8-968 

136 

4-378 

4-602 

36 

0-231 

0-268 

67.    17135. 


•281 


=  1702,  and 


'268 
17-743- ^  =  17-609, 

which  are  therefore  the  elastic  strains  in  ^^  of  an  inch,  pro- 
duced by  a  tension  of  400  lb.  at  the  respective  temperatures 
15°-99  and  41°-78,  the  length  of  the  rod  being  33  inches. 
These  results,  reduced  to  unity  of  length  and  temperature, 
give  the  difference  between  000099953  and  000103410,  or 
'000003459,  as  the  quantity  by  which  the  expansion  by  heat 
of  the  wood  ought  to  be  increased  by  adding  a  tension  of 
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400  lb.  Referring  to  p.  442^  it  will  be  seen  that  this  increment 
is  actually  only  about  '000001 .  I  believe  that  two  causes  are 
concerned  in  producing  this  discrepancy.  In  the  first  place, 
I  have  reason  to  think  that  when  tension  is  applied  to  wood 
and  various  other  substances^  a  strain  takes  place  of  the 
nature  of  set  besides  the  true  elastic  strain,  which  set  is 
almost  instantaneously  taken  out  again  on  the  removal  of 
the  tension ;  also  that  this  temporary  set  increases  with  the 
temperature.  Secondly,  I  think  that  when  the  expansion  by 
heat  of  a  body  under  tension  is  observed,  the  tendency  of  heat 
to  take  out  set  operating  in  a  contrary  direction  to  the  ex- 
pansive action,  causes  a  slight  apparent  diminution  of  the 
latter.  It  will  thus  happen  that  the  apparent  decrease  of 
elasticity  by  heat  is  greater  than  the  real,  while  the  apparent 
increase  of  expansion  by  heat,  in  consequence  of  the  appli- 
cation of  tension,  is  less  than  the  real.  These  observations 
will  be  found  to  receive  further  confirmation  from  the  pheno- 
mena of  the  elasticity  of  moistened  wood,  and  also  in  the  case 
of  whalebone,  a  substance  in  which  the  characteristics  of  wood 
as  regards  set  are  very  strongly  developed. 

68.  Young's  modulus  of  elasticity,  deduced  from  the  above 
data  in  terms  of  the  length  of  a  rod,  weighing  one  lb.  to  the 
foot,  which  would  be  extended  by  unity  by  the  tensile  force 
of  one  lb.,  is  5539710  and  5354349  for  the  temperatures 
15°-99  and  41°78  respectively. 

69.  The  same  rod  of  bay  wood  was  now  employed  to  deter- 
mine the  effects  of  hygrometric  condition  on  its  expansion  and 
elasticity.  Mercury  or  water  was  employed  as  the  medium 
for  conducting  heat  between  the  glass  tube  and  the  wood« 
When  mercury  was  employed,  some  inconvenience  resulted 
from  its  entry  into  the  pores  of  the  wood.  Ultimately  I 
found  that  the  heat  was  conveyed  with  sufficient  rapidity 
when  air  only  occupied  the  narrow  space  intervening  between 
the  glass  and  the  wood. 
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74.  The  specific  gravity  of  the  wood,  considered  apart  from 
the  air  or  water  in  its  pores,  was  in  the  above  specimen  found 
to  be  1-595. 

75.  The  following  are  deductions  from  the  above  experi- 
ments:—  1st.  That  tension  increases  the  expansibility  of 
wood  by  heat.  2nd.  The  expansibility  of  dry  wood  cut  across 
the  grain  is  about  ten  times  as  great  as  its  expansibility  when 
cut  in  the  direction  of  the  grain.  3rd.  The  length  of  wood 
cut  longitudinally  is  a  little  increased  by  the  absorption  of 
water;  but  when  cut  crossways  a  very  great  augmentation, 
as  is  well  known,  takes  place.  4th.  When  water  is  absorbed 
into  the  pores  of  wood  cut  longitudinally,  its  expansibility 
decreases  until  ultimately  it  passes  into  contraction  by  heat. 
5th.  When  water  is  absorbed  into  the  pores  of  wood  cut 
across  the  grain,  its  expansibility  appears  to  increase  in  the 
first  instance,  then  decreases  until  it  changes  into  contrac- 
tion, which,  after  increasing  with  the  absorption  of  water  to 
a  certain  point,  seems  to  diminish  as  the  wood  becomes 
completely  saturated.  6th.  Cut  lengthways,  the  elasticity 
of  wood  appears  to  be  lessened  by  the  presence  of  water; 
when,  however,  it  is  cut  across  the  grain,  the  effect  of  mois- 
ture is  very  greatly  to  impair  the  elastic  force.  7th.  A  short 
period  of  immersion  enables  wood  cut  crossways  to  take  up 
sufficient  water  to  make  it  contract  by  heat;  but,  on  the 
contrary,  wet  wood  partially  dried  on  the  surface  is  expanded 
by  heat.  So  that  we  may  have  contraction  or  expansion  of 
wood  charged  to  the  same  extent  with  water,  according  pro- 
bably to  peculiarities  in  the  distribution  of  the  water  among 
the  pores. 

76,  When  wet  wood,  cut  across  the  grain,  is  dried,  it  gets 
shorter  very  gradually,  in  consequence  of  a  tendency  to  re- 
tain its  former  dimensions.  The  strain  thus  arising  may  be 
removed  by  raising  the  temperature,  which  speedily  reduces 
the  wood  to  the  length  due  to  its  state  of  dryness.  The 
same  kind  of  effect  takes  place,  but  in  the  reverse  order,  in 
wood  which  is  taking  up  water.  It  does  not  immediately 
assume  the  length  due  to  the  state  of  hygrometry ;  bat  if 
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heated^  the  set  is  taken  out^  and  the  wood  expands  to  its 
proper  length. 

77.  Inasmuch  as  at  a  certain  degree  of  humidity  wood 
contracts  in  every  direction  with  a  rise  of  temperature,  it 
might  be  inferred  that  on  weighing  it  in  water  its  specific 
gravity  would  be  found  to  increase  on  the  elevation  of  tem- 
perature. Such,  however,  is  not  the  fact.  A  piece  of  satu- 
rated wood,  being  part  of  the  specimen  employed  in  the  last 
series  of  experiments,  was  found  to  weigh  392*6  grs.  in  air, 
42-26  grs.  in  distilled  water  at  0°,  and  4201  grs.  in  distilled 
water  at  8°.  Hence  the  cubical  expansion  was  -0000692  per 
degree ;  but  calculated  on  the  wood  considered  apart  from  the 
water  in  its  pores,  -000396.  Therefore  on  raising  the  tem- 
perature a  decrease  of  specific  gravity  occurs  simultaneously 
with  a  diminution  in  the  external  dimensions  of  the  wood. 
This  can  only  take  place  in  consequence  of  a  contraction  of 
the  surfaces  of  the  walls  of  the  cellular  structure,  while  the 
actual  bulk  of  the  material  of  which  they  are  composed  is 
increased,  a  certain  minute  quantity  of  water  exuding  at  the 
same  time. 

78.  The  phenomenon  in  question  is  therefore,  I  believe, 
owing  to  capillary  attraction,  the  diminution  of  which  with 
elevation  of  temperature  has  the  elBfect  of  removing  a  part 
of  the  swelled  condition  due  to  that  action.  Dr.  Young  has 
given  T^  as  the  descent  of  water  in  a  narrow  tube  due  to 
a  rise  of  temperature  of  1°  Cent.  The  fraction  arrived  at  by 
M.  C.  Wolf  is  y2l?BT*.  "^^  ^PP^y  *^®  latter  estimate  to  the 
foregoing  results,  we  find  from  the  last  Table  that  between 
extreme  dryness  and  perfect  humidity  the  wood  increased  in 
length  from  unity  to  1*068.  Hence,  on  the  hypothesis  that 
the  contraction  by  heat  is  owing  to  diminution  of  capillary 
attraction,  it  ought  to  be  equal  to  -0001293  minus  the  ex- 
pansion in  the  dry  condition.  An  examination  of  the  fore- 
going Tables  will  be  found  to  afford  ample  support  to  this 
view. 
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81.  Cane^  like  wood  cut  in  the  direction  of  the  gnia,  in- 
creases slightly  in  length  in  consequence  of  being  moistened. 
The  expansion  by  heat  being  diminished  at  the  same  time^  it 
follows  that  the  increment  due  to  moisture  is  less  when  taken 
at  a  high  than  at  a  low  temperature. 

82.  The  Table  on  p.  455  records  my  observations  on  the 
expansion  and  elasticity  of  paper,  leather^  and  whalebone. 
The  length  exposed  to  thermal  influence  was  38  inches. 

88.  It  will  be  observed  that  an  increase  in  the  expansibility 
by  heat  of  paper  and  leather  was  produced  by  moisture.  It 
is  probable,  however,  that  had  they  been  more  thoroughly 
saturated  the  expansion  would  again  diminish,  as  in  the  case 
of  wood  cut  across  the  grain,  in  which,  although  the  expan- 
sibility in  the  first  instance  increased  with  the  application  of 
moisture,  it  ultimately  changed  into  contraction  when  the 
wood  became  more  completely  saturated.  I  think  that  a 
cause  tending  to  increase  the  expansibility  in  consequence  of 
the  application  of  moisture  exists  in  every  case,  but  that  it 
is  modified,  and  in  wood  sometimes  completely  overcome,  by 
the  effect  of  decreased  capillary  attraction  with  rise  of  tem- 
perature, to  which  I  have  already  adverted. 

84.  Upon  the  facility  with  which  hot  moistened  whalebone 
can  be  moulded  into  form,  and  the  permanency  with  which  it 
keeps  the  shape  in  which  it  is  cooled,  much  of  its  use  in  the 
arts  depends.  When  heat  is  applied  to  whalebone  thus 
cooled  in  a  constrained  state,  it  at  once  returns  to  its  original 
shape.  Even  when  cold  moistened  whalebone  is  strained,  it 
returns  almost  immediately  to  its  original  dimensions  on 
the  application  of  heat.  The  slip  of  moistened  whalebone 
employed  in  the  experiments  recorded  in  the  Table,  46 
inches  long  and  weighing  71*8  grains  to  the  foot,  became 
rapidly  stretehed  7  inches  longer  by  a  tension  of  64  lb.  Left 
to  itself  after  the  tensile  force  was  removed,  it  b^an  to 
return  gradually  towards  its  original  length,  which,  however, 
it  at  once  assumed  on  immersion  in  hot  water. 

85.  The  apparent  elasticity  of  whalebone  is  always  some- 
what less  than  the  real,  owing  to  the  observed  elongation^ 
when  tension  is  applied,  consisting  of  a  considerable  amount 
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of  set  as  well  as  of  elastic  strain.  Also  when  the  tensile  force 
is  removed,  the  contraction  which  takes  place  consists  of  the 
return  from  set  as  well  as  of  the  elastic  recoil.  The  inter- 
esting phenomena  connected  with  imperfect  elasticity  might, 
I  think,  be  very  advantageously  studied  in  this  substance. 
The  limits  I  had  set  myself  did  not,  however,  allow  me  to  do 
more  than  obtain  the  following  determinations  of  its  elasticity 
in  the  dry  state  at' two  different  temperatures,  and  with 
various  intervals  between  the  application  or  removal  of 
tension  and  the  corresponding  observations. 


1      TimeaUow«dtoelApw 
between  Uyioff  on  or 
1     takinffoffaiennleforoe 
ofSMb..«ulnuikingthe 
obwrrationoflength. 

or  length  of  rod.  weighing'l  lb.  per  foot,  whioh 
wodid  be  extended  onfiy  by  I  lb.  tendon. 

AtlO»-L 

Aitff'l, 

15  sec. 
30  sec. 

1  min. 

2  min. 
4  min. 

15  min. 
1  hour. 

1176554 
1147383 
1119624 
1080415 
1043860 
1028395 
922481 

962450 
927100 
894545 

86.  Thermal  effect  of  Tension  on  Wood. — My  first  experiment 
was  tried  on  a  square  rod  of  straight-grained  pine,  dried,  and 
weighing  132*4  grains  to  the  foot.  A  thermo-electric  junction 
of  thin  copper  and  iron  wires  having  been  inserted  into  it,  its 
upper  extremity  was  clamped  to  a  firm  support,  and  the  lower 
attached  to  a  lever  giving  a  tension  of  35  lb.  On  applying  an 
additional  tension  of  200  lb.,  the  motion  of  the  needle  of  the 
thermo-multiplier  indicated  cold ;  on  removing  the  tension, 
a  reverse  motion  of  equal  extent  indicated  the  evolution  of 
heat.  The  mean  of  several  trials  gave  me  9^*87,  the  thermal 
value  of  which^  determined  by  immersing  the  junction  in 
water  of  various  temperatures,  was  0®-01364.  Owing  to  the 
large  surface  of  the  wood  as  compared  with  its  capacity  for 
heat,  it  was  affected  by  the  temperature  of  the  surrounding 
atmosphere  nearly  three  times  as  much  as  the  quarter-inch 
metal  bars.  I  found,  in  fact,  that  during  the  time  occupied 
by  a  swing  of  the  needle^  viz.  45  sec.,  one  fifth  of  the  thermal 
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effect  was  lost.  Adding,  therefore,  one  quarter  to  0^*01364,  we 
find  0"'01705  for  the  cooling  effect,  which,  it  may  be  observed, 
errs  a  trifle  in  defect,  owing  to  the  conduction  of  a  small  portion 
of  heat  along  the  wires  of  the  thermo-electric  junction. 

87.  In  order  to  arrive  at  the  theoretical  result,  it  was 
necessary  to  determine  the  specific  heat  of  the  wood  in 
the  condition  it  was  in  when  used.  This  was  done  by  raising 
the  temperature  of  a  faggot  of  it  in  a  bath  of  mercury,  and 
then  plunging  it  into  a  thin  copper  can  filled  with  mercury  at 
the  atmospheric  temperature.  The  fall  of  temperature  of  the 
wood  and  the  rise  of  temperature  of  the  can  and  mercury,  cor- 
rected  for  the  atmospheric  influence,  indicated  the  specific 
heat — which,  in  the  case  of  dried  St.- John^s  pine,  was  found 
to  be  -3962,  and  in  that  of  dried  bay  wood  -3582. 

88.  The  theoretical  thermal  effect  of  tension  in  the  fore- 
going experiment,  derived  from  the  above  data  and  the 
expansion  by  heat  at  the  mean  tension,  is 

279-4-^200  1       ^11,     Qcngogg 

"  1390  ^      1      ^  231053     3962    -0189"" 

89.  Bay  Wood. — The  rod  I  employed  was  dried  until  it 
could  be  electrified  by  rubbing.  A  tensile  force  of  400  lb. 
produced  a  deflection  of  25 ''8,  which  the  test  experiment 
on  the  junction  proved  to  indicate  0°*04'75.  This,  increased 
one  quarter,  gives  0^*0594  as  the  actual  cooling  effect  at  the 
moment  of  the  application  of  the  tension. 

90.  The  theoretical  result,  using  my  own  determination  of 
the  specific  heat  of  the  wood,  and  its  expansion  by  heat  at 
the  mean  tension  235  lb.,  is 

278^400  1       ^     1  1      _     Qo.QgQ,g 

"""1390         1      ^196858     -3582 ^01886"     ^  ^^^^* 

91.  St.  John's  Pine,  cut  across  the  grain. — ^This  specimen 
was  dried  slowly  until  it  became  electrical  by  rubbing.  A 
tensile  force  of  141b.  produced  a  deflection  of  3'*4,  indicating 
a  cooling  effect  of  0°'00i94.  This,  increased  by  one  quarter, 
gives  0°*00617  as  the  cold  produced  by  the  tension.  The 
theoretical  result  is 

276-14        1      ..     1  1      _     Qcppoo 

"  ~  1390        1     ^  23256      3962  ^  03214"         "^' " 
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92.  Bay  Wood  saturated  with  water. — ^The  specific  gravity 
of  this  specimen  was  'OSS;  it  weighed  333  grains  per  foot, 
157  grains  being  imbibed  water.  The  mean  of  twenty  expe- 
riments gave  me  0°'0073  of  heat  on  applying  a  tension  of 
200  lb.,  and  0°'0013,  likewise  of  heat,  on  removing  the  tensile 
force.  There  conld  be  no  doubt  that  in  this  instance  the  im- 
perfect elasticity  of  the  moist  wood  caused  a  considerable  quan- 
tity of  heat  to  be  generated  frictionally.  It  may  therefore  be 
safely  concluded  that  the  thermal  effect,  cousidered  apart  from 
the  result  of  friction,  was,  as  in  the  case  of  india-rubber,  one  of 
heat  on  the  application  of  tension,  and  cold  on  its  removal.     Its 

actual  value  would  be  overestimated  by ^ =0^*003, 

on  account  of  the  set  communicated  by  tension  being  always 
greater  than  that  taken  out  when  the  tension  is  removed. 
The  approximate  theoretical  result  is 

1  1         1 


jr_277      -200 
1390^      1     ^ 


'2000000  ^-68  ^-0476 


=0°0006. 


93.  For  the  sake  of  ready  comparison,  I  have  collected  in 
the  following  Table  the  results  of  the  foregoing  experiments 
on  the  thermal  effects  of  tension,  placing  by  their  side  the 
results  of  Professor  Thomson's  theory. 


HateriaL 

Experiment 

Theory. 

TheoretaoAl  tbemiAl  c«m4 

of  1  lb.  tendon  on  a 

priim  weigfaiUff  1  lb.  to 

the  foot,  at  the  tonperatare 

Iron    

-116 
-124 
-•101 
-•162 
-•160 
-•148 
-174 
-•053 
-•076 
-•028 
-062 
+•114 
—•017 

-110 

-•110 
-•107 
—125 
-•112 
-•115 
-•164 
-•040 
-•066 
-•031 
-•066 
+•137 
-•023 
—060 
-•009 
+•001 

-0^)000220 

-  0000236 
i        -    -0000168 

-  -0000356 

-  -0001847 

-  •0000769 

-  -0000021 

-  -0000028 

-  •0000213 
+    -00000016 

Iron    

Iron    

Hard  steel 

Oast  iron    

Oast  iron   

CoDner  

i^sr..::::::;:::::;: 

Lead 

Gutta  nerclia 

Gutta^rcha 

Vulcanized  indianrubber 
Pine  wood 

Bay  wood 

Pine,  cross-grained  .... 
Wet  bay  wood 

-•069 
-•006 
+•003 
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On  the  Thermal  Effects  of  Longitudinal  Compression  on 
Solids, 

94.  Wrought  Iron. — A  pillar  2  inches  long  and  one  quarter 
of  an  inch  in  diameter  had  a  fine  hole  bored  through  it,  in 
which  a  thermo-electric  junction  of  fine  copper  and  iron  wires 
was  inserted,  as  described  in  §  18.  It  was  placed  under  the 
lever  which  had  served  for  the  tension-experiments,  the  weight 
of  which  alone  gave  a  pressure  of  50  lb.  When,  in  addition 
to  this,  a  pre8sui*e  of  10601b.  was  applied,  a  deflection  of 
21' '3,  indicating  heat,  was  produced ;  and  a  like  deflection  in 
the  opposite  direction,  indicating  cold,  was  produced  by 
removing  the  pressing  weight.  The  value  of  the  deflection, 
ascertained  by  immersing  the  pillar  in  water  of  various  tem- 
peratures, to  within  one  eighth  of  an  inch  from  the  thermo- 
electric junction,  was  0°'1517.    The  theoretical  result  is 

^_2878     1060        1  1      _J_-noifi.tK 

^""1390^     1     ^81200^ -11^ -1491"^  ^^ 

95.  My  next  experiment  was  with  a  pillar  of  the  same 
length,  but  half  an  inch  in  diameter,  using  a  pressure  of 
1060  lb.  In  pillars  of  this  and  greater  diameters  the  experi- 
ment to  test  the  value  of  the  deflections  was  made  by  plunging 
the  pillar  into  water,  which  rose  a  little  above  the  orifice  in 
which  the  thermo-electric  junction  was  inserted.  Thus  in  the 
present  instance  I  found  the  deflection  of  8^*94  to  indicate  a 
rise  of  temperature  equal  to  0°'0319.    The  theoretical  result  is 

„__289     1060        1         J^    J_-nonAQ 
1390^    1    ^81200^  11  ^•632""^*^'*^' 

96.  Wishing  to  try  higher  pressures,  I  employed  a  very 
excellent  hydraulic  press,  the  pressure  exerted  by  which  I 
had  ascertained  by  experiment  as  far  as  2000  lb.  The  friction 
amounted  to  only  one  seventh  of  the  exerted  force.  By  sup- 
plying the  correction  thus  indicated,  I  had  a  very  convenient 
and  tolerably  accurate  mode  of  applying  pressure  by  simply 
placing  weights  on  the  handle  of  the  pump.  A  pressure  of 
6458  lb.,  applied  in  this  way,  gave  a  deflection  of  42'  at  the 
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thermo-multiplier,  placed  at  a  distance  of  40  yards^  which 
deflection  was  found  to  indicate  a  thermal  effect  of  0^*2344. 
The  theoretical  result  is 

285:5     6458         ]L_      1      J_o.o35 
1890        1     ^  81200^  11  "^  •632""''  '^^ 

97.  Next  I  tried  a  pillar  2  inches  long  and  1  inch  in 
diameter.  When  a  pressure  of  1780  lb.  was  applied  to 
this  by  the  lever,  the  needle  was  deflected  10'*(>,  indi- 
cating a  rise  of  temperature  of  0°*0180S..  The  theoretical 
result  is 

290^6    1780        1  l^     _l_-nomfU5 

*^~1390^     1     ^81200^  11  ^2-533"" 

98.  With  the  hydraulic  press,  pressures  of  4154, 8762,  and 
202821b.  produced  deflections  of  9',  21'-6,  and  n5'-3 
respectively,  indicating  temperatures  of  0°'03157,  0°'07578, 
and  0°'2642.     The  theoretical  results  are 

„     289-8    4154        1         J^     JL^-aoaoroo 
1390^    1     ^  81200^ -11^  2-533  ' 


„_289-8    8762         1         J^        1     ^^^^^ 
1390^     1     ^  81200^  11  ^2-533""^^^^' 


and 


Tr_2898     20282         1  l^     J_^(Y>^Qfu^ 

1390^      1      ^81200  ^11  ^2-533" 


99.  On  applying  a  pressure  of  479301b.  the  pillar 
squeezed  to  the  length  of  1*88  inch,  giving  out  about  6^,  or 
nearly  the  thermal  equivalent  of  the  work  thus  done.  Then 
using  the  lighter  pressure  of  37744  lb.  I  obtained  a  deflection 
of  2°  6',  indicating  a  thermal  effect  of  0°-442.  The  theoretical 
result  is 

290     37744    _1_      l_  ^  J_  ^^.^..^^ 
1390         1      ^81200      11     2-694"     ^ 

100.  Cast  Iron. — A  pillar  2  inches  long  and  one  quarter  of 
an  inch  in  diameter  being  pressed  by  the  lever  to  the  extent 
of  7301b.  produced  a  deflection  of  41',  which  was  proved  to 
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indicate  a  rise  of  temperature  equal  to  0^'1123.    The  theo- 
retical result  is 

287-6    730        111     ^^.,^, 
1390       1       90189     1198      1281"       ^^* 

Another  experiment^  with  10101b.  pressure  on  another 
bar,  gave  a  thermal  effect  of  0^*1667,  theory  giving 

288;6     1010        1  1        _J__noijj.Q 

1390.^     1     ^90139 ^1198 ^-1346"""   ^^**^- 

101.  Pillar,  2  inches  long  and  half  inch  in  diameter.  A 
pressure  of  10601b.  applied  by  the  lever  produced  a  deflection 
of  6''6,  indicating  a  thermd  effect  of  0°'0454.  The  theo- 
retical result  is 

285-3     1060         1^1  l-.o°.oQ5S 

**""I390 ^  ~T"  ^  90139 ""  aT98  ^  ^57-^  ^^^^• 

102.  Using  the  hydraulic  press,  pressures  of  1850,  4154, 
and  8762  lb.  produced  thermal  effects  of  0''-0822, 0^-1883,  and 
0**'3423  respectively.    The  theoretical  results  are 

285-8     1850         11  L_oo.0616 

"~1390^     1     ^  90139  ^•1198'^  ^57""  "^^''' 

2853    4154         1^1  1  .o^iogs 

1390        1        90139      1198     -57  ' 

and 

„_285-3    8762        1_     _1_      1__^.oq9o 
1390^     I     ^90139  ^1198  ^-57" 

Under  a  pressure  of  20282  lb.  the  pillar  broke  diagonally,  the 
deflection  of  the  needle  indicating  an  evolution  of  4°*16. 

103.  Pillar,  2  inches  long,  1  inch  in  diameter.  A  pressure 
of  17811b.  applied  by  the  lever  gave  a  thermal  effect  of 
O°-01365.     The  theory  gives 

290-8     1781         1      ■■     1      ^     1_  _(V'.m4/W{ 
"     1390^^    1     '^90139^1198    2-352~"  "^*°^* 

Using  the  hydraulic  press,  pressures  of  4164,  8762,  and 
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20282  lb.  gave  thennal  eflTects  of  0°0364,  OP-0511,  and 
0°*1463  respectively,  the  theoretical  results  being 

„_290     4154        1  1  J__AOn^i 

1390^    1     ^90139^  1198  ^2-352~"^'"^^' 

„_  290     8762        1_        1        __l__no/vriQ 
1390^    1     ^90139^  1198  ^2-352""^'"^^^' 

„_  290     20282        1  1        _l noifi^ft 

"  1390  ^     1      ^  90139  ^  -1198  ^  2352""^'  ^^^• 

Under  479301b.  the  pillar  was  squeezed  to  the  length  of 
1*78  inch.  Then  with  the  same  pressure  I  obtained  a  thermal 
effect  of  0°-4708.    The  theoretical  result  is 

290     47930        1  1        _1_  _^o  «,^^ 

^"1390        1     ^  90139  ^1198^  2-643"^ ''*^^- 

104.  Copper. — ^A  pillar  2  inches  long  and  one  quarter  of 
an  inch  in  diameter,  being  pressed  by  7171b.,  gave  a  deflec- 
tion of  10''1,  indicating  a  thermal  effect  of  0^*1359.  The 
theoretical  result  is 

„_292     717        1  1       _1     -AoiKfi 

1390^    1    ^  58200  ^095  ^•1744"^'^^- 

105.  Pillar,  2  inches  long  and  half  an  inch  in  diameter.  A 
pressure  of  1325  lb.  applied  by  the  lever  gave  a  deflection  of 
30',  indicating  a  rise  in  temperature  of  0°-08316.  The  theo- 
retical result  is 

291-7       1325  1  1      ^_l_^rf.r^gj2 

^■"  1390  ^  -T"  "^  58200  ^  095  "^  -7207""^  "^^^'*- 

Pressures  of  1850  and  4154  lb.,  communicated  by  the  hydraulic 
press,  produced  deflections  of  24' *1  and  56',  indicating  tem- 
peratures of  0^1182  and  0°-2747  respectively.  The  theo- 
retical results  are 


and 


2^    1850        1_       1        _1 ^ 

**-1390       1    ^  58200     095     -7207""  '^'*' 

292^    4154    _J_       l_^_i_^o''ai88 
"-1390^    1     ^58200 '^•095^-7207 
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106.  Pillar^  2  inches  long  and  1  inch  in  diameter.  A 
pressure  of  1792  lb.  communicated  by  the  lever  gave  a 
deflection  of  9'-7,  indicating  a  rise  equal  to  0^-0278.  The 
theoretical  result  is 

291-2    1792        1  1       _i__nonM 

^^1390^     1    ^  68200^  095  ^  2-95S~"     ^' 

Pressures  of  4154,  8762,  and  202821b.,  communicated  by 
the  hydraulic  press,  produced  deflections  of  10''6,  33',  and 
1°  9',  which  were  found  to  indicate  elevations  of  temperature 
of  0°0494,  0^-1538,  and  0°-3216  respectively.  The  theory 
gives 

jj_  291      4154        111     _oo.o532o 
"- 1390  '^  n~  "^  58200  '^  ^5  "^  2^953-"^  ^^^^' 

H_291      8762    _1         J_    _1_    ^o„99 
1390^     1     ^58200^  095  ^2-953""  ^      ' 
and 

„_291     20282        1  1  1     _jy,.ofi 

~  1390  ^      1      ^  58200  ^  095  ^  2-953~         * 

A  pressure  of  57146  lb.  squeezed  the  pillar  to  the  length  of 
1*32  inch.  Then,  vhen  the  full  amount  of  set  had  taken 
place,  the  application  of  the  same  weight  gave  2^  18'  of 
deflection,  indicating  a  rise  of  temperature  equal  to  0°'643. 
The  theoretical  residt  is 

^^91^    57146    _1_       1    ^_l_^oo.4ooo 
^""1390  ^      1      ^  58200  ^  ^095     4*474"^  ^^"^^ 

107.  Lead. — A  pillar,  2  inches  long  and  half  an  inch  in 
diameter,  being  pressed  by  the  lever  with  a  force  of  350 
pounds,  produced  a  deflection  of  12''4,  indicating  a  rise  of 
temperature  of  0°'0805.    The  theory  gives 

292      350         1         ^_     _I_-0°078fi 
**"r390      1    ^35100    •0803^-8796"""  "^^^• 

Pillar,  2  inches  long  and  1  inch  in  diameter.  A  weight  of 
1500  lb.  applied  by  the  lever,  produced  a  deflection  of  33', 
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indicating  a  thermometric  rise  of  0^*0944.  Theory  gives  in 
this  case^ 

290     1500        111    ^00.0792 
**"1390^     1     ^35l00^0303''a717"^"^^'** 

4154  lb.  laid  on  by  the  hydraulic  press^  squeezed  the  pillar 
to  the  length  of  1*8  inch.  Then,  when  this  set  was  folly 
established,  the  same  pressiure  gave  a  deflection  of  41 ''6, 
indicating  a  temperature  equal  to  0^*1835.  The  theoretical 
result  is 

^_288'6    4154       J._     _L.  v  JL-n^  iqaj. 
^"1390^    1     ^35100^0303    413^       ^^' 

108.  Glass, — ^A  cylindrical  pillar  of  flint-glass,  10  inches 
long  and  ^  of  an  inch  in  diameter,  had  a  thermo-electric 
junction  of  thin  wires  tightly  bound  to  its  side  by  cotton 
thread.  A  pressure  of  900  lb.  applied  by  the  lever  gave  me 
a  deflection  of  10'*6,  the  thermometric  value  of  which, 
estimated  by  immersing  the  pillar  above  the  junction  in 
water  of  various  temperatures,  proved  to  be  0^*01684.  The 
theory  gives 

„_290'8    900         1         J^         1    _^noQo 
1390^    1    ^124800^  19  ^•9576~^^^" 

In  another  experiment  I  obtained  a  deflection  of  11^*8, 
indicating  a  rise  of  0°'01774  when  a  weight  of  1622  lb.  was 
laid  on  by  means  of  the  lever.  In  this  case  the  theoretical 
result  is 

„      292      1622         1  1  1       AomR 

^-I39« ""  "T" ""  124800 ""  ^  ""  ^9576=^'^^^^ 

109.  Wood. — A  pillar  of  seasoned  pine,  13  inches  long  and 
1*4  inch  in  diameter,  had  a  junction  of  fine  copper  and  iron 
wires  inserted  into  its  centre.  When  869  lb.  were  laid  on 
this  pillar,  a  deflection  of  6^*05  occurred,  which  was  found  to 
indicate  a  rise  of  temperature  equal  to  0°'0068.  The  theo- 
retical  result,  taking  my  own  redults  for  expansion  and 
specific  heat,  is 

„_290;4    869         1  1       1   ^nonnfti 

"""  1390  ^  T^  238000^^^ -311  ■""'"^^- 
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110.  My  next  experiments  were  with  a  8-incli  cube  of 
pine,  which,  being  furnished  with  a  junction  of  fine  wires 
in  its  centre,  had  pressures  of  4154  and  8762  lb.  applied  by 
the  hydraulic  apparatus.  The  deflections  obtained  were  3^*8 
and  5'-9,  indicating  thermal  effects  of  O'^'OOOS  and  0°-0145. 
Theory  gives  in  these  cases 

^^290     4154         1         1         1    .^cnoKifi 
^-1890 "'"T''' 238000 ''•4'' 1766-°  ^"^ 


and 


„    _290     8762         1  1     _1_     nomn«ft 

^"^1390^    1    ^238000^ -4^  1-766''"  *"^^^' 


111.  When  the  same  block  was  pressed,  in  a  direction 
perpendicular  to  the  grain,  with  a  weight  of  1792  lb.  com- 
municated by  the  lever,  a  deflection  of  37''3  was  produced; 
but  when  the  pressure  was  removed,  the  deflection  in  the 
reverse  direction  amounted  only  to  31'"2.  I  believe  that  the 
excess  in  the  result  of  pressure  is  owing  to  Motional  evolution 
of  heat  through  the  imperfect  elasticity  of  wood  cut  cross- 
ways  to  the  grain.  The  mean,  34''25,  represents  a  thermal 
effect  of  0°0461 .    Theory  gives 

288-6     1792        111    _^o^^^^. 
^"1890^    1        90160    -4     1-766""  "^^^• 

112.  A  second  experiment  gave  a  thermal  effect  of  0^*016, 
the  theoretical  result  being  0^-0264.  In  this  latter  experi- 
ment the  position  of  the  block  was  reversed.  I  attribute  the 
discordance  between  the  two  results  to  the  diflSculty  I  ex- 
perienced in  obtaining  with  my  lever-apparatus  a  perfectly 
even  distribution  of  pressure  over  so  lai^e  a  surface  as 
3  inches  square. 

113.  On  exposing  the  block,  still  crossways  to  the  grain, 
to  a  greater  pressure  by  means  of  the  hydraulic  press,  I 
obtained  a  deflection  of  40'-5,  indicating  a  rise  of  0°-l,  when- 
ever a  weight  of  4154  lb.  was  laid  on,  but  observed  no  per- 
ceptible effect  whatever  when  the  pressure  was  removed.  In 
this  case  the  bulging  of  the  wood  under  pressure  extended 
to  about  half  an  inch.    It  was  evident  that  firictional  heat 

2h 


466  SOME  THERMO-DyNAMIC 

increased  to  a  great  extent  the  thermal  effect  of  pressure^  and 
that  a  similar  though  smaller  frictional  effect  diminished 
the  cooling  effect  on  removal  of  pressure.  The  theoretical 
result^  if  bulging  had  not  taken  place^  and  supposing  perfect 
elasticity^  is 

290     4154        1      ^i^_J_    .0.0609 
**"1890''    1    ^20160 ''•4'' 1-766-^  "^' 

114.  Vulcamzed  India-rubber. — A  pillar,  1*92  inch  long, 
1*22  inch  in  diameter,  and  weighing  692  grains,  had  a 
thermo-electric  junction  of  thin  copper  and  iron  wires  in- 
serted into  its  centre.  On  applying  pressure,  the  multiplier 
showed  a  rise  of  temperature ;  and  when  the  pressure  was 
removed,  a  depression  took  place  sensibly  equal  to  the  pre- 
vious rise.    The  following  is  a  Table  of  the  results : — 


Weight  laid  on  the 
pillar,  in  poondfl. 

Defleotion. 

Heatbrlajrixtfontiie 

wdght,  or  oold  t^ 

removing  it. 

28 

0         1 
3 

6-0058 

33 

37 

0-0072 

47 

6-7 

0-0131 

62 

16 

0O312 

93 

32 

0-0626 

124 

1      4-3 

01254 

With  the  pressure  of  124  lb.  the  pillai*  was  compressed  to 
the  length  of  1*05  inch,  and  returned  to  1*78  when  the  weight 
was  removed. 

115.  The  expansion  of  the  pillar  by  heat,  in  the  direction 
in  which  the  pressure  was  applied,  was  found  to  be  about 
Y^o  P^^  degree  Cent.  Hence  the  theoretical  result  for  a 
pressure  of  124  lb.  would  appear  to  be 


H: 


287     124       1       _1_     _L_,.o.nK 
'1390^    1       1660  ^-415  ^•77"""*"^* 


The  excess  of  the  actual  result  may  be  attributed  to  the 
central  part,  in  which  the  junction  was  placed,  bearing  an 
undue  share  of  pressure  in  consequence  of  the  bulging  of 
the  waist  of  the  pillar. 


X 
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116.  On  examining  the  above  Table^  it  will  be  remarked 
that  the  thermal  e£fect  increases  more  rapidly  than  the 
pressure.  This  is  owing  partly  to  the  influence  of  a  rise  of 
temperature  in  increasing  the  elasticity  of  rubber  under 
strain^  to  which  we  have  already  alluded^  and  partly  to  the 
unequal  distribution  of  pressure  to  which  I  have  just 
adverted.  The  longitudinal  expansion  of  a  pillar  of  vulca- 
nized india-rubber^  2*21  inches  long  and  1*44  inch  in 
diameter^  under  various  pressures^  was  found  to  be 


PxesBore  in  pounds. 

0 

55 

135 


Expansion  per  degree 

Cent  on  the  length 

under  pressure. 


117.  Being  desirous  of  ascertaining  the  thermal  effects  of 
higher  pressures^  I  made  the  experiments  tabulated  below^  on 
a  pillar  1*7  inch  long  and  2*5  inches  in  diameter. 


PreMore  mlied 

or  remorecU  in 

ponndB. 

Heat  on  applying 
preaaare,  or  ooH  on 

Length  of  the  pillar 

Length  of  the  pUlar 

removing  it,  in 

degreeaCenti- 

gnkde. 

whenondOT 
preaaore. 

after  the  preaaore 
waa  removed. 

70 

8-011 

1-7 

113 

0-015 

134 

0-029 

162 

0-036 

242 

0-052 

275 

0-078 

386 

0114 

647 

0-130 

1-43 

1426 

0-384 

1-00 

2742 

0-760 

-72 

4058 

0-885 

•64 

6692 

1-192 

•51 

166 

11958 

1-463 

22400 

1-426 

•86 

1-68 

118.  After  a  few  experiments  with  the  last  pressure  the 
rubber  burst,  being  ruptured  in  a  singularly  symmetrical 
manner  at  the  four  quadrants  of  its  circumference.  Placed 
in  hot  water,  it  almost  immediately  regained  its  original 

shape. 

2h2 
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119.  I  have  collected  in  the  following  Table  the  results  of 
the  foregoing  experiments  on  the  thermal  effects  of  pressing 
pillars.  In  reckoning  the  mean,  the  last  result  in  each  of 
the  series  for  wrought  iron^  cast  iron^  copper^  and  lead  is 
rejected  on  account  of  having  been  obtained  with  a  pressure 
nearly  up  to  the  limit  of  strength^  and  after  the  form  and 
structure  of  the  pillar  had  been  changed  by  the  force  to  which 
it  had  been  subjected. 


ICatezud. 

Diameter  of 
pillar. 

Bzperimentel 
Uiermal 
effect 

TlMoretieal 

thenttl 

elleot. 

Wrought  iron    < 

inch. 

1 
1 

1 
1 

"^162 
•032 
•234 
•018 
•032 
•076 
•264 
•442 

°.164 
•039 
•235 
•016 
•038 
•061 
•187 
•327 

Mean 

•116 

•108 

Cast  iron < 

1 
1 
1 
1 

•112 
•167 
•045 
•082 
•188 
•342 
•014 
•036 
•061 
•146 
•471 

•109 
•144 
•035 
■062 
•139 
•292 
•015 
•034 
•072 
•167 
•350 

Mean  .... 

•118 

•107 

Copper   , , . , ,,< 

1 

1 

1 
1 
1 

•136 
•083 
•118 
•276 
•028 
•049 
•164 
•822 
•643 

•156 
•070 
•097 
•219 
•023 
•053 
•112 
•260 
•488 

^    tx^        •••• t...... 

Mean.... 

•146 

•124 
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Table  (continued). 


Mtterial. 

pillar.  ^ 

Bzperimentel 
&enittl 
effaot. 

Tli«aretioal 

ihenn»l 

effaot. 

Lead  

inch. 

1 

1 

0 

•080 
*004 
•183 

°079 

•070 
•196 

Mean.... 

•087 

•079 

Glass - 

A 
A 

•017 
•018 

•008 
•015 

Mean  .... 

•017 

•Oil 

Wood 

1-4 

8 

8 

•007 
•000 
•014 

•006 
•005 
•Oil 

Mean 

•010 

•007 

Wood  cut  across  the  gram 

8 
8 
8 

•046 
•016 
•060 

•026 
•026 
•061 

Mean.... 

•087 

•038 

Vnlcanized india-mbber  .... 

1-22 

•125 

•050 

120.  The  above  results^  as  in  the  case  of  the  tension-ex- 
periments,  indicate  a  slight  excess  of  experiment  over  theory. 
I  at  first  thought  that  this  might  be  owing  to  the  diminution 
of  .elastic  force  by  heat  in  metals^  of  which  I  had  not  taken 
account  as  in  wood ;  for  in  applying  or  removing  tension  the 
thermal  e£fect  would  be  increased  in  consequence  of  the 
increased  expansion  by  heat  in  such  a  case.  This  cause^ 
however^  would  diminish  the  thermal  e£fect  of  the  appli- 
cation or  removal  of  pressure.  The  discrepancy  must  there- 
fore be  referred  to  experimental  error,  or  to  the  incorrectness 
of  the  various  coefficients  which  make  up  the  theoretical 
results.  Having,  however,  been  led  to  believe  that  with  a 
a  rise  of  temperature  a  certain  change  of  elasticity  takes 
place  in  metals,  although  too  minute  to  be  appreciated  in  the 
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foregoing  results,  I  made  some  experiments  in  whidi  spirals 
weighted  at  one  end  were  measured  when  exposed  to  cold 
air,  and  then  again  after  they  had  been  heated  in  the  atmo- 
sphere of  an  oven.  In  the  latter  ease  there  was  consider- 
able elongation,  indicating  in  the  case  of  steel  a  diminution 
of  elasticity  amounting  to  -00041  per  d^ree  Centigrade,  and 
in  the  case  of  copper  to  *00047.  After  I  had  made  these 
experiments,  I  became  acquainted  with  M.  Kupffer's  valu- 
able researches  on  this  subject,  by  which,  using  the  method 
of  vibrations,  he  finds  the  decrement  of  elasticity  per  degree 
Centigrade  in  steel  and  copper  to  be  '00047  and  '00048 
respectively. 

121.  Another  source  of  error  exists,  which,  although  not 
of  sufficient  amount  to  make  a  sensible  alteration  in  the 
thermal  eSects  of  tension  and  pressure  on  metals,  yet  ou^t 
not  to  be  neglected  in  a  complete  view  of  the  subject.  Mr. 
Hodgkinson  has  long  ago  shown  that  any  force,  however 
small,  is  able  to  produce  a  certain  permanent  deflection  in  a 
bar,  and  that  this  deflection  increases  rapidly  with  the  force 
which  has  produced  it.  Professor  Thomson  has  added  the 
observation,  that  even  after  a  metal  has  been  exposed  to 
great  tensile  force,  its  elasticity  is  not  thereby  rendered 
perfect  for  smaller  degrees  of  stress.  Thus  he  finds  that 
when  weights  are  successively  hung  to  a  wire  so  as  gradually 
to  increase  its  tension,  and  then  successively  removed,  the 
wire  never  assumes  immediately  its  just  length,  but  is  always 
shorter  during  the  putting  on  of  the  weights  than  during 
their  removal.  Hence  work  is  done  on  the  wire  which  n^ist 
necessarily  evolve  a  certain  quantity  of  heat;  and  if ,  as  is 
probable,  a  greater  quantity  of  work  is  thus  done  whilst  the 
tensile  force  is  being  removed  than  whilst  it  is  being  applied, 
the  result  will  be  that  the  cold  of  tension  wiU  not  be  dimi- 
nished to  the  same  extent  as  the  heat  consequent  upon  the 
removal  of  tension  will  be  increased,  and  so  the  mean  thermal 
effect  will  be  increased.  On  the  other  hand,  it  is  probable 
that  in  the  act  of  compression  less  work  is  done  on  the  wire 
than  during  the  removal  of  the  compressing  force,  the  result 
being  that  the  mean  thermal  effect  of  applying  and  removing 
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the  pressure  is  lessened.  The  foregoing  experiments  do  not 
afford  sufficiently  delicate  tests  to  detect  the  excessively 
minute  quantities  of  heat  developed  frictionally  in  the  above 
manner. 


122.  Professor  Thomson  has  pointed  out  that  the  dyna- 
mical theory  of  heat^  with  the  modification  of  Camot's 
principle  introduced  by  himself  and  Clausius^  shows  that  ''  if 
a  spring  be  such  that  a  slight  elevation  of  temperature 
weakens  it^  and  the  full  strength  is  recovered  again  with 
the  primitive  temperature^  work  done  against  that  spring 
by  bending  or  working  in  whatever  way  must  cause  a  cooling 
effect.^'  The  quantity  of  cold  expected  was  excessively  small ; 
yet  I  hoped  to  measure  it  by  taking  the  mean  of  a  large 
number  of  observations  with  the  thermo-multiplier.  I  took 
a  spiral  of  tempered  steel  wire  ^  of  an  inch  thick^  of  which 
each  convolution  was  1^  inch  in  diameter  and  one  quarter  of 
an  inch  distant  from  its  neighbour.  A  thermo-electric  junc- 
tion was  attached  to  one  of  the  convolutions ;  and  means 
were  provided  to  compi*ess  or  extend  the  spiral  at  pleasure 
without  approaching  it.  Tn  the  case  of  a  spiral  stretched  by 
a  weight  hung  to  it^  the  application  of  heat  causes^  as  we 
have  seen^  a  considerable  elongation  in  consequence  of  dimi- 
nution of  elasticity ;  but  in  the  case  of  a  spiral  compressed 
by  a  weight  laid  on  the  top  of  it^  the  effect  of  the  same  cause 
is  to  diminish  its  length.  -Hence  either  the  pulling  out  or 
the  compression  of  the  spiral  must  cause  the  absorption  of 
heat^  and  the  rcium  of  the  spiral  to  its  normal  state  must  be 
accompanied  by  the  evolution  of  heat. 

123.  The  above  thermal  effects  of  bending  a  spring  are 
evidently  proportional  to  the  square  of  the  pressing  or  tensile 
force ;  for  if  these  be  increased,  the  elastic  spring  and  the 
alteration  of  length  by  rise  of  temperature  will  be  also  pro- 
portionally increased. 

124.  Having  arranged  the  thermo-multiplier  so  as  to  give 
one  swing  in  30  sec.,  I  pursued  the  experiments  as  follows : — 
A  weight  of  7  lb.  was  laid  on  the  top  of  the  spiral  to  com- 
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press  it;  andafterSO  sec.  had  elapsed^  the  change  in  the  posi- 
tion of  the  needle  was  noted.  Then  the  weight  was  r^noved, 
and  the  needle  observed  after  30  sec.  as  before.  One  hundred 
such  experiments  were  tried  alternately.  Afterwards  I  made 
another  series  of  one  hundred  experiments^  on  the  effect  of 
stretching  and  removing  the,  stretching  force.  The  results 
are  placed  in  the  following  Table,  in  which  the  signs  + 
and  —  distinguish  deflections  indicating  evolution  and  ab- 
sorption of  heat. 

125.  The  thermal  value  of  11^6'  deflection  being  found 
to  be  1^'63  Cent.,  the  deflections  wiU  indicate  respectively 
•00343  cold,  00338  heat,  -00338  cold,  and  00215  heat,  the 
average  showing  a  quantitative  thermal  effect  of  0^*00306. 
Using  my  own  coefficient  for  the  diminution  of  the  elastic 
force  of  steel  by  rise  of  temperature,  I  find  for  the  theoretical 
result,  in  the  case  of  compression, 

**"1390^  1  ^  2379^  11  ^  1-35     -^'^^^^^^^ 
and  in  the  case  of  extension, 

288     -7     _1_    2.    J: Aonnjnft 

""1890^  1  ^7500^ -11  ^-428"  ^'w^*^^ 
the  results  being  necessarily  the  same  in  both  cases.  The 
deficiency  of  the  actual  result  is  not  great,  and  is  on  the 
side  of  the  probable  error  in  consequence  of  the  unavoidable 
loss  of  a  portion  of  the  thermal  effect  by  conduction  from 
the  junction. 

126.  Thus  even  in  the  above  delicate  case  is  the  formula  of 
Professor  Thomson  completely  verified.  The  mathematical 
investigation  of  the  thermo-dastic  qualities  of  metals  has 
enabled  my  illustrious  friend  to  predict  with  certainty  a 
whole  class  of  highly  interesting  phenomena.  To  him  espe- 
cially do  we  owe  the  important  advance  which  has  been 
recently  made  to  a  new  era  in  the  history  of  science,  when 
the  famous  philosophical  system  of  Bacon  wiU  be  to  a  great 
extent  superseded,  and  when,  instead  of  arriving  at  discovery 
by  induction  from  experiment,  we  shall  obtain  our  largest 
accessions  of  new  facts  by  reasoning  deductively  from  fun- 
damental principles. 
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by  oompreiBinff  with 

removal  of  com- 
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removing  the 
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-2 
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-4 

+1 

+2 

-4 

-2 

-1 

-2 

-8 

-1 

-1 

0 

-2 

+1 

0 

+1 

-8 

+1 

-4 

+3 

-3 

-4 

-0 

-3 

-4 

0 

+6 

0 

-2 

+2 

+2 

+1 

-0 

-2 

-1 

0 

+1 

+2 

0 

+2 

+1 

-2 

-3 

-1 

0 

-3 

-1 

0 

+1 

-4 

-4 

0 

0 

-0 

0 

+6 

-5 

-1 

-3 

-1 

-1 

+4 

0 

0 

-2 

-1 

-6 

0 

0 

+3 

-1 

0 

0 

+5 

—3 

-1 

+4 

+3 

—3 

+5 

-10 

-1 

-4 

-2 

-4 

+7 

+3 

+6 

-5 

-3 

+3 

+3 

-5 

+4 

-2 

0 

+4 

+1 

-1 

+4 

-6 

-1 

0 

+5 

+1 

-1 

0 

+8 

-6 

+3 

+4 

0 

-2 

+1 

-2 

-1 

0 

+4 

+2 

+4 

-3 

+1 

-1 

+4 

-3 

+3 

+2 

+3 

-2 

+1 

-1 

+6 

+4 

+4 

+2 

+6 

+2 

+4 

-2 

+1 

+6 

+6 

-5 

-2 

+3 

+7 

-2 

+1 

-0 

-1 

-1 

+1 

+2 

-1 

-3 

-2 

+2 

+4 

-4 

-3 

0 

+1 

-4 

+2 

-2 

+1 

-4 

0 

+2 

+2 

+1 

+4 

-1 

0 

0 

+2 

-2 

+2 

0 

+6 

-2 

-2 

-4 

0 

~1 

0 

0 

+4 

+1 

+3 

-7 

-1 

-1 

+2 

-6 

+1 

.   -1 

+2 

Mean....  -14 
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474  THE  THEBMAL  EFFECTS 

On  the  Thermal  Effects  of  Compressing  Fluids.  By 
J.  P.  Joule,  LL.  D.,  F.B.S.  F.  C.S.,  Hon.  Mem.  Phil. 
Soc.  Cambridge,  Vice-President  of  the  Lit.  and  Phil. 
Soc.  Manchester,  Corresp.  Mem.  B.A.  8c.  Turin, 
<6c.* 

[<F]iDosopliicslTraii8adioii8,U859,YoLczli^  Read 

November  25,  1858.] 

Professor  William  Thomson  has  published  f  a  theoretical 
investigation  of  the  subject  of  the  present  paper,  in  which 

he  arrives  at  the  formula  0=-^,  where  0  is  the  increase  of 

temperature,  T  the  temperature  from  absolute  zero^  e  the 
expansibility  by  heat^  p  the  pressure  in  pounds  on  the  square 
foot,  J  the  mechanical  equivalent  of  the  thermal  unit  in  foot- 
pounds^ and  K  the  capacity  for  heat  in  pounds  of  water,  of  a 
cubic  foot  of  the  fluid  employed.  He  has  also  given  a  Table 
of  theoretical  results  for  the  compression  of  water  and  mer- 
cury. The  investigation  being  established  on  the  basis  of 
well-ascertained  principles  and  facts,  the  correctness  of  the 
Table  could  not  be  reasonably  doubted.  Nevertheless,  be- 
lieving that  an  experimental  inquiry  would  be  interesting  (if 
not  important),  1  have  ventured  to  oflfer  the  following  to  the 
notice  of  the  Royal  Society. 

The  only  previous  experiments  on  the  subject  of  which  I 
am  aware  are  those  of  M.  Begnault.  To  his  memoir  on  the 
Compressibility  of  Liquids,  he  appends  a  note  I  on  the  heat 
disengaged  by  the  compression  of  water.  The  method  em- 
ployed by  this  celebrated  physicist,  though  less  delicate,  is 
similar  to  that  which  I  have  adopted.  One  set  of  the  junc- 
tions of  a  thermo-electric  pile  was  placed  in  a  copper  vessel 

*  The  experiments  were  made  at  Oak  Held,  Whalley  Baoge,  near 
Manchester. 

t  Proceedings  of  the  Royal  Society,  June  18, 1857,  vol.  viiL  No.  27, 
p.  566. 

X  M^moiies  de  TAcad^mie  Royale  des  Sciences,  xxL  p.  462. 
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filled  with  water^  to  which  a  pressure  of  ten  atmospheres 
could  be  instantaneously  communicated  by  means  of  a  reser- 
voir of  compressed  air.  The  ^  of  a  degree  Centigrade  could 
be  detected  by  his  thermo- multiplier.  Nevertheless  the 
conclusion  arrived  at  was  the  negative  one^  that  "  the  heat 
disengaged  by  a  sudden  pressure  of  ten  atmospheres  on 
water  is  unable  to  raise  its  temperature  ^  of  a  degree  Cen- 
tigrade.^^ 

In  the  absence  of  any  statement  to  the  contrary^  we  may 
consider  that  the  temperature  of  the  water  compressed  by 
Begnault  was  not  above  an  ordinary  one  of  the  atmosphere^ 
say  18°  Centigrade.  Thomson's  formula  gives  a  thermal 
e£fect  of  0°*013  for  a  pressure  of  ten  atmospheres  at  this 
temperature ;  and  therefore  the  conclusion  of  Begnault  above 
cited  is  strictly  correct :  indeed  it  is  so  as  regards  any  tempe- 
rature below  3QP.  It  is  to  be  regretted  that  he  did  not 
pursue  his  experiments  a  little  further ;  for  had  he  done  so 
he  would  without  fail  have  solved  this^  as  he  has  done  so 
many  other  more  difficult  problems,  by  showing  the  minute 
but  nevertheless  appreciable  thermal  effect  which  actually 
takes  place  at  all  temperatures  but  that  of  maximum  or 
minimum  density. 

The  apparatus  I  employed  consisted  of  a  strong  vessel  of 
copper,  12  inches  long  and  4  inches  in  diameter.  This  vessel 
was  connected  at  the  upper  part  with  a  cylinder  of  1|  inch 
internal  diameter,  furnished  with  a  piston,  by  means  of  which 
the  requisite  pressure  could  be  laid  on  or  taken  off  at  pleasure. 
A  thermo-electric  junction  of  iron  and  copper  wires  was 
placed  in  the  centre  of  the  copper  vessel,  the  orifice  through 
which  it  was  passed  being  made  tight  by  means  of  a  plug  of 
gutta  percha.  The  outer  junction  was  immersed  in  a  bath 
of  water ;  and  the  induced  currents  were  measured  by  the 
thermo-multiplier  in  vacuo,  described  in  my  former  paper. 

The  method  employed'  was  alternately  to  lay  on  and  re- 
move weights  from  the  piston  and  to  examine  the  consequent 
deflection  of  the  needle  of  the  multiplier,  from  which,  by 
means  of  data  derived  from  experiments  made  from  time  to 
time  to  determine  the  amount  of  deflection  arising  from  a 
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change  of  temperature  of  the  onter  jnnction^  the  thermal 
effect  sought  could  be  readily  deduced. 

It  was  found  that  the  needle  took  rather  more  than  half  a 
minute  to  assume  a  new  deflection.  I  therefore  fixed  upon 
40  sec.  as  the  time  allowed  to  elapse  between  the  application  or 
removal  of  pressure  and  the  thermo-electric  observation.  It 
was  at  first  suspected  that  the  small  cooling  effect  in  conse- 
quence of  the  dilatation  of  the  copper  vessel  by  internal 
pressure  might  interfere  with  the  effect  sought  for ;  but  it 
was  found  on  trial  that  a  sudden  application  of  heat  to  the 
outside  of  the  copper  vessel  did  not  sensibly  affect  the 
temperature  of  the  central  part  of  the  liquid  in  which  the 
junction  was  plunged^  until  an  interval  of  time  had  elapsed 
equal  to  twice  that  occupied  by  a  swing  of  the  needle.  This 
source  of  error  was  therefore  disregarded. 

Another  possible  source  of  error  occurred  to  me.  Was 
the  thermo-electric  relation  of  the  metals  employed  to  form 
the  junction  sensibly  altered  by  the  influence  of  pressure  ? 
Thomson  has  shown  that  such  an  alteration  in  the  metals 
copper  and  iron  accompanies  the  temporary  strain  produced 
by  longitudinal  tension  *.  This  effect  of  temporary  strain, 
however,  is  very  minute,  and  in  the  case  of  pressure  uniformly 
applied  in  every  direction,  which  we  are  now  considering,  is 
probably  far  too  small  to  be  appreciated  by  the  most  delicate 
tests.  However,  I  made  an  attempt  to  ascertain  whether  it 
existed,  by  applying  pressure  when  the  temperature  of  the 
outer  junction  was  widely  different  from  that  of  the  inner, 
the  needle  of  the  multiplier  being  kept  in  range  by  means  of 
a  controlling  magnet.  It  was  then  found  that  the  effect  of 
pressure  remained  the  same  as  before ;  and  therefore  the  con- 
clusion was  necessarily  arrived  at,  that  the  effect  of  pressure, 
uniformly  applied,  in  altering  the  thermo-electric  relation  <rf 
the  metals,  was,  if  it  existed  at  all,  too  small  to  produce  any 
sensible  error  in  the  present  experiments. 

In  the  case  of  oil,  it  occurred  to  me  to  inquire  whether,  in 
consequence  of  the  imperfect  fluidity  of  that  liquid,  the  full 

*  Philosophical  Transactions,  1866,  p.  711. 
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thermal  effect  was  communicated  to  the  junction  (composed 
of  wires  ^  inch  in  diameter)  in  the  40  sec.  allowed  for  the 
swing  of  the  needle.  To  settle  this  point  a  long  series  of 
experiments  was  made^  in  which  the  deflections  after  40  sec. 
were  alternately  observed  with  deflections  after  three  minutes. 
It  was  found  that  in  the  latter  case  the  amount  of  deflection 
was  one  tenth  more  than  in  the  former ;  and  therefore,  in 
my  experiments  with  this  fluid,  the  deflections  observed  at 
intervals  of  40  sec.  were  increased  one  tenth,  as  will  be  ob- 
served in  th^  sequel. 

As  it  was  not  convenient  to  apply  a  manometer  to  the 
apparatus  during  the  experiments,  I  afterwards  ascertained 
the  pressure  I  had  employed,  by  means  of  the  indications  of 
a  carefully  graduated  air-gauge,  when  the  piston  was  pressed 
down  with  the  same  weights  I  had  employed  in  the  experi- 
ments. The  pressures  thus  obtained  were  nearly  the  same  as 
those  estimated  from  the  weights  laid  on  the  piston,  a  small 
allowance  being  made  for  friction.  The  pressure  given  in  the 
Table  is  that  of  the  fluid  after  the  weight  had  been  laid  on 
half  a  minute,  minus  the  residuary  pressure  arising  from 
friction  of  the  piston  after  the  weight  was  removed. 

The  specific  heat  of  the  oU  (in  Table  II.)  was  found  by  the 
method  of  mixtures  to  be  0*5223  at  16^*5.  Its  expansion, 
determined  by  the  weight  of  a  volume  meter  filled  with  it 
at  various  temperatures,  proved  to  be  '0007582  at  21°-3. 
Its  specific  gravity  at  0°  was  0*915.  It  was  important  to 
ascertain  its  specific  heat  and  expansion  at  a  temperature 
near  that  which  it  had  in  the  experiments,  because,  though 
quite  transparent,  it  became  considerably  more  fluid- when 
the  temperature  was  much  raised.  Such  a  gradual  change 
of  state  in  any  viscous  substance  is  accompanied  by  the  ab- 
sorption of  '^latent  heat''  and  an  increase  in  the  rate  of 
expansion,  which  are  greatest  at  the  temperature  at  which 
the  change  of  state  is  most  rapid. 
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On  a  Method  of  Testing  the  Strength  of  SteantrBoUers. 
By  J.  P.  Joule,  LL.D.,  F.B.S.,  &c. 

[<  Memoirs  of  the  Literary  and  PhilosopMcal  Society  of  Manchester/ 
Srd  ser.  voL  L  p.  07.] 

In  the  course  of  my  experiments  on  steam^  I  had  to  employ 
pressures  which  I  did  not  consider  absolutely  safe  unless  the 
boiler  was  previously  tested.  The  means  I  adopted  being 
simple^  inexpensive^  and  efficacious^  may^  I  think^  be  recom- 
mended for  general  adoption.  My  plan  is  as  follows : — ^The 
boiler  is  to  be  first  entirely  filled  with  water,  care  being 
taken  to  close  all  passages  leading  therefrom.  A  brisk  fire 
must  then  be  made  under  it,  and,  after  the  water  has  become 
moderately  heated,  say  to  90°  Fahr.,  the  safety-valve  must 
be  loaded  to  the  pressure  up  to  which  the  boiler  is  intended 
to  be  tried.  Bourdon's  circular  gauge,  or  other  pressure- 
indicator,  is  then  to  be  constantly  observed;  and  if  the 
pressure  arising  from  the  expansion  of  the  water  goes  on 
increasing  continuously,  without  sudden  decrease  or  stop- 
page, until  the  testing  pressure  is  attained,  it  may  be 
inferred  that  the  boiler  has  sustained  it  without  having 
suffered  strain. 

In  testing  my  own  boiler,  the  pressure  ran  up  from  zero 
to  sixty-two  pounds  on  the  inch  in  five  minutes.  It  rose 
more  rapidly  at  the  commencement  than  towards  the  termi- 
nation of  the  trial,  owing  to  leakage,  which  was  considerable 
and  of  course  increased  with  the  pressure.  But  as  there  was 
no  sudden  alteration  or  discontinuity  in  the  rise  of  pressure, 
it  was  evident  that  no  permanent  alteration  of  figure  or 
incipient  rupture  had  taken  place. 

In  the  so-called  testing  by  steam  pressure  it  is  impossible 
to  be  sure  that  a  boiler  has  not  thereby  suffered  strain,  and 
there  is  therefore  no  guarantee  that  it  wiU  not  burst  if  sub- 
sequently worked  at  the  same  or  even  a  somewhat  lower 
pressure.  It  is  to  be  hoped  that  this  practice,  objectionable 
on  account  of  its  uselessness  as  well  as  its  danger,  will  be 
immediately  abandoned. 


STRENGTH  OF  STEAM-BOILERS. 


481 


In  the  ordinary  hydraulic  test  the  water  is  introduced 
discontinuously^  and  therefore  the  pressure  increases  by 
successive  additions^  rendering  it  difficult  to  be  sure  that 
fitrain  is  not  taking  place.  This  system  also  requires  the 
use  of  a  special  apparatus. 

The  plan  I  recommend  is  free  from  the  objections  which 
belong  to  the  others ;  and  the  facility  with  which  it  may 
be  employed  wiU  probably  induce  owners  to  subject  their 
boilers  to  those  periodical  tests  the  necessity  for  which  fatal 
experience  has  so  abundantly  testified. 

Observations  of  Pressure  every  minute. 


Experiment  L 

EXFRRTMBNT  n. 

Temp,  at  commencement,  97^  F. 

Temp,  at  commencement,  126*=^  F. 

Pressure  in  pomids. 
10 
2-9 

Pressure  in  pounds. 
0 
2-8 

4-4 

5-9 

6-0 

8-8 

7-7 

12-6 

9-05 

161 

11 

20-8 

ia-86 

26-1 

13-85 

81-8 

161 

88 

16-8 

44 

20-1 

49-9 

24-8 

64-8 

81 

59-4 

87-2 

63-8 

44-2 
61-4 

68-2 

Temperature  at  conclusion,  189°  F. 

63 

I'emperature  at  conclusion,  126°  F. 

2i 
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Experiments  on  the  Total  Heat  of  Steam. 
By  J.  P.  Joule,  LL.D.,  P.B.S.,  &c.^ 

[<  Manchester  Memoirs/  ser.  3.  vol.  L  p.  99.] 

The  total  heat  of  steam  is  understood  to  mean  that  which 
is  evolved  when  the  steam  is  condensed  into  water  of  the 
freezing  temperature.  It  is  a  mixed  quantity^  and  consists 
of,  Ist^  the  heat  due  to  the  change  of  state  from  vapour  to 
water^  or  the  true  latent  heat ;  2nd  (as  I  showed  long  ago  f), 
the  heat  arising  from  the  work  done  on  the  vapour  in  the 
act  of  condensation;  and  3rd^  the  heat  evolved  by  the  water 
during  its  descent  from  the  temperature  of  condensation  to 
the  fixed  temperature  chosen^  vis.  0^  Centigrade. 

The  importance  of  a  correct  determination  of  the  total 
heat  can  hardly  be  overestimated;  and  it  is  fortunate  that 
one  of  the  most  eminent  physicists  of  modem  times  has 
made  it  the  object  of  long  and  elaborate  research.  It  is  not 
my  design  to  attempt  to  improve  upon  the  experiments  of 
M.  Regnault;  but  having  had  the  opportunity  of  making 
some  determinations  in  a  different  manner  from  that  he 
employed^  I  think  my  results  may  not  be  thought  without 
interest. 

In  Begnault's  experiments  the  steam  was  passed  into 
globes  and  a  worm  immersed  in  the  water  of  a  calorimetar. 
By  the  use  of  an  artificial  atmosphere  connected  with  the 
worm^  the  operator  was  enabled  in  all  cases  to  operate  under 
similar  circumstances  as  to  the  relative  pressures  of  the  steam 
and  atmosphere. 

In  my  own  experiments^  a  vulcanized  india-rubber  tube, 
eight  inches  long^  was  attached  to  the  nozzle  of  a  short  pipe 
(furnished  with  a  stopcock)^  connected  with  the  top  of  an 
upright  boiier.    To  the  end  of  the  india-rubber  tube  a 

*  The  experiments  were  made  at  Oak  Field,  Whalley  Ramgey 
Manchester, 
t  '  Transactions  of  British  Association/  Birmingham,  1619. 
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nozzle  was  attached.  The  stopcock  was  left  constantly 
open.  In  making  an  experiment  the  brass  nozzle  thiongh 
which  the  steam  was  blowing  was  suddenly  plunged  into  a 
can  of  water^  and  then^  after  two  or  three  minutes^  suddenly 
removed  again.  The  weight  gained  by  the  can  indicated  the 
quantity  of  water  condensed^  which^  with  the  observations  of 
temperature  before  and  after  the  experiment,  afforded  the 
means  of  computing  the  total  heat  of  the  steam. 

The  requisite  corrections  were  readily  made,  and  not  of 
large  amount.  They  arose  from  the  heat  lost  by  the  steam 
by  conduction  in  passing  from  the  boiler  to  the  can,  the 
thermal  effects  of  the  atmosphere  on  the  can  itself,  and  the 
evaporation  of  the  water  from  the  can  which  took  place 
before  the  weighing  was  accomplished.  The  data  for  these 
were  derived  from  observations  made  after  each  experiment. 
The  table  on  p.  483  comprises  the  results  I  obtained. 

tn  the  above  experiments  the  steam  was  condensed  at 
twice  the  rapidity  it  was  in  those  of  Renault.  I  had  also 
an  advantage  in  the  size  of  my  boiler,  which  was  eight  feet 
high  by  two  feet  ten  inches  in  diameter,  whereas  his  was 
only  two  feet  seven  inches  by  two  feet  one  inch  in  diameter. 
Owing,  however,  to  the  small  number  of  my  experim^its, 
the  results  at  which  I  have  arrived  can  only  be  r^arded 
as  confirmatory  of  those  of  the  French  physicist.  I  believe, 
nevertheless,  that  the  simple  method  I  have  adopted  may  be 
resorted  to  with  advantage  whenever  it  shall  be  required 
to  obtain  a  further  increase  of  accuracy. 
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Experiments  on  the  Passage  of  Air  through  Pipes  and 
Apertv/res  in  thin  Plates,  By  J.  P.  Joule,  LL.B.^ 
F.B.S.,  £c* 

['  Manchester  Memoirs/  ser.  3.  vol.  i.  p.  102.] 

Sir  Isaac  Newton,  Polenus,  Daniel  Bernoulli,  and  others 
have  observed  that  water,  when  it  is  made  to  flow  out  of  a 
vessel  through  a  hole  cut  in  a  thin  plate,  becomes  contracted 
in  diameter  and  increased  in  velocity  at  a  short  distance 
from  the  hole,  the  ratio  of  the  diameter  of  the  stream 
at  its  narrowest  part  to  the  diameter  of  the  hole  being, 
according  to  Newton^s  experiments,  as  twenty-one  to  twenty- 
five.  The  phenomenon  is  occasioned  by  a  concourse  of  the 
particles  of  water  as  they  enter  the  orifice,  and  may,  as 
Venturi  has  shown,  be  obviated  by  employing  a  short  pipe 
instead  of  a  hole  in  a  thin  plate. 

Air  and  other  fluids  are  known  to  comport  themselves 
in  the  same  manner  as  water.  The  subject  is  one  of  con- 
siderable importance ;  and  as  I  have  had  an  opportunity  of 
trying  some  experiments  on  it,  I  trust  they  will  be  found  of 
suiflScient  interest  to  warrant  my  offering  them  to  the  notice 
of  the  Society. 

The  principal  part  of  my  apparatus  was  a  large  organ- 
bellows,  which,  by  means  of  weights  laid  on  the  top,  could 
be  worked  at  pressures  varying  from  1*44  to  5*65  incnes 
of  water,  as  indicated  by  the  difference  of  level  of  water 
in  a  bent  glass  tube.  A  circular  hole,  two  and  a  half  inches 
in  diameter,  was  cut  in  the  chest ;  and  in  this  could  be  placed, 
or  to  it  affixed,  thin  plates  with  holes,  or  other  means  for  the 
^ress  of  air. 

The  method  of  experimenting  was  to  note  the  time  in 
seconds  and  tenths  occupied  by  the  running  down  of  the 

*  The  experiments  were  made  at  Oak  Field,  Whalley  Range,  near 
Manchester, 
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bellows.  The  capacitjr  of  the  bellows  being  known  to  be 
29^660  cubical  inches^  this  observation  gave  the  quantity 
of  air  issuing  per  second^  plus  the  unavoidable  leakage  of 
the  bellows.  The  amount  of  the  latter  was  ascertained  by 
observing  the  time  in  which  the  bellows  ran  down  when 
the  hole  was  made  tight^  and^  being  subtracted  from  the 
gross  effeet^  gave  the  quantity  which  actually  passed  through 
the  orifice. 

Theoretically^  the  quantity  of  air  emitted  in  a  given  time 
ought  to  be  proportional  to  the  size  of  the  aperture  in  the 
thin  plate  multiplied  by  the  square  root  of  the  pressure; 
or,  in  other  words^  the  quantity  emitted  per  square  inch 
of  aperture  divided  by  the  square  root  of  the  pressure  ought 
to  be  a  constant  quantity.  My  observations  to  confirm  this 
law  were  made  with  circular  holes  in  thin  tinned  iron^  mea- 
suring 0*535^  1*045^  and  1*61  inch  in  diameter  respectivdy. 
The  pressure  and  temperature  of  the  air  in  all  the  eiqpe- 
riments  were  about  29*8  inches  and  4°  Cent. 


Diameter 

of 
apertore. 

Preflfore, 

ininoheeof 

water. 

Cobioineheaofair 

rednoea  to  one  aqnare 
inoh  i^pertore. 

Cobioiiiohetoralr 

disohaitted  per  teoaadla 

diTJded  l>j  aqiiaitt  root 

atpivtmau. 

0-685 
1046 
1-61 

1-44 

5-6 

1-44 

6-6 

1-44 

6-6 

496 
1033-8 

641-4 
1058-4 

589-5 
1182-7 

418-8 
436-8 
451-2 
447*5 
491-2 
478-7 

The  last  column  of  the  above  Table  shows  the  accuracy  of 
the  law  so  far  as  pressure  is  concerned^  but  seems  to  indicate 
a  slight  increase  of  the  quantity  issuing  per  square  inch  as 
the  aperture  becomes  larger. 

The  law  is  also  verified  so  far  as  pressure  is  concerned  by 
the  following  tabulated  experiments  with  tubes  of  various 
lengths  and  diameters^  but  all  terminated  by  a  short  piece  of 
vidde  pipe^  three  inches  long  by  two  and  a  half  inches  in  dia- 
meter, which  was  inserted  into  the  bellows : — 
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Length  and 
di«meter  of  tabee. 

PrMsura. 

apertare. 

OabioinoheBofair 

diTioed  hj  square  root 
ofpreobore. 

44  and  0-875 
20  and  0-98 
20  and  1-594 

1-44 
3-52 
1-44 
3-52 
1-44 
3-52 

562-9 
909-7 
671-5 

1049-4 
710-6 

1117-1 

460-1 
484-7 
559-6 
559-1 
592-2 
595-1 

At  an  early  period  of  the  research  it  was  found  that  a  very 
slight  bur  or  projection  on  the  edge  of  the  hole  in  a  thin 
plate  produced  a  remarkable  change  in  the  quantity  of  effluent 
air.  I  had  holes  of  the  respective  least  diameters  0*535^ 
0*75^  and  1*61  inch  cut  out  of  a  thin  plate  of  tinned  iron  by 
a  brace-bit.  A  slight  bur  projected  to  one  fortieth  of  an 
inch  beyond  the  plain  surface.  The  following  experiments 
were  then  made,  using  a  pressure  of  air  equal  to  1*44  inch  of 
water : — 


Poaitionofthebnr 

w{thr«speoito 

the  bellows. 

Cabio  inches  of  air  per  second, 
rednced  to  one  square  inch  of  aperture. 

Hole  of  diameter 
0*586  inch. 

Hole  of  diameter 
075  inch. 

Hole  of  diameter 
1-61  inch. 

Outwards  

Inwaids 

597-8 
529-3 

579-2 
524-4 

647-4 

584-7 

A  hole  one  inch  square,  without  any  bur,  gave  567  cubic 
inches  per  second. 

The  influence  of  a  tube  in  increasing  the  quantity  of 
effluent  air  has  been  already  adverted  to.  It  was  a  matter 
of  considerable  interest  to  determine  the  length  of  tube 
which  would  produce  the  maximum  effect.  In  my  first 
experiments  to  determine  this  point,  I  employed  a  tube 
0*98  of  an  inch  in  diameter,  and  terminated  at  one  end  by  a 
piece  of  wider  tube  three  inches  long  and  two  and  a  half 
inches  in  diameter : — 
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OaUo  inohM  of  air  per  seoood. 

Length  of  tub.  o< 
OinSuih  diameter. 

Air  entering  br  til* 
■hort  length  of  wide  tobe. 

narrow  nibe. 

40  inchee. 

642-7 

20     „ 

6667 

10      „ 

714-2 

4      , 

769-4 

728 

1  inch. 

787-7 

723-3 

806-5 

730-4 

i     fy 

810-9 

646-5  ^   ^ 

k: 

803-7    ^     . 
749-5  {^JSSSf 

678    {*SSS? 
546 

k     yj 

686-6 

647-6 

I 

666-6 

641-4 

In  an  experiment  in  which  a  flange  with  a  hole  of  one  and 
a  quarter  inch  diameter  in  its  centre  was  placed  on  the  wide 
end,  the  quantity  of  air  entering  by  the  narrow  tube  reduced 
to  the  length  of  three  sixteenths  of  an  inch  was  increased 
from  546  to  600. 

The  next  experiments  were  made  with  a  tube,  0*92  of 
an  inch  outside  and  0*8  inch  inside  diameter,  successively 
reduced  in  length.  The  inner  sharp  edge  was  removed 
at  one  end,  and  the  outer  edge  at  the  other  end  of  the 
tube.  It  will  be  seen  that  the  greatest  quantity  of  air 
flowed  when  it  entered  at  the  end  from  which  the  inner  edge 
had  been  removed. 


Length  of  tobe  of 
0-8  inch  diameter. 

Oabie  inchea  per  seoond,  per  eqoare  inch  of  aperture. 

which  the  inner  sharp  edge 
was  removed. 

which  the  oater  sharp  edge 

44  inches. 

1  r 

1  inch. 
i    ,. 
i   » 

513-6 

664 

689-6 

660 

686-2 

726-2 

699-6 

594-8 

473-2 

638 

573-4 

637-4 

668 

663-2 

694 

626 

My  last  experiment  was  with  a  hollow  cone,  the  sides  of 
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'which  formed  an  angle  of  60^^  and  the  opening  at  one  end 
was  three  inches^  and  at  the  other  0*625  inch  in  diameter. 
Using  a  pressure  of  1*44^  the  quantities  of  effluent  air  per 
second  per  square  inch  of  narrowest  aperture  were^  accordingly 
as  the  air  entered  at  the  broad  or  narron^  apertures^  666*1  and 
510*7  respectively. 

The  height  of  a  column  of  air  of  the  density  and  tempe- 
rature of  that  used  in  the  experiments^  which  would  give 
a  pressure  of  1*44  inch  of  water,  is  88*93  feet.  The  formula 
for  very  small  pressures  is  t;=  s/2ffh.  Thus  the  theoretical 
velocity  in  the  absence  of  disturbing  causes  would  be 
75*64  feet  per  second,  which  gives  907*7  cubic  inches  issuing 
per  second  through  an  orifice  one  inch  square.  Calling  this 
theoretical  efflux  unity,  the  above  experiments  give 

For  apertures  in  thin  plates 0*6074 

For  a  tube  of  the  same  diameter  as  length  .     .     0'7676 
For  a  similar  tube  with  a  wide  entrance-tube   .     0'8933 

I  have  not  been  able  to  detect  any  effect  due  to  vibration 
of  the  issuing  stream.  By  placing  the  end  of  a  tube  com- 
posed of  thin  metal,  four  feet  long  and  one  inch  in  diameter, 
at  about  half  an  inch  distance  from  an  aperture  in  a  thin  plate 
of  one  inch  diameter,  musical  tones  were  produced,  which  by 
increasing  the  pressure  gradually  ascended  in  harmonics 
through  a  scale  of  many  octaves.  The  same  musical  effects 
could  be  produced,  using  a  constant  pressure  of  air,  by 
moving  the  tube  nearer  the  aperture  through  the  space  of  a 
tenth  of  an  inch.  Savart  and  Masson  have  adduced  facts  of 
this  kind  to  prove  that  air  rushing  out  of  an  aperture  has  a 
vibratory  motion.  Although  I  do  not  admit  this  conclusion, 
there  can  be  no  doubt  that  the  vibration  constituting  sound, 
produced  by  such  methods  as  above  indicated,  will  be  able  to 
travel  back  to  the  air  rushing  through  the  orifice  if  its 
velocity  be  not  greater  than  1090  feet  per  second.  I  have 
fedled,  however,  to  discover  any  sensible  influence  from  this 
cause  on  the  velocity  of  efflux.  It  occurred  to  me  also  to 
try  whether  the  air  issued  with  a  rotary  motion ;  but  such 
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experiments  as  I  have  been  able  to  make  with  vanes  have  led 
me  to  no  decisive  conclusion^  although  there  can  be  no 
doubt  that  many  circumstances  might  cause  such  vortices, 
the  operation  of  which  would  be  to  diminish  the  velocity 
of  efflux. 


On  some  Amalgams. 
By  J.  P.  Joule,  LL.B.,  F.B.S.,  ike* 

['Manchester  Memoirs/  aer.  8.  voL  ii.  p.  115.] 

The  experiments  I  am  about  to  describe  were  made  twelve 
years  ago ;  but  their  publication  was  delayed  to  the  present 
time  in  the  hope  of  being  able  to  extend  them.  Although  I 
have  not  found  an  opportunity  of  doing  so^  I  trust  that  these 
comparatively  old  observations  will  be  deemed  of  sufficient 
interest  to  justify  me  in  having  submitted  them  to  the 
Society. 

My  attention  was  first  directed  to  the  subject  through  my 
wish  to  discover  a  ready  means  of  procuring  a  perfectly  true 
and  polished  metallic  surfiEMse.  Since  it  was  believed  that 
mercury  refused  to  enter  into  combination  with  iron^  I 
thought  that;  by  depositing  the  latter  on  mercury,  a  plate  of 
it  would  be  formed  possessing  a  smoothness  equal  to  that  of 
the  fluid  metal.  However,  on  making  the  experiment,  I 
found  that  the  iron  entered  into  combination  with  the 
mercury,  forming  an  amalgam  f. 

*  The  experiments  were  made  at  Acton  Square,  Salford. 

t  In  consequence  of  iron  poasesfiing  nearly  the  same  affinity  as  hydrogen 
for  oxygen,  there  is  considerahle  difficulty  in  depositing  it  electro-chemi- 
cally  on  a  metallic  plate.  I  have  only  once  or  twice  obtained  a  good 
electrotype  deposit  on  a  polished  sur&ce,  to  which  the  iron  adhered  so 
firmly  that  it  could  only  be  removed  by  abrasion.  Even  in  the  proceas 
of  amftlgftwiAting  iron,  the  constant  evolution  of  hydrogen  from  the  mer- 
cury shows  that  decomposition  of  water  takes  place  simultaneously  with 
that  of  the  salt  of  iron. 

I  find  that  Sir  John  Herschel  has  anticipated  me  in  the  production  of 
the  amalgam  of  iron. — N<de,  1882. 
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One  element  of  a  Daniell^s  battery  was  amply  snfiScient 
for  the  purpose.  Its  zinc  plate  was  connected  by  a  wire 
with  a  globule  of  mercury  covered  by  a  solution  of  sulphate 
of  iron^  whilst  an  iron  wire  attached  to  its  copper  plate^  and 
dipping  into-  the  3olution^  completed  the  circuit.  The  iron 
wire  gradually  dissolved^  wliilst  an  equal  portion  was  taken 
up  by  the  mercury^  which^  in  doing  so,  by  degrees  lost  its 
fluidity^  until  at  length  a  mass  of  crystals  of  amalgam  was 
formed  having  a  greyish-white  colour  of  metallic  brilliancy. 
The  time  required  to  complete  the  operation  was  generally 
about  one  day;  but  a  longer  or  shorter  period  was  occupied 
in  some  instances^  in  consequence  of  variations  in  the  quan- 
tity of  mercury  employed  and  in  the  efficiency  of  the  voltaic 
arrangement.  The  following  Table  contains  the  results  of 
most  of  the  experiments  made  on  the  amalgam  of  iron.  The 
analysis  of  this  and  other  amalgams  was  made  by  heating 
them  in  a  glass  tube  through  which  a  current  of  hydrogen 
was  passed. 


Na 

Compontion. 

Sp.  gMT. 

BemaricB. 

Memory, 

Iron. 

1. 
2. 

a 

4. 
6. 
6. 
7. 

8. 

9. 
10. 

100 

» 

n 
n 

w 
» 

V 

0-143 

1-39 

2-97 

11-8 

18-3 

47-5 
127-6 

14-74 

79 
103-2 

i219 

io-ii 

.... 

Perfectly  fluid. 

Fluid. 

Semifluid. 

Soft 

Solid ;  colour  gtejish  white. 

Solid ;  good  metallic  lustre. 

Solid;  ftriable. 

The  superfluous  mercuiy  pressed 

out  from  the  semifluid  amalgam 

by  hand. 
Compressed  rapidly,  and  with  a 

force  of  fifty  tons  on  the  square 

inch. 
Ditto. 

No.  5  of  the  above  Table  was  a  solid  amalgam  of  a 
greyish  white,  approaching  the  colonr  of  iron.  It  could 
be  easily  broken  into  powder.  When  dried  and  left  un- 
disturbed, it  soon  became  covered  with  small  globules  of 
mercury,  until  ultimately  it  was  entirely  decomposed. 
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To  obtain  No.  6^  I  used  a  solution  of  chloride  of  iron 
instead  of  the  snlphate  which  was  nsed  in  all  the  other 
experiments. 

No.  7  could  be  easily  reduced  to  powder.  It  had  a  bluish 
colour^  and  was  destitute  of  metallic  lustre  until  it  was 
rubbed.  It  remained  some  time  under  water  without 
change^  but  when  dried  became  •speedily  decomposed^ 
whether  it  was  exposed  to  the  action  of  air,  or  was  placed 
under  the  exhausted  receiver  of  an  air-pump. 

The  amalgam  of  iron,  whether  solid  or  fluid,  is  attracted 
by  the  magnet,  and  in  the  solid  condition  is  capable  of 
receiving  a  slight  dose  of  permanent  magnetization. 

In  No.  1,  the  iron,  though  apparently  completely  dis- 
solved by  the  mercury,  remained  in  the  full  possession  of 
its  magnetic  virtue. 

A  portion  of  No.  2,  weighing  87*69  grains,  placed  in  a 
piece  of  quill,  was  attracted  by  a  magnet  with  a  force  equal 
to  0*36  gr.  3*058  grains  of  iron  wire,  cut  into  small  pieces 
and  placed  in  the  same  quiU,  were  attracted  by  a  force  of 
0*94  gr.  The  quantity  of  iron  contained  by  the  ftmiilgiwTi 
was  1*2  grain.  Hence  it  appeared  that  the  iron  had  lost 
very  little  of  its  magnetic  virtue  by  combination  with  the 
mercury. 

The  following  observations  were  made  to  discover  the 
position  of  the  amalgam  of  iron  in  the  electro-chemical 
series.  The  galvanometer  which  was  employed  had  a  coil 
1  foot  in  diameter,  composed  of  400  convolutions  of  wire 
^  of  an  inch  in  diameter. 


Positive  Metal. 

Negative  MetaL 

DeBection. 

Amalgamated  zinc. 

Zinc. 

lOP 

Zinc. 

Iron. 

42^ 

Zinc. 

C!opper. 

65^ 

Amalgamated  iron. 

Copper. 

15^ 

Iron.  Amalgamated  iron.       5* 

It  appears  therefore  that  the  amalgamation  of  iron  juro- 
duces  a  contrary  efiSect  to  the  amalgamation  of  zinc.  This  is 
especially  remarkable,  as  the  amalgamated  iron  contained  no 
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carbon,  which  must  have  existed  to  a  certain  extent  in  the 
plate  of  iron  with  which  it  was  associated. 

When  amalgam  of  iron  is  left  under  water  for  a  few  days, 
it  becomes  coated  with  rust.  If  shaken  violently,  it  be- 
comes almost  immediately  decomposed,  the  iron  as  a  black 
powder  floating  on  the  surface  of  the  liberated  mercury. 

When  the  amalgam  is  heated  to  the  boiling-point  of 
mercury,  the  liberated  iron  unites  with  the  oxygen  of  the 
air,  throwing  off  bright  red  sparks,  and  leaying  a  hard  lump 
of  oxide. 

The  experiments  seem  to  indicate  that  the  solid  amalgam 
of  iron  which  contains  the  largest  quantity  of  mercury  is  a 
binary  combination  of  the  two  metals. 

The  specimen  marked  No.  8  in  the  Table  was  procured  by 
compressing  by  hand  between  folds  of  linen  a  quantity  of 
amalgam  in  a  soft  state.  There  resulted  a  mass  of  white 
crystals  of  perfect  metallic  lustre.  The  mercury  left  was 
about  two  equivalents.  It  seemed  probable  that  one  of 
these  was  left  uncombined  among  the  pores  of  the  amalgam. 

The  specimens  Nos.  9  and  10  were  obtained  by  hydraulic 
pressure  acting  on  a  piston  of  steel  f  of  an  inch  in  dia- 
meter, working  in  a  cylinder  in  which  a  silken  bag  filled 
with  amalgam  was  placed.  The  resulting  amalgam  was  so 
hard  that  it  could  only  be  broken  by  the  smart  blow  of  a 
hammer.  Its  black  colour  seemed  to  indicate  nearly  total 
decomposition. 

Amalgam  of  Copper, — ^To  form  this  amalgam,  a  small 
quantity  of  mercury  was  poured  into  a  dish  containing 
solution  of  sulphate  of  copper.  A  copper  wire  connected 
the  mercury  with  the  zinc  of  a  Daniell's  cell,  whilst  a  coil  of 
copper  wire  immersed  in  the  cupreous  solution  completed 
the  circuit.  A  mass  of  crystals  was  gradually  formed, 
bitmching  out  to  the  distance  of  half  an  inch  or  more. 
Ultimately  pure  copper  was  deposited  on  the  extremities  of 
the  crystals  in  a  fringe  of  light  red,  the  whole  presenting  the 
appearance  of  a  beautiful  flower.  In  the  following  Table  I 
have  collected  the  results  of  several  such  experiments  :— 
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No. 

Heronry. 

Copper. 

Bp.graT. 

BeiiMn.k 

1. 

100 

22-6 

18-32 

poat 
Ditto                  ditto. 

2. 

yf 

24-73 

13-260 

a 

ff 

25 

13185 

Ditto                   ditto. 

4. 

ff 

27-76 

18-17 

Ditto                   ditto. 

5. 

i1 

29-02 



Pink  deposit  on  the  eztremitieB  of 
thecrystalm 

6. 

n 

87-7 

• .  •  • 

Pink  deposit  over  the  greatest  ptet 

7. 

n 

31-36 

13-51 

The  copper  which  was  deposited  on 
the  outside  of  the  crrstals  was 
constantly  removed.  The  expe- 
riment  was  stopped  when  the 
central  button  of  amalgam  b^ 

came  pink  in  one  or  two  places. 

8. 

)) 

29-08 

. « • 

Ditto                  ditto. 

9. 

jf 

29H) 

13-76 

Ditto                  ditto. 

10. 

99 

3419 

13-01 

From  a  hot  solution  of  sulphate 
of  copper.  Hard  and  crystaHine 
mass. 

Formed  sbwly  in  eight  days.  Pink 
in  several  {daces. 

U. 

If 

39-64 

12-99 

12. 

»> 

41-6 

.... 

This  amalgam  was  contumaUj 
Bounded  whilst  it  was  being  pro- 
duced.   Pink  in  several  places. 

13. 

tf 

3812 

12-65 

Sulphate  of  copper,  kept  at  100° 
Fahr.     In  two  days  the  amal- 

gam  was   covered    with   arbo- 

rescent crystals  tipped  with  pink. 

On  inspecting  the  above  Table^  it  will  appear  that  when- 
ever the  quantity  of  copper  approaches  nearly  to  an  eqaiva- 
lent,  a  deposit  of  unamalgamated  copper  begins  to  take 
place.  This  seems  to  demonstrate  that  the  solid  amalgam 
containing  the  least  quantity  of  mercury  is  a  binary  com- 
pound. 

The  mean  of  the  specific  gravities  of  the  specimens  pos- 
sessing an  equivalent  (or  a  little  less  than  an  equivalent)  of 
copper  is  13*31. 

The  specific  gravity  of  the  other  amalgams,  containing 
excess  of  copper,  is  12*82.  It  follows  that,  if  we  admit 
that  the  specific  gravity  of  copper  is  not  altered  when  it 
enters  into  combination  with  mercury,  the  specific  gravity  of 
the  latter,  in  the  amalgam,  is  16*415. 

In  the  following  Table  I  give  the  analysis  of  ftmiJgftmft 
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after  pressure  of  various  degrees  of  force  had  been  applied 
during  various  lengths  of  time : — 


Freuonper 

Vo. 

■qoaremoh 
in  ton. 

Tixne. 

Meroozy. 

Copp«. 

Sp.  g»T- 

1. 

} 

12  hours. 

100 

20-3 

2. 

I 

12  hours. 

9> 

17-28 

3. 

1 

36  hours. 

tJ 

20-5 

4. 

u 

17  hours. 

ff 

18-95 

5. 

2 
GraduaUy    ) 

12  hours. 

V 

18-4 

6. 

increased     > 
up  to  1  ton.    I 

3i  months. 

if 

39K) 

12-76 

13  days,  with 

7. 

Ditto. 

intervals 

amounting  to 

54  days. 

38-43 

12-56 

8. 

9 

A  few  minutes. 

)) 

25-84 

12 

9. 

15 

9f 

f> 

28-57 

10. 

18 

n 

n 

28-4 

13-01 

11. 

20 

n 

n 

29-46 

12. 

72 

*) 

» 

80-95 

18-06 

13. 

72 

yf 

n 

32-82 

12-93 

14. 

144 

1* 

jy 

36-13 

12-96 

16. 

144 

)) 

f} 

34-87 

12-57 

16. 

144 

J9 

V 

35-63 

12-62 

17. 

20 

30niiTnite3. 

ft 

3304 

18. 

36 

30  minutes. 

yy 

30-25 

12-88 

19. 

72 

1  hour. 

t9 

32-34 

20. 

80 

2  hours. 

J) 

40-18 

21. 

30 

7  hours. 

tt 

44-34 

12-38 

On  inspecting  the  above  Table^  it  will  appear  that  a 
moderate  pressure  continued  for  a  short  time  leaves  a  binary 
compound  of  the  metals  along  with  the  quantity  of  mercury 
which  may  be  supposed  to  be  entangled  among  the  crystals. 
When  the  pressure  was  very  great,  or  was  continued  for  a 
long  time,  the  resulting  amalgam  invariably  contained  more 
than  one  equivalent  of  copper.  I  believe  that  this  arises 
from  a  decomposition  of  the  binary  amalgam  by  the  violent 
mechanical  means  adopted. 

On  the  supposition  that  the  copper  retains  its  own  specific 
gravity,  the  density  of  the  above  amalgams  gives  for  the 
mercury  a  specific  gravity  of  14*985. 
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The  Amalgam  of  Silver  was  generally  produced  by  treat- 
ing mercury  with  nitrate  of  silver.  The  action  goes  on  until 
a  hard  mass  of  shining  crystals  is  formed^  consisting  of  about 
an  equivalent  of  silver  to  one  of  mercury. 


No. 

Meronry. 

saver. 

Sp.g»T. 

BeaurkB. 

1. 

100 

62-6 

14-68 

From  cold  solution  of  nitrate  of 
silver.             * 

2. 

f) 

100-3 

Ditto                  ditto. 

a 

99 

116-4 

Ditto                   ditto. 

4. 

}) 

115-2 

18-26 

Ditto                   ditto. 

6. 

W 

156-8 

12-34 

Boiled  in  solution  of  nitrate  of 
silver. 

6. 

»> 

106-4 

12-49 

From  a  hot  concentrated  solution  of 
nitrate  of  silver. 

7. 

W 

293-3 

12-64 

Button  of  amalgam  formed  by  the  . 
electrolytic  action  of  one  cell  of 
DanieU's  battery.                           j 

8. 

99 

2614-0 

11-42 

Crystals  formed  on  the  edges  of  the 
above  button  of  amalgam. 

From  the  above  Table  it  appears  that  the  amalgam  most 
readily  formed  by  the  action  of  nitrate  of  silver  on  mercury 
is  a  binary  compound;  for  the  average  result  gives  the  pro- 
portion of  107*6  silver  to  100  mercury.  It  will  be  noticed 
that  the  specific  gravity  of  the  specimens  indicates^  as  in  the 
case  of  the  amalgam  of  copper^  a  very  considerable  contrac- 
tion of  volume^  principally  referable  no  doubt  to  the  assump- 
tion of  the  solid  state  by  the  mercury^  the  specific  gravity  of 
which  comes  out  16*5  from  the  above  and  succeeding  experi- 
ments on  the  amalgam  of  silver. 

In  the  next  Table  I  give  the  composition  of  amalgams  of 
silver  after  compression.  Before  placing  it  in  the  press^  each 
specimen  was  mixed  up  with  excess  of  mercury  so  as  to  form 
a  thick  paste.  I  should  mention  here^  that^  on  making  the 
analysis^  it  was  found  necessary  to  employ  a  temperature 
nearly  sufficient  to  fuse  the  silver  in  order  to  drive  from  it 
the  last  portions  of  mercury. 
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No. 

Frefsore. 

Uenmrj, 

BilTer. 

Sp.gr*v. 

1. 
2. 

a 

4. 
5. 
6. 

2i  tons  for  1  day. 
3  tons  for  8  days. 
72  tons  for  1  hour. 
72  tons  for  IJ  hour. 
72  tons  for  l|  hour. 
72  tons  for  20  min. 

100 

99 
99 
99 
99 

» 

88-78 

37-76 

40-18 

40 

51-66 

4815 

18-61 
18-78 
18-44 

The  mean  composition  of  the  amalgam^  after  being  pressed 
with  72  tons  on  the  inch^  was  therefore  43*71  silver  to  100 
mercury.  Allowing  for  mercury  remaining  among  the  crys- 
tals in  an  uncombined  state^  we  may  conclude  that  the  solid 
amalgam  containing  the  largest  quantity  of  mercury  is  com- 
posed of  one  equivalent  of  silver  to  two  of  mercury. 

Amalgam  of  Platinum. — ^To  obtain  this  amalgam,  platinum 
was  deposied  on  mercury  by  the  electrolytic  action  of  two  or 
three  voltaic  cells  on  the  bichloride. 


No. 

Meroorj. 

PlAtmnm. 

Sp.gnT. 

Bemarki. 

1. 
2. 

a 

100 

99 
99 

16-48 

21-6 

84-76 

14-29 

Metallic  lustre  when  rubbed. 
Solid.    Dark  grey  colour. 
Dark  grey ;  no  metallic  lustre. 

An  amalgam  of  12  platinum  to  100  mercury  possesses  a 
bright  metallic  lustre^  and  is  soft  and  greasy  to  the  touch. 
Pressed  with  a  force  of  72  tons  to  the  square  inch,  a  hard 
button  of  dark-grey  amalgam  is  left^  consisting  of  43*2  parts 
of  platinum  to  100  of  mercury.  I  infer  therefore  that  the 
solid  amalgam  of  platinum  which  contains  the  largest  quan- 
tity of  mercury  is  composed  of  two  equivalents  of  mercury 
to  one  of  platinum  *. 

The  specific  gravity  of  this  amalgam  appears  to  be  nearly 
that  which  it  would  be  on  the  supposition  that  no  condensa- 
tion of  volume  takes  place  on  the  union  of  the  metals ;  but 


*  Amalgam  of  platinum  in  the  form  of  a  thick  paste  may  be  obtained 
by  exposing  mercury  to  the  action  of  bichloride  of  platinum  for  a  suffi- 
cient length  of  time. 

2k 
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the  specimens  were  too  small  to  make  very  accurate  deter- 
minations of  specific  gravity. 

Amalgam  of  Zinc  was  obtained  electrolytically  from  sul- 
phate of  zinc ;  after  some  time  the  mercury  lost  its  fluidity, 
and  branching  crystals  began  to  be  formed. 


No. 

Iferoory. 

Zinc 

8p.graT. 

BemarkB. 

1. 

2. 
8. 

100 

89-4 
122-8 
184-9 

11-34 
8-935 
8-349 

White  and  crystaHine. 

Ditto             ditto. 

Prepared  from  hot  sulphate  of  zinc 

The  first  of  the  above  three  specimens^  consisting  of  an 
equivalent  of  each  metal^  appears  to  be  the  amalgam  which, 
containing  the  largest  quantity  of  mercury,  is  yet  solid.  The 
specific  gravity  indicates  a  certain  contraction  of  volume, 
though  not  nearly  as  much  as  that  in  the  amalgams  of  silver 
and  copper,  but  such  as  would  place  the  specific  gravity  of 
the  mercury  at  14' 1.  Pressure  seemed  to  have  the  effect  of 
decomposing  this  amalgam,  or  at  least  of  expelling  mercury 
until  the  amalgam  consisted  of  about  one  equivalent  of  mer- 
curv  to  three  of  zinc. 


No. 

Prosmire. 

MerooiT. 

Zinc 

1. 

2. 
3. 
4 
6. 

}  ton  for  1  day. 

\\  ton  for  1  day. 

50  tons  for  1  hour. 

Ditto           ditto. 

Ditto           ditto. 

100 

» 
If 

69-25 

69 

76-7 

79-6 

76-9 

Amalgam  of  Lead. — On  making  mercury  negative  in  ace- 
tate of  lead,  a  crystalline  amalgam  was  gradually  formed. 
The  operation  was  stopped  when  the  characteristic  flat  hbam 
crystals  of  lead  began  to  make  their  appearance.  The 
amalgam  was  found  to  have  a  specific  gravity  of  12*64  (in- 
dicating 13*85  for  its  mercury),  and  to  consist  of  100  mercury 
to  69*83  lead,  and,  allowing  for  unavoidable  excess  of  mer- 
cury, may  be  considered  a  binary  compound. 

To  ascertain  the  effect  of  pressure,  a  liquid  ftmOg^yti  ^r^ 
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formed  by  heating  the  two  metals  together.  It  was  then 
compressed  with  a  force  of  three  tons  to  the  square  inch  for 
a  day.  A  greater  pressure  than  this  would  have  caused  the 
amalgam  as  well  as  the  mercury  to  escape  from  the  press. 
The  result  was  a  mass  of  bright  crystals^  easily  fractured^ 
which  had  a  specific  gravity  of  12*11^  and  was  composed  of 
100  mercury  to  194  lead.  I  think  there  can  be  no  doubt 
that  the  pressure  had  partly  decomposed  the  binary  com- 
pound. It  appears  that  little  or  no  contraction  of  volume 
is  occasioned  by  the  combination  of  the  metals. 

Amalgam  of  Tin  was  obtained  by  making  mercury  negative 
in  a  solution  of  chloride  of  tin. 


No. 

Meroniy. 

Tin. 

Sp.  graT. 

Bemarks. 

1. 
2. 

8. 

100 

61-01 
4412 
70-7 

10-618 
10-94 

Beautiful  crjstallme  amalgam. 
Ditto                 ditto. 
Some  unamalpmated  tin  crystals  at 
the  extremities  of  the  amalgam. 

The  amalgam  formed  by  the  electrolytic  process  appears 
therefore  to  be  a  binary  compound.  Its  specific  gravity, 
along  with  that  given  in  the  next  Table,  shows  a  specific 
gravity  of  14*1  for  the  mercury  in  combination.  Pressure 
of  the  amalgam  gave  the  following  results  : — 


Wo. 

PP6MQr6. 

Meroorj. 

Tin. 

Sp-gTBT. 

Bemarks. 

1. 

1440  lb.  for  10  min. 

100 

76-9 

2. 

1440  lb.  for  2  days. 

» 

256-6 

8. 

2724  lb.  for  2  days. 
6400  lb.  during  30 

n 

392-4 

4. 

v 

3841 

8154 

Pressure  gradually 

days. 

increased. 

5. 

60  tons  for  16  nun. 

)t 

402-3 

6. 

2700  lb.  during  30 
•    days. 

n 

408-9 

Pressure  of  60  tons 
during  1  day  did 
not     afterwards 
drive   out   more 
mercury. 

The  above  results  show  most  decisively  that  pressure  is 
able  to  decompose  the  amalgam  of  tin,  the  mercury  left 

2k2 
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after  long 'continued  high  pressure  having  a  volume  little 
more  than  one  eighth  of  the  entire  mass. 

I  made  an  unsuccessful  attempt  to  amalgamate  hydrogen 
by  developing  it  at  a  low  temperature  (4°  Fahr.)  on  mercury. 
It  did  not  appear  that  the  smallest  quantity  of  hydrogen 
was  taken  up.  This  appears^  however,  to  be  an  experiment 
worth  repeating.  I  think  it  highly]  probable  that,  by  using 
intense  cold  and  very  great  pressure^  an  amalgam  of  hydro- 
gen might  be  formed. 

As  metals  generally  retain  their  specific  gravities  when 
they  meet  to  form  alloys^  it  may  be  inferred  that  the  fore- 
going experiments  indicate  the  specific  gravity  of  mercury 
in  the  solid  state.  This  value^  from  the  average  of  the 
thirty  six  determinations  of  specific  gravity  above  given^  is 
1519. 


On  the  Probable  Cause  of  Electrical  Storms. 
By  J.  P.  Joule,  LL.D.,  F.B.S. 

[Proceedings  of  the  Literary  and  Philosopliical  Society  of  Manchester, 
vol.  ii  p.  218,  March  18,  1862.] 

The  very  close  correspondence  between  the  theoretical  rate 
of  cooling  in  ascending  and  the  actual  indicates  a  rapid 
transmission  of  the  atmosphere  from  above  to  below,  and 
vice  versdj  continually  going  on.  We  may  believe  that 
during  thunderstorms  this  interchange  goes  on  with  mudi 
greater  than  ordinary  rapidity.  At  a  considerable  distance 
fix)m  the  thundercloud,  where  the  amosphere  is  free  from 
cloud,  the  air  descends,  acquiring  temperature  according  to 
the  law  of  convective  equilibrium  in  dry  air.  The  air  then 
traverses  the  ground  towards  the  region  where  the  storm  is 
raging,  acquiring  moisture  as  it  proceeds,  but  probably 
without  much  diminution  of  temperature,  on  account  of 
the  heated  ground  making  up  for  the  cold  of  evaporation* 
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Arrived  under  the  thxmderelond^  the  air  rises^  losing  tempe- 
rature^ but  at  a  diminished  rate^  owing  to  the  condeiisation 
of  its  yapour  to  form  part  of  the  immense  cumulus  cloud 
which  overcasts  the  sky  on  these  occasions.     The  upward 
current  of  air  carries  the  cloud  and  incipient  rain-drops  up- 
wards, but  presently,  in  consequence  of  the  increased  capacity 
of  the  mass  firom  the  presence  of  a  large  quantity  of  water, 
the  refrigeration  of  the  air,  in  consequence  of  its  dilatation, 
will  be  so  far  diminished  as  to  prevent  the  condensation  of 
fresh  vapour,  and  ultimately  to  redissolve  the  upper  portion 
of  the  cloud.    This  phenomenon,  which  has  been  noticed  by 
Rankine  in  the  cylinder  of  the  steam-engine,  will  account  for 
the  defined  outline  of  the  upper  edges  of  cumulus  clouds. 
The  upward  current  no  doubt  extends  occasionally  to  regions 
below  the  freezing  temperature.    If  doud  be  carried  with  it, 
snow  or  hail  will  be  formed,  which,  if  sufficiently  abundant, 
will  pass  through  the  cloud  and  fall  to  the  ground  before  it 
is  melted.    Now,  the  dry  cold  air  in  which  the  snow  and 
hail  are  formed  is  a  perfect  insulator.     Ice  has  abo  been 
proved,  by  Achard  of  Berlin,  to  be  a  non-conductor  and  an 
electric.     Even  water,  in  friction  against  an  insulator,  is 
known  from  the  experiments  of  Armstrong,  explained  by 
himself  and  Faraday,  to  be  able  to  produce  powerfrQ  electric 
effects;  and  this  fact  has  been  suggested  by  Faraday  to  ex- 
plain powerful  electric  effects  in  the  atmosphere.     Sturgeon 
has  noted  the  remarkable  development  of  electricity  by  hail- 
showers.    Few  heavy  thunderstorms  occur  without  the  fall 
of  hail.     Hail,  whether  in  summer  or  winter,  is  almost,  if 
not  invariably,  accompanied  with  lightning.    In  the  presence 
of  these  facts,  it  seems  not  unreasonable  to  consider  the 
formation   of  hail   essential    to    great  electrical    storms; 
although,  as  has  been  pointed  out  by  Professor  Thomson^ 
very  considerable  electrical  effects  might  be  expected  from 
the  negatively  charged  air  on  the  surface  of  the  earth  being 
drawn  up  into  columns, .  and  although,  as  the  same  philo- 
sopher has  observed,  every  shower  of  rain  gives  the  pheno- 
mena of  a  thunderstorm  in  miniature.     The  physical  action 
of  iuijulators  and  electrics  in  mutual  friction  must  certainly 
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produce  very  marked  effects  on  the  grand  scale  of  nature. 
If  we  suppose  that  the  falling  hail  is  electrified  by  the  air  it 
meets^  the  electrification  of  the  cloud  into  which  the  hail 
falls  might  thus  be  constantly  increased  until  the  balance 
between  it  and  the  inductively  electrified  earth  is  restored  by 
a  flash  of  lightning.  If  the  hail  is  negatively  electrified  by 
the  dry  air  with  which  it  comes  into  contact^  the  latter  will 
float  off  charged  with  positive  electricity^  which  may  acoount 
for  the  normal  positive  condition  of  the  atmosphere  in  serene 
weather^  as  well  as  the  electrification  of  the  upper  strata 
evidenced  by  the  aurora  borealis.  The  friction  of  wind  has 
been  supposed  by  Herschel  to  contribute  to  the  intense  elec- 
trification of  the  doud  which  overhangs  volcanoes  during 
eruption. 


On  the  Surface^condensation  of  Steam.  By  J.  P. 
Joule,  LL.D.^  F.B.S.,  President  of  the  Literary 
and  Philosophical  Society  of  Manchester^  &c.^ 

[<  Philosophical  Transactions'  1861,  toI.  clL  p.  ISa    Read 
December  13,  I860.] 

The  laws  which  regulate  the  transmission  of  heat  through 
thin  plates  of  metal  under  various  circumstances^  although  of 
extensive  practical  application^  and  although  their  elucida- 
tion would  necessarily  involve  scientific  conclusions  of  great 
interest^  have  hitherto  received  little  of  the  attention  of 
natural  philosophers.  Two  great  divisions  of  the  inquiry 
are^  first,  the  communication  of  heat  from  the  products  <^ 
combustion  to  a  boiler,  and,  second,  the  application  of  cold 
to  a  vessel  employed  for  the  condensation  of  steam.  With  a 
view  to  supply  some  information  on  the  latter  subject  I  have, 
with  the  assistance  of  a  grant  from  the  Royal  Society,  underw 
taken  the  present  research. 

*  The  experiments  were  made  at  Oak  Held,  WhaUey  Range, 
Manchester. 
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The  adjoining  sketch  will  explain  my  apparatus.  B  is  a 
steam-boiler^  into  the  side  of  which  a  pipe  P  furnished  with 
a  stopcock  T  is  screwed.  Jointed  to  this  by  a  caoutchouc 
tubulure  t  is  the  condensing  pipe  s,  connected  at  the  lower 
end  to  a  short  pipe  q,  which  in  turn  is  connected  with  the 
copper  receiver  R,  closed  at  the  bottom  by  a  screw-nut  n 
furnished  with  a  washer  of  india-rubber.  The  refrigerating 
water  is  transmitted  through  the  channel  E  D  C^  consisting 
of  a  pipe  1^  inch  in  diameter^  and  the  concentric  space 
between  the  steam-condensing  pipe  and  an  exterior  pipe  of 
lai^er  diameter.  The  re&igerating  water  on  flowing  away  is 
collected  in  V,  the  vessel  in  which  it  is  afterwards  weighed. 
In  order  to  avoid  the  necessity  of  applying  a  large  correction 
to  the  temperature  of  this  water,  it  is,  when  its  quantity  is 
not  very  great,  received  in  the  first  instance  by  the  small  can 
TJ,  into  which  a  thermometer  is  plunged.  A  branch  pipe/?, 
screwed  into  the  main  pipe,  is  connected  to  the  barometer- 
tube  b  in  order  to  measure  the  degree  of  vacuum. 

The  pipe  P  enters  the  boiler  at  8  inches  above  the  surface 
of  the  water.  Separate  experiments  showed  that  no  water 
came  up  to  this  height  by  '^  priming.'^  On  the  other  hand, 
the  arrangement  of  the  boiler,  the  flue  of  which  is  entirely 
below  the  level  of  the  water,  prevented  the  steam  being  sur- 
charged with  heat  to  any  notable  extent. 

By  careful  experiments  I  found  that  a  thermometer,  of 
which  the  bulb  was  held  six  inches  above  the  water  of  the 
boiler,  indicated  exactly  the  same  temperature,  whether  the 
boiling  was  carried  on  very  slowly  or  very  rapidly.  But  when 
the  bulb  was  immersed  3  inches  below  the  surface,  the  tem- 
perature with  slow  boiling  was  0°'532  higher  than  that  of 
the  steam,  which  difference  was  further  increased  to  0*^'538 
by  rapid  boiling.  This  would  lead  to  the  belief  that  the 
steam  must  have  been  a  little  overcharged  with  heat  by 
passing  through  superheated  water;  but  as  there  was  a 
trifling  cooling  effect  by  the  influence  of  the  atmosphere  on 
the  pipe  P,  the  steam  passing  through  the  stopcock  might 
be  safely  considered  neither  superheated  nor  mixed  with 
^ater. 
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Up  to  the  stopcock  T  the  temperature  of  the  pipe  may  be 
considered  that  of  the  boiler ;  beyond  it  the  temperature 
becomes  gradually  that  of  the  condenser.  A  certain^  though 
very  small^  quantity  of  heat  is  thus  conducted  along  the  tube 
from  the  stopcock  T  as  far  as  the  india-rubber  junction  t. 
Any  water  condensed  in  P  falls  back  again  into  the  boiler; 
that  between  the  stopcock  and  t  falls  into  the  receiver;  so 
that  the  small  quantity  of  conducted  heat  just  mentioned  is 
probably  compensated  by  the  trifling  cooling  effect  of  the 
atmosphere  between  T  and  the  refrigerating  water. 

The  short  continuation  pipe  q  exposes  to  the  water  an 
effective  length  of  3  inches,  which,  on  account  of  the  wideness 
of  the  channel  there,  cannot  generally  have  had  an  effect 
greater  than  that  due  to  2  inches  in  the  narrower  part.  As, 
however,  a  length  amounting  to  an  inch  and  a  half  of  the 
ends  of  the  condensing  tube  is  overlapped  by  the  vulcanized 
tubing,  the  entire  amount  of  condensation  may,  without  ap- 
preciable error,  be  laid  to  the  account  of  the  condensing  pipe. 

The  receiver  R  and  the  pipes  C,  P,  and  p  are  enveloped 
by  a  thick  coating  of  cotton- wool  and  flannel,  so  as  to  pre- 
vent, as  far  as  possible,  the  refrigerating  effect  of  the  atmo- 
sphere. 

Great  pains  were  taken  to  make  every  part  of  the  appa- 
ratus in  which  the  pressure  is  below  that  of  the  atmosphere 
perfectly  air-tight.  It  will  be  seen  that  the  form  of  the  stop- 
cock T  effectually  prevents  any  leakage  except  from  the  high- 
pressure  side  into  the  atmosphere,  which  is  of  no  conse- 
quence. The  india-rubber  junctions  were  at  first  made  by 
simply  binding  on  the  ends  of  the  tubes  short  lengths  of 
vulcanized  caoutchouc;  but  it  was  soon  found  that  enough 
air  passed  to  vitiate  the  experiments,  which  were  consequently 
rejected.  The  method  afterwards  adopted  was  to  smear  the 
ends  of  the  tubes  with  melted  vulcanized  caoutchouc  before 
the  short  india-rubber  tubes  were  bound  on.  This  plan  was 
found  to  be  so  eflScacious  that  air  appeared  to  be  perfectly 
excluded,  and  the  vacuum  wholly  unimpaired,  however  long 
an  experiment  was  carried  on. 

The  vacuum-gauge  glass  tube  is  0*45  of  an  inch  in  internal 
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diameter.  It  is  plunged  into  a  wide  dish  of  mercnrj^  from 
the  surface  of  which  the  height  of  the  column  is  measured. 
The  temperature  of  the  mercury  in  the  gauge  was  always 
nearly  that  of  the  barometer  which  registered  the  atmo- 
spheric pressure.  During,  each  experiment  a  small  quantity 
of  condensed  water  settled  by  degrees  on  the  top  of  the 
mercury,  the  length  of  which,  divided  by  13'56,  gave  the 
correction  to  be  applied  to  the  height  of  the  column. 

It  will  be  observed  that  the  pipe  leading  to  the  vacuum- 
gauge  is  inserted  near  the  stopcock  which  admits  the  steam. 
It  was  important  to  ascertain  whether  the  gauge  would  stand 
at  the  same  level  if  it  were  connected  with  other  parts  of  the 
vacuous  space.  To  determine  this,  a  pipe  was  attached  to 
the  receiver  at  r,  and  connected  with  a  gauge  placed  side  by 
side  with  the  first  gauge,  and  dipping  into  the  same  dish  of 
mercury.  The  gauges  were  observed  during  rapid  and  slow 
condensation,  at  different  and  at  varying  pressures ;  but  the 
height  of  the  columns  appeared  to  be  in  general  exactly  the 
same :  if  any  difference  could  be  observed  at  any  time,  I 
should  say  that  the  receiver-gauge  indicated  the  less  perfect 
vacuum  of  the  two ;  the  difference,  however,  amounted  in  no 
case  to  more  than  ^  inch. 

The  following  is  my  method  of  experimenting  : — ^The  nut 
n  being  unscrewed,  the  dish  of  mercury  removed  from  under 
the  gauge-tube,  and  the  water  being  completely  discharged 
from  the  tap  W,  the  cock  T  is  partly  opened,  and  the  steam 
is  blown  through  the  steam-pipe  s,  the  gauge  b,  and  the 
receiver  R  until  they  are  completely  freed  from  air.  The 
nut  n  is  then  screwed  on,  W  closed,  and  the  water  let  on, 
the  three  operations  being  performed  as  simultaneously  as 
possible.  At  the  moment  when  the  steam  is  about  to  cease  • 
issuing  from  the  gauge-pipe,  its  end  is  introduced  into  the 
dish  of  mercury.  After  an  interval  of  time,  varying  from 
half  a  minute  to  three  minutes,  the  condensation  goes  on 
with  perfect  regularity,  and  the  mercury  in  the  vacuum- 
gauge  remains  steady.  The  temperature  of  the  water  flowing 
away  and  the  gauge  are  observed  every  two  or  three  minutes. 
The  experiment  is  terminated  by  simultaneously  shutting  off 
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the  steam  and  the  water^  and  opening  the  tap  W  to  let  off 
the  water  remaining  in  the  pipe.  The  nut  n  is  then  removed ; 
and  a  quantity  of  air  having  entered  the  receiver^  the  con- 
densed water  is  caught  by  a  small  can  (held  close  and  con- 
taining a  thermometer)^  which  overflows  into  a  lai^er  vessel^ 
in  which  the  water  is  immediately  afterwards  weighed. 

The  values  of  several  small  corrections  which  had  to  be 
applied  to  the  observations  were  obtained  from  data  derived 
firom  separate  experiments.  Of  the  thermometers  employed^ 
one  was  made  by  Fastr^^  in  which  each  division  is  equal  to 
0°'225  Cent. ;  the  two  others  were  from  Kew  Observatory, 
and  have  for  each  division  the  values  0°-l  and  0°-0994  re- 
spectively. A  correction  had  generaUy  to  be  applied  in  con- 
sequence of  the  non-immersion  of  the  stems. 

The  cooling  effect  of  the  atmosphere  on  the  receiver  R 
operates  partly  to  condense  steam  and  partly  to  cool  con- 
densed water.  The  correction  on  the  former  account  was 
found  to  be  equal  to  the  product  of  the  time  in  minutes, 
the  proportion  of  acting  surface,  and  the  difference  between 
the  temperatures  of  the  receiver  and  atmosphere,  divided 
by  n  times  the  difference  between  640  and  the  tempe- 
rature of  the  condensed  water :  the  result  had  to  be  sub- 
tracted from  the  weight  of  condensed  water.  The  correction 
on  the  latter  account  is  equal  to  the  product  of  the  time, 
acting  surface,  and  difference  of  temperature,  divided  by  11 
times  the  weight  of  condensed  water :  it  had  to  be  added  to 
the  observed  temperature  of  the  condensed  water. 

The  correction  on  account  of  the  cooling  of  the  refri- 
gerating water  on  flowing  through  C  into  the  vessel  U,  was 
found  to  be  equal  to  the  difference  of  temperature  between 
the  water  and  the  atmosphere,  multiplied  by  0'51,  and  di- 
vided by  the  quantity  of  water  flowing  per  hour.  This  rule 
applies  to  the  case  in  which  the  external  pipe  C  was  4  feet 
long  and  1  inch  in  diameter.  Corrections  in  the  instances 
in  which  other  tubes  were  used  were  made  by  calculation 
without  express  experiments,  inasmuch  as  they  were  of  very 
trifling  amount. 

The  slight  loss  of  water  by  evaporation  before  and  during 
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the  process  of  weighings  was  allowed  for  in  the  wdghing 
both  of  the  refrigerating  and  condensed  water. 

The  metal  of  the  steam-pipe  and  receiver  is  necessarily  at 
100°  at  the  commencement  of  an  experiment^  and  therefore 
communicates  some  heat  during  the  first  few  moments.  On 
the  other  hand^  the  small  quantity  of  water  drawn  off  at  W 
at  the  termination  of  an  experiment  is  always  more  or  less 
heated.  Corrections  on  both  these  accounts  were  easily 
applied. 

I  had  at  first  some  doubts  whether  the  vacuum  would  not 
become  gradually  impaired  by  air  coming  over  from  the 
boiler ;  for  it  has  been  firequently  asserted  that  water  becomes 
perfectly  free  from  air  only  after  long-continued  boiling.  I 
founds  however^  that  after  boiling  had  taken  place  for  only 
two  or  three  minutes^  the  air  was  entirely  expelled^  and  that, 
even  if  condensation  were  afterwards  carried  on  until  the 
receiver  was  entirely  filled  with  water,  no  change  took  place 
in  the  height  of  the  gauge.  Hence,  by  blowing  off  steam  for 
ten  minutes  at  the  commencement  of  a  day's  experimenting, 
I  effectually  secured  myself  against  any  risk  of  the  inter- 
ference of  air*. 

The  Table  of  experiments  (facing  p.  512)  requires  little 
explanation.  It  will  be  seen  that  column  5  contains  some 
numbers  with  the  negative  sign.  This  might  be  expected 
where  a  small  quantity  of  water  was  used,  on  account  of  its 
being  raised  in  temperature  during  its  ascent.  When  the 
water  was  intended  to  go  in  the  same  direction  ^  the  steam, 

*  I  could  not  discover  any  alteration  in  the  compodtion  of  the  air 
after  it  had  remained  in  the  hoiler  some  days.  There  appears  to  be  no 
truth  in  the  hypothesis  which  ascrihes  boiler-explosions  to  the  formation 
of  hydrogen.  The  obvious  cause  is  over-pressure ;  and  it  is  not  wonderful 
that,  when  multitudes  of  boilers  are  worked  at  a  very  considershle  pro- 
portion of  the  pressure  calculated  to  burst  them  when  new,  accidents 
occasionally  occur.  I  have  repeatedly  insisted  upon  the  absolute  neces- 
sity of  periodical  testing,  and  have  proposed  a  method  requiring  no  extra 
apparatus  or  expense,  which  consists  simply  in  lighting  a  fire  under  the 
boiler  when  completely  filled,  and  so  producing  the  proof-pressure  by 
the  expansion  of  water  by  heat.  I  try  my  boUer  eveiy  six  weeks  by  this 
process,  which  appears  to  answer  the  end  in  view  in  every  respect 
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it  was  poured  in  at  the  upper  end  of  the  outer  tube^  and  flowed 
away  at  the  lower  end^  the  pipe  E  being  removed*  Each 
number  in  the  14th  column  is  the  average  of  all  the  obser- 
yations  of  the  pressure  in  the  condenser  after  it  became  con- 
stant; and  column  17  contains  the  averages  of  all  the  obser- 
vations of  the  temperature  of  the  refrigerating  water  at  its 
overflow  made  at  the  moments  of  gauge-observation.  Hence 
this  column  contains  numbers  generally  a  little  different 
from  those  of  column  7,  which,  being  taken  for  the  purpose 
of  deducing  the  total  heat  of  steam,  are  the  averages  of  all  the 
temperature-observations  of  the  overflow  water  in  the  several 
experiments. 

In  order  to  explain  the  principle  on  which  the  18th  column 
is  based,  I  cannot  do  better  than  give  textually  the  eii^ract  of 
a  letter  I  received  fit)m  Professor  Thomson,  to  whom  at  the 
outset  I  communicated  my  design,  and  who,  with  his  usual 
zeal  and  kindness,  immediately  offered  me  very  valuable 
suggestions. 

^  Steamer  Venus,  August  10th,  1859. 
'^  If  the  resistance  to  equalization  of  temperature  between 
the  steam  and  water  depended  on  conduction  through  the 
separating  metal  alone,  the  heating  effect  would  take  place 
according  to  the  law  you  name.  The  formula  would  be  thus 
found, 

a 

where  w  is  the  mass  of  water  passing  per  unit  of  time,  dv  the 
augmentation  of  the  difference  of  temperatures  inside  and 
outside  in  a  length  from  x  to  x+dx,  v  the  difference  itself 
at  any  point  P,  *  the  conducting-power  of  the  metal,  A  the 
area  of  the  tube  per  unit  length,  a  its  thickness.  By  inte- 
grating, we  find 

t;      aw 

where  V  denotes  the  difference  of  temperatures  at  the 
entrance  end ;  A  will  be  the  area  corresponding  to  a  mean 
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a 

Id 


diameter  calculated  by  the  formula j^ —  when   the 


outer  diameter  D  and  the  inner  D— 2a  differ  so  much  that 
it  will  not  do  to  use  one  or  the  other  indifferently.  For  all 
practical  purposes,  with  such  tubes  as  are  actually  used,  it 
will  do  to  take  as  the  mean  diameter  the  arithmetic  mean 
D-a. 

'*  The  truth,  however,  is  that,  except  with  a  very  great 
velocity  of  the  water,  there  will  be  a  heated  film  dose  to  the 
metal  much  higher  in  temperature  than  the  average  tempe- 
rature of  the  water  in  the  same  section,  and  the  abstraction 
of  heat  will  be  much  slower  than  according  to  the  preceding 
formula.  It  is  not  improbable,  however,  that  some  law  of 
variation  will  still  hold  from  point  to  point  in  the  direction 
of  flow ;  and  if  so,  the  same  formula  would  apply,  only  that 
for  h  something  much  smaller  than  the  true  conductivity  of 
the  metal  must  be  substituted.  Thus,  supposing  ifc  to  be  a 
function  of  w,  smaller  the  smaller  is  w  and  increasing  to  a 
limit  (the  true  conductivity  of  the  metal),  your  experiments 
might  give  values  of  k  for  different  rates  of  the  flow  of  the 
water  by  the  expression 

ifc=-T—  log  — . 
Ax     ^  V 

It  would  be  necessary  to  ascertain  by  experiment  how  nearly 
the  geometrical  law  of  decrease  of  the  difference  of  tempe- 
ratures along  the  tube  holds,  as  there  is  no  sufficient  theory 
for  convection  to  give  any  decided  indication. 

'^  As  the  results  would  probably  depend  but  little  on  the 
thickness  and  quality  of  the  metal,  it  would  be  better  perhaps 

k 
to  take  -  as  the  thing  to  be  determined :  calling  it  C,  we 

have 

C=i?.  log  -,  or  t;=Ve  •". 
kx         V 

-CA 

e  being  the  base  of  the  nap.  log,  €  »  is  the  fraction  ex- 
pressing the  reduction  of  the  difference  per  unit  of  length. 
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and  therefore  (l  — — ^  100  is  the  percentage  of  diflference 
lost  per  unit  of  length.    If  this  be  called  ^,  we  have 

r=V(l-e)^  or  logjl_=liogX, 

where  log  denotes  any  kind  of  log.  These  are,  in  fact,  the 
compound-interest  formulse,  and  are  perhaps  the  most  con- 
venient for  numerical  reductions.^^ 

The  results  of  my  experiments  were  quite  in  conformity 
with  Professor  Thomson^s  view  as  to  the  smallness  of  the 
resistance  to  conduction  through  the  thickness  of  the  metal 
compared  with  the  resistance  at  the  surfaces  of  the  tubes 
through  the  closely  adhering  film  of  liquid.  I  therefore 
sought  to  discover  in  each  instance  the  entire  conductivity 
by  the  formula 

C=-log— , 
a     ^  V 

where,  a  being  the  area  of  the  tube  in  square  feet,  and  w 
the  quantity  of  refrigerating  water  transmitted  per  hour,  C 
represents  the  number  of  units  of  heat,  in  pounds  of  water 
raised  1^,  which  would  be  conducted  through  a  surface  of 
1  foot  area,  the  opposite  sides  of  which  differ  from  one 
another  by  1^.  The  determination  of  C  in  each  instance 
will  be  found  in  column  18. 

I  generally  obtained  observations  of  the  vacuum-gauge 
directly  after  the  stoppage  of  the  condensation.  The  results 
of  these,  reduced  to  the  value  they  would  have  had  at  the 
precise  time  of  the  closing  of  the  stopcock,  are  given  in 
column  15  of  the  Table.  The  effect  of  stopping  the  conden- 
sation was  generally  a  diminution  of  pressure,  which  took 
place  rapidly  at  first,  and  afterwards  slowly  and  with  great 
regularity.  I  believe  that  this  diminution  of  pressure  is 
owing  to  the  water  collected  in  the  receiver,  which,  having 
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fallen  somewhat  in  temperature  during  an  experiment^ 
governs  the  vacuum  as  soon  as  the  fresh  hot  condensed 
water  ceases  to  be  supplied  to  its  surface.  In  some  few  in- 
stances the  mercury  in  the  gauge  was  observed  to  fall  imme- 
diately  on  the  stoppage  of  the  condensation.  In  these  the 
vacuum  appeared  to  be  more  perfect  while  the  condensation 
was  being  carried  on  than  was  due  to  the  temperature  of 
the  condensed  water.  It  was  long  before  I  was  able  to  form 
any  conjecture  as  to  the  cause  of  this  anomalous  circum- 
stance. I  now  think  that  it  might  have  been  occasioned  by 
a  stricture  in  the  india-rubber  junction  which  connected  the 
gauge  with  the  steam-tube  p.  It  is  not^  however^  easy  to 
see  how  this  can  account  for  the  sudden  fall  of  the  gauge  at 
the  moment  of  the  stoppage  of  the  condensation.  In  the 
Table^  I  have  marked  those  results  which  I  suspect  to  have 
been  influenced  by  a  contraction  at  the  junction  by  a 
note  of  interrogation.  I  may  observe  that  the  india-rubber 
tubulures  were  frequently  renewed,  in  order  to  prevent  the 
chance  of  a  stricture,  which,  moreover,  I  always  endeavoured 
to  detect  at  its  first  approach,  by  observing  whether  the 
mercury  descended  instantaneously  on  the  admission  of  the 
first  bubble  of  air  into  the  receiver  when  the  nut  was 
unscrewed. 

Great  care  was  always  taken  to  keep  the  flow  of  steam 
and  refrigerating  water  as  constant  as  possible  during  each 
experiment.  If  this  had  not  been  done,  the  temperature  of 
the  water  collected  in  the  receiver  during  the  former  part  of 
an  experiment  would  have  influenced  to  a  certain  extent  the 
vacuum  observed  at  the  latter  part.  It  was  easy,  by  first 
condensing  rapidly,  and  afterwards  slowly  by  partially  closing 
the  steam-cock,  to  maintain  for  some  time  a  vacuum  much 
more  perfect  than  that  due  to  the  temperature  of  the  water 
in  the  receiver.  In  this  case  '^  bumping  boiling  **  took  place 
in  the  receiver,  whilst  the  pressure  gradually  decreased  to  the 
value  due  to  the  new  conditions. 

On  a  cursory  examination  of  the  Table,  it  will  become 
evident  that  the  numbers  in  column  18,  representing  the 
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conducting-power,  increase  as  the  space  between  the  tubes, 
'which  serves  to  convey  the  refrigerating  water,  is  contracted. 
It  will  also  be  noted  that  an  increase  of  conduction  likewise 
takes  place  when  the  quantity  of  water  transmitted  between 
the  same  tubes  is  augmented.  I  will  begin  by  arranging  the 
results  so  as  to  sjiow  the  eflFect  of  altering  the  velocity  of  the 
refiigerating  water. 

Series  1. — Copper  steam-tube.     Water-space  between 
tubes  0*325  inch. 


No.  of  experiment. 

Quantity  of  refirigerating 
water. 

ConduoUyitj. 

1. 
2. 
5. 

7. 

97-6) 

Mm: 

594-4) 

981) 

168-4/ ,«Q.« 

152-2  r^^ 

149-4  j 

8. 
6. 
9. 
3. 
4. 

597  1 

631-8 

658 

768-9 

798-2^ 

.688-8 

138-81 

184-3 

151-6 

196-7 

191-9 

.172-5 

Series  2. — Copper  steam-tube.    Water-space  between 
tubes  0'06  inch. 


No.  of  experiment. 

Qoantity  of  refrigerating 
witer. 

ConductiTity. 

29. 
26. 
18. 
19. 
20. 
21. 
22. 
17. 
23. 

16-37"' 

1807 

20-41 

43-67 

61-16 

76-5 

124-5 

189-47 

343-1  J 

.99-24 

80-9  "^ 

2926 

89-62 

143-9 

166-9 

279-8 

198-5 

193-8 

202-3  ^ 

.152-67 

26. 
30. 
33. 
24. 
32. 
27. 
28. 
31. 

592-3  1 

606-3 

611-7 

6128 

691-7 

739-8 

767-2 

797-3 

.689-04 

297-4  n 

332-8 

300-4 

335-6 

256-3 

a42-5 

363-6 

408-9 

.334-31 

2l 
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Series  8. — Copper  steam-tube.     Water-space  between 
tubes  0025  inch. 


No.  of  experiment. 

Qoantity  of  refrigenting 
water. 

44. 
'    40. 
89. 
45. 
46. 
48. 
53. 
54. 
56. 
41. 
42. 
56. 

11-2^ 

21-4 

57-5 

45-3 

91-2 

99-4 

103-3 

117-4 

129-2 

133-4 

155 

177-8^ 

►9519 

63-r 

84-5 
255-6 
257-1 
239-1 
289-4 
305-9 
354-7 
411-7 
303-4 
3031 
623-8^ 

281-8        ' 

47. 
63. 
58. 
57. 
49. 
48. 
50. 
69. 
51. 
61. 
60. 
62. 

455   ^ 

493-2 

497-9 

504-8 

511-1 

523-1 

533-2 

545-5 

572-5 

586-7 

689-1 

622 

►536-17 

198-6^ 

444-3 

446-8 

334-1 

491 

473-3 

498-6 

589-2 

512-7 

661-4 

5^-3 

870-5 

►457-06 

1 

Series  4. — Lead  steam-tube.    Water-space  between 
tubes  005  inch. 


No.  of  experiment. 

QoafttitjdrrefrigerUing      I             Oondnctittty. 

80. 

6a 

79. 

74. 
71. 
69. 

78. 

18-21 
29-6 
30-9 
32-2 
83-8 
156-2 
221-1^ 

.74-42 

85-27^ 
116-61 
127-2 
138-2 
146-7 
266-5 
280-2^ 

164-1 

72. 
70. 
75. 
78. 
76. 
77. 

894-n 

417-8 

624-1 

655-4 

6661 

794 

.590-24 

252-2  1 

330-6 

127-2 

836-2 

212-7 

866-4 

270-7 

1 
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We  deduce  f5rom  the  arerages  in  Series  1 Ccctc^^* 

1 
2 Cccw''^^. 

3 Cau;'-^^ 

1 
>>  >,  „  4 Cccu^'^\ 


Suppose  we  take  the  average  index,  then  COZtu^  will 
express  the  influence  of  the  quantity  of  refrigerating  water 
on  the  conductivity  with  sufficient  accuracy.  But  it  is 
evident  that  this  relation  can  only  be  relied  on  between 
certain  limits,  indicated  pretty  plainly  by  the  experiments. 
The  influence  of  a  change  in  the  quantity  of  refrigerating 
water  is  doubtless  gradually  lessened  as  the  flow  is  increased ; 
and  ultimately,  at  a  very  high  velocity,  the  conductivity  must 
necessarily  reach  a  constant  value. 

To  find  the  influence  of  the  extent  of  the  water-space, 
successively  narrowed  by  diminishing  the  diameter  of  the 
outside  tube,  we  will  select  those  experiments  in  which  the 
flow  of  water  was  nearly  the  same  in  quantity. 


'  Width  of  w»ter-n>aoe 
between  the  tubes. 

No. 

Qoftntitj  of  refrigerating 
water. 

ConduotiTity. 

0-325  mch. 

5. 

591-On 

152-24" 

6. 

631-85 

184-3 

7. 

594-47 

|.  614-46 

149-44 

1 155-27 

8. 

597-01 

138-79 

9. 

657-99J 

151-6  J 

0-060  inch. 

24. 

612-82"1 

335-65" 

26. 

592-3 

297-38 

30. 

606-33  }►  622-96 

332-85 

1304-52 

32. 

691-67 
6II-69J 

256-3 

33. 

300-41J 

0025  inch. 

48. 

523-12"! 

473-3  "1 

49. 

511-08 

490-99 

50. 

533-23 

498-64 

51. 

572-52 

612-66 

52. 

621-95 

-554-22 

370-49 

1 488-34 

57. 

504-77 

334-13 

59. 

545-47 

589-21 

60. 

589-14 

564-26 

61. 

586-75J 

561-39J 

2l2 
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Reducing  the  conductivity  in  each  case  to  the  flow  of 
618  lb.  of  water,  by  the  rule  just  found,  we  deduce  for  the 
spaces  -325,  06,  and  -025,  the  conductivities  156,  303-7, 
and  504*-l  respectively.  Whence,  for  the  circumstances  of 
the  experiments,  it  foUows  that 


Coc 


82-186 


The  above  laws  are  neither  exact,  nor  universal  in  their 
application,  but  they  afford  the  means  of  estimating  the 
probable  amount  of  benefit  to  be  anticipated  from  increasing 
the  rapidity  of  the  refrigerating  stream  in  such  tubes  as  I 
have  employed,  which  are  indeed  of  the  dimensions  most 
likely  to  be  practically  adopted. 

I  pass  now  to  the  consideration  of  the  effect  of  cleanliness 
of  surface.  In  the  experiments  62,  63,  and  64  the  outside 
of  the  copper  steam-tube  was  made  greasy  by  rubbing  it 
with  oil.  In  the  five  immediately  preceding  these  the  tube 
was  kept  perfectly  clean,  so  that  the  water  readily  adhered 
to  it. 


state  of  larfiMe. 

No. 

Qnantity  of  refrigerating 
water. 

Clean. 

57. 
58. 
59. 
60. 
61. 

504  771 

497-9 

545-47 

589-14 

586-75^ 

.544-81 

334131 

446-82 

689-21 

664-26 

561-39^ 

499-16 

Greasy. 

62. 
63. 
64. 

474-59^ 
49316^503-42 
542-5  ) 

381-96^ 
444-27  V  44009 
594-05  j 

The  conductivity  with  the  oiled  tube,  reduced  to  544*8  lb. 
of  refrigerating  water  by  means  of  the  relation  we  have 
deduced^  will  be  450*6.  The  closeness  of  this  number  to 
499*16  shows  that  the  influence  of  a  greasy  surface  is  incon- 
siderable. 

The  experiments  86  to  96  inclusive  are  proper  to  deter- 
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mine  whether  any  effect  can  be  produced  by  placing  a  solid 
in  the  axis  of  the  steam-tube. 


Description. 

No. 

Quantitj  of  refrigerating 
water. 

Condaotirity^ 

Thin  end  of  the 
tapered  rod  upper- 
most. 

90. 
91. 
92. 
93. 

585-3  ^ 

963-88  1^^*^ 
1230-24; 

27807^ 
433-62/ .Q«.Q. 
460-81  C^^ 
583-32J 

Thick  end  of  the 
rod  uppermost. 

94. 
95. 
96. 

1007-88^ 
864-4    f  938-04 
941-84) 

325-87^ 
196-48  f  347-14 
51907) 

Selecting  similar  experiments^  with  the  exception  that  the 
core  was  not  present^  we  have : — 


No. 

Quantity  of  refngerating 
water. 

Conduotivity. 

27. 
28. 
31. 
82. 

739-8  1 
727-JS    721-76 
691-69) 

342-5  ^ 

408-89  [  ^^'^ 
256-3  ) 

The  conductivity  in  the  last  instance^  reduced  to  9401b. 
of  refrigerating  water,  will  be  367' 1,  a  number  which  does 
not  differ  sufficiently  from  439  and  347  to  lead  us  to  expect 
any  practical  advantage  &om  narrowing  the  steam-space. 

Let  us  now  inquire  into  the  effect  of  changing  the  direc- 
tion in  which  the  refrigerating  water  was  transniitted.  Its 
usual  direction  was  contraiy  to  that  of  the  steam  and  con- 
densed water ;  but  by  removing  the  pipe  E  (see  figure)  and 
pouring  the  water  into  the  upper  part  of  the  outer  tube  C, 
it  could  be  made  to  flow  in  the  same  direction.  The  experi- 
ments suitable  for  ascertaining  the  effect  of  changing  the 
direction  of.  flow  are  collected  in  the  following  Tables : — 
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Series  1.' — Thickness  of -water-space  0*06  inch. 


DireotioD  of  water. 

ITo. 

Qvantitj  of  refngentuig 
water. 

CondQctxTitr.           ' 

Contrary  to  the 

24. 

612-821 

385-65^ 

steam. 

27. 

739-8 

342-5 

28. 

76716 

363-6 

30. 

606-33 

1689-56 

332-86 

1332-89 

31. 

797-34 

408-89 

32. 

691-69 

256-3 

83. 

611-69J 

300-41J 

Tlie  same  as  that 

34. 

667-25^ 

522-1  "1 

of  the  steam. 

35. 

1244 

466-96 

1 

36. 

1292-2 

1 1158-3 

474-32 

^486^      I 

37. 

1802-1 

491-56 

38. 

1296     J 

479-77J 

1 

Series  2. — ^Thickness  of  water-space  0*025  inch. 


Ko. 

Qnaatiiy  of  refrigeratisg 
water. 

CoBdnetiTitr.           j 

Contrary  to  the 
steam. 

41. 
42. 
53. 
54. 
55. 
56. 

133-45^ 

165  04 

103-32 

117-42 

129-21 

177-79^ 

^36-04 

303-45^ 

303-08 

305-89 

354-74 

411-66 

523-86_^ 

1 
367-11 

The  same  as  that 
of  the  steam. 

65. 
66. 
67. 

150-75^ 
184-88  [  182-79 
212-76) 

228-48') 

412-24^350-42 

410-553 

Thns  with  the  refrigerating  water  flowing  in  a  directioii 
opposite  to  that  of  the  steam^  we  have  the  condnctirities 
332-89  and  367-11,  whilst  with  the  water  flowing  in  the 
same  direction  as  the  steam  we  have  the  conductiTitiet 
(referred  to  the  same  quantities  of  refrigerating  water) 
417*3  and  320-96.  The  means  for  the  two  directions  are 
850  and  369-13;  whence  we  may  conclude  that  the  ctxk- 
ductivity  is  little  influenced  by  the  direction  in  which  the 
water  flows. 

We  will  now  consider  the  influence  of  the  kind  of  metal 
of  which  the  steam-tubes  were  made.  In  the  Table  will  be 
found  results  obtained  with  tubes  of  copper,  iron,  and  lead  t^ — 
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MetaL 

No. 

BefrigeratinK  water. 

Conductivity. 

Copper. 

23. 
24. 
26. 
27. 
28. 
30. 
31. 
82. 
33. 

3431  " 

612-82 

592-3 

739-8 

767-16 

606-38 

797-34 

691-69 

611-69^ 

>640-26 

202-28^ 

386-66 

297-38 

842-6 

353-6 

332-86 

408-89 

266-8 

300-41J 

>314-43 

Iron. 

84. 
86. 

^6  I  ^-3 

279-241  o^,. 7 
264-16  f^^^ 

Lead. 

70. 
72. 
73. 
76. 
76. 
77. 

417-82^ 

394-07 

666-42 

624-07 

666-07 

793-98 

>690-24 

330-631 

26219 

336-18 

127-19 

212-67 

366-43 

>270-7 

The  water-spaces  around  the  copper,  iron,  and  lead  tubes 
were  respectively  06,  065,  and  -05  inch  wide.  By  reducing 
all  the  mean  results  to  the  space  "06  and  640*25  lb.  of  water 
by  means  of  the  formulae  we  have  already  deduced,  we  obtain 
for  the  conducting-power  with  the  three  tubes  the  numbers 
814'4,  302*2,  and  255-1  respectively.  Taking  into  account 
the  thickness  of  the  metal,  which  was  '06  in  the  copper,  *069 
in  the  iron,  and  '125  in  the  lead  tube,  we  arrive  at  the  con- 
clusion that  the  resistance  to  conduction  through  the  metal 
itself  is  so  small  in  comparison  with  the  resistance  at  the 
bounding  surface  of  the  metal  and  through  the  adhering 
films  of  water  (inside  as  well  as  outside  of  the  steam-tube) 
as  to  be  almost  inappreciable. 

We  have  seen  that  the  tendency  of  the  water  flowing 
between  the  tubes  is  to  adhere  to  their  sides,  and  that  a  head 
of  water  of  considerable  height  is  required  in  order  to  give 
the  water  suflScient  velocity  to  remove  the  adhering  film 
rapidly.  It  seemed  possible  that  part  of  the  force  due  to  the 
head  might  be  employed  for  the  purpose  of  agitating  the 
water.  I  have  not  yet  found  an  opportunity  to  construct  an 
apparatus  for  this  purpose ;  but  it  occurred  to  me  that  the 
game  object  might  be  attained  by  placing  a  wire  bent  into 
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the  form  of  a  spiral  between  the  tubes.  By  this  means  the 
water  would  be  impelled  in  a  spiral  direction,  which  would 
contribute  largely  to  the  rapid  intermixture  of  the  particles 
of  water  as  they  advanced.  Accordingly,  in  experiments  97, 
98,  and  99  this  arrangement  was  tried  for  the  first  time. 
The  spiral  (in  these  three  experiments  only)  was  half  of  it 
lefl-handed,  and  the  other  half  right-handed,  so  that  the 
rotatory  motion  produced  by  the  first  half  was  reversed  in 
the  second.  Although  the  thickness  of  the  wire  which 
formed  the  spiral  was  only  one  third  of  the  width  of  the 
water-space  in  which  it  was  placed,  the  effect  it  produced 
was  marked,  as  the  following  results  testify : — 


No. 

Head  of 
water. 

water. 

Conducdritj. 

97. 
98. 
99. 

1-5 

10 1  1-83 

8-0 

663-78 1 

661-64  V  669-58 
788-31 1 

83712  1 
427-66  U13-O2 
474-29 

If  we  contrast  these  results  with  those  obtained  with  the 
same  tubes  unfurnished  with  spirals,  we  shall  find  : — 


No. 

Head  of 
water. 

Qoantitj  of  refrigerating 
water. 

CondadHwit^. 

3. 

2-271 

768-9   ] 

196-68* 

4. 

2-4 

798-16 

191-86 

6. 

0-94 

691-01 

162-24 

6. 

1-83 

ll-48 

631-85 

1661-34 

184-3 

^66-27 

7. 

1-03 

694-47 

149-44 

8. 

0-94 

597-01 

138-79 

9. 

1-08  J 

667-99J 

161-6  J 

proving  that  a  great  increase  of  conductivity  was  obtained  by 
the  use  of  the  spiral,  without  entailing  the  necessity  of  a 
much  higher  he.ad  of  water. 

The  efiect  of  increasing  the  velocity  of  the  spirally  directed 
refrigerating  water  will  appear  from  the  following  experi- 
ments : — 
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No. 

Head  of 
water. 

Quantity  of  refrigerating 
water. 

Condootivitj. 

124. 
125. 
126. 

8-4    ) 
4-47  y  6-22 
5-8    1 

136-8    1 
117-06  y  128-97 
134-06) 

681-59 

622-6      628-91 

682-54 

121. 
122. 
128. 

176 

207  y 192 
198 

691-6 

866-6  1774-77 

777-1 

869-4 

872-28  y  820-98 

781-1 

whence  we  find  Coc(t£?)*^'®. 

By  classifying  the  experiments  so  as  to  show  the  compa- 
rative effect  of  transmitting  the  refrigerating  stream  in  the 
same  direction  with^  and  opposite  to^  the  steam  and  condensed 
water,  we  obtain  the  following  Table : — 


DeMriptioB. 

No. 

Qnantitjof 
refrigerating  water. 

CondnotiTitj. 

Copper  steam-tube  2  feet  long. 
Water  in  the  same  direction  with 
the  steam. 

116. 
116. 
117. 
118. 
119. 
120. 

201-88^ 
201-74 

110-38  1  ™  . 
178-64  r^^ 
219-26 
205-48J 

727-521 

700-44 

601-2 

768-68 

684-5 

686-38^ 

>686-44 

Copper  steam-tahe  2  feet  long. 
Water  moving  in    the    opposite 
direction  to  the  steam. 

121. 
122. 
123. 
124. 
126. 
126. 

691-6  1 

865-6 

777-1 

135-8 

117-06 

184-06^ 

>451-87 

869-4  ^ 

872-28 

781-1 

631-69 

522-6 

632-64J 

^674-92 

Copper  steam-tube  4  feet  long. 
Water  in  the  same  direction  as 
the  steam. 

130. 
131. 
182. 

180-88 

136      y  186-88 

143-61 

888-56 

671-561499-29 

539-75 

Copper  steam-tube  4  feet  long. 
Wat«r  in  the  contrary  direction. 

127. 
128. 
129. 

333-18) 

347-18  y  386-69 
826-7   ) 

713-7   ) 

833-78  y  813-83 
892-62) 

Copper  steam-tube  6  feet  long. 
Water  in  the  same  direction  as 
the  steam. 

145. 
146. 
147. 

130-6    ) 
126-36  y  131-68 
137-74  1 

855-84 

420-87  y  412-4 
460-48 
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Table  {continued). 


Desoriptioii. 

Ko. 

Qaantitf  of 

Condsciin^. 

Copper  steam-tube  6  feet  loDg. 
Water  in  the  contrary  direction. 

136. 
137. 
138. 
189. 
140. 
141. 
142. 
143. 
144. 

266-02  ^ 

246-9 

249-28 

230-64 

240-04 

258-4 

251-14 

257-52 

251-64J 

>250-17 

676-6  " 

662-57 

802O2 

918-05 

891-3 

846-46 

710-76 

710-74 

719-16^ 

I 

1 

770-86 

i 

Iron  steam-tube  4  feet  long.        j  |  ^^ 

Water  in  the  same  direction  as  V   ^^' 

the  steam.                                )    ^**'- 

W.84h28-42 

440-92  f^^   1 

Iron  steam-tube  4  feet  long. 
Water  in  the  opposite  direction. 

150.;    339-28    3^.00 
151.'   349-17  (^^^^ 

1 

505-87  f^^^'    ! 

The  above  mean  results  are  collected  and  averaged  as 
follows : — 


Direction  of  itreftin. 

Qoantity  of  water. 

CondoctiTitf. 

With  the  steam. 

185-4   ) 
136-83/ 1^.^ 
131-53M^^ 
128-42] 

680-44) 

412-4   f  ^^^ 
404-67) 

Contrary  to  the  steam. 

451-87) 

^•^(345-49 
25017  f^^^ 

344-22  j 

674-92) 

?;^:g[  684-89 
480-47) 

The  conductivities  for  the  different  directions  of  the  flow 
of  refrigerating  water  will  therefore  be 


— ^s 


1^ 

4078 


X  684-89 =55406. 


The  difference  between  the  two  values  is  not  great.  If  we 
average  them  with  the  results  obtained  when  the  tubes  were 
not  furnished  with  spirals^  we  shall  obtain  the  following 
result : — 


SURFACE-CONDENSATION  OF  STEAM. 


523 


Tabet  employed. 

Conductivity. 
Water  ffoinff  in 

Condootivity. 

Batioof 
condnotiTitiet. 

Plain 

869-18 

360 

0-9482 

Furmshed  with  spirals. . 

6007 

664-06 

1-1066 

Mean 

1-0273 

showing  a  trifling  .advantage  on  the  side  of  the  arrangement 
in  which  the  refirigerating  water  goes  in  a  contrary  direction 
to  the  steam  and  condensed  water,  which,  however,  is  too 
small  to  be  attributed  to  any  thing  beyond  experimental 
errors. 

The  quantity  of  transmitted  water  being,  ceteris  paribus, 
nearly  proportional  to  the  square  root  of  the  height  of  the 
head,  it  is  evident  that  the  limit  to  the  economical  increase 
of  the  conductivity  by  diminishing  the  thickness  of  the  water- 
space,  or  by  increasing  the  velocity  of  the  stream,  is  soon 
attained.  Hence,  as  I  have  already  observed,  the  importance 
of  any  method  which  promotes  the  rapid  removal  of  the 
adhering  film  of  water  without  negessitating  a  great  initial 
pressure.  I  have  arranged  my  results  with  reference  to  the 
head  of  water  in  the  following  Tables,  so  as  to  enable  a  com- 
parison to  be  readily  made  in  this  respect  between  the  plain 
tubes  and  those  furnished  with  spirals. 


Table  I.— Plain  Tubes. 


DeMription. 

No. 

Head  of  water. 

CondnotiTitj. 

Copper  steam-tube  4  feet 

long. 
Thickness    of   water-space 

2. 

-  0-15^ 

158-461 

1. 

0-2 

98-13 

6, 

0-47 

152-24 

0-326  inch. 

8. 

0-47 

138-79 

7. 

0-62  yom 

149-44 

ll57-83 

9. 

0-54 

151-6 

6. 

0-66 

184-3 

a 

M3 

195-68 

4. 

1-2  J 

191-86J 
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Table  I.— Plain  Tubes  ( 

continued)* 

DeMription. 

Ko. 

Headofwttter. 

f 

CondootiTity. 

Copper  steam-tube  4  feet 

18. 

-  1-4  1 

89-62^ 

long. 

21. 

-  0-49 

279-85 

Thickness  of   water-space 
0-06  inch. 

19. 
20. 

-  0-13 
0-6 

oeQ 

143-92 
156-91 

>176-92 

22. 

1-19 

198-48 

17. 

4-37 

193-77 

23. 

6-46^ 

202-28' 

90. 

10-8 

278-07 

83. 

11-48 

800-41 

30. 

12-9    S.12-08 

832-85 

>28818 

24. 

1407 

335-66 

32. 

14-15 

256-3 

26. 

14-73^ 

297-88, 

Copper  steam-tube  4  feet 
long. 

31. 

20-12^ 

408-89' 

27. 

21-46 

842-5 

Thiclmess  of   water-space 

28. 

23-29 

353-6 

0-06  inch. 

96. 

25-0 

619-07 

95. 

25-66  )^26-44 

196-48 

>402^ 

92. 

27-66 

460-81 

91. 

30-25 

438-62 

94. 

82-0 

325-87 

93. 

32-5  • 

688-32, 

86. 

48     1 

435-25 

87. 

48 

640-42 

88. 

48 

611-88 

89. 

48 

581-02 

34. 

48 

>48 

522-1 

.611-41 

35. 

48 

466-96 

36. 

48 

474-32 

37. 

48 

491-66 

88. 

48      , 

479-77^ 

40. 

-0-1-) 

84-561 

long. 

44. 

0-6    U-11 

53-1    ;>181-58 
267-1   J 

Thickness  of    water-space 

46 

9-92  1 

0-026  inch. 

89. 

•12-8  1 

18-33  Ui.e 
26-66  r^^ 
28-6   J 

265-6   ) 

43. 
66. 

s-^h"* 

64. 

854-74J 

46. 

28-58^ 

289-091 

63. 

28-74 

805-89 

66. 

34-66 

.32-95 

623-86 

^885-07 

42. 

86-61 

803-08 

41. 

3716 

308-48 

66. 

48     i 

228-481 

66. 

48 

^48 

412-24 

.-86042 

67. 

48      ^ 

410-55 
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Table  I. — Plain  Tubes  {continued). 


Deacription. 

No. 

Head  of  water. 

Condaotinty. 

Copper  steam-tube  4  feet 
long. 

63. 

193-5  ^ 

444-271  , 

49. 

2063 

490-99 

Thickness  of   water-space 

47. 

210-2 

198-52 

0-026  inch. 

62. 

211 

L2O8-6 

381-96 

I422I8 

58. 

211-3 

446-82 

50. 

211-7 

498-64 

64. 

216 

494-05 

61. 

223-6  ^ 

661-39i 

57. 

231-4 

334-13 

48. 

232 

473-3 

69. 

233 

1240-7 

589-21 

1486-49 

60. 

235-9 

5ft4-26 

61. 

237-2 

612-66 

62. 

292-06J 

37O-49J 

Table  II. — Tubes  furnished  with  Spirals. 


Description. 

No. 

Head  of  water. 

CondnctiTitj. 

Copper  steam-tube  4  feet 

long. 
Water-space  0-326  inch.     • 
Spiral  or  45  turns  of  wire 

0-21  inch  thick. 

100. 

1-95] 

686-25) 

470-53  f^^^^^ 
63207) 

101. 
102. 
103. 

4-7  J 

Copper  steam-tube  2  feet 

126. 

4-47") 

522-6 

long. 

126. 

6-8    ' 

^6-22 

532-54 

^  628-91 

Water-space  0126  inch. 
Spiral  of  60  turns  of  wire 

124. 

8-4  ^ 

631-69' 

116. 

24     i 

727-62 

0-106  inch  thick. 

116. 

24 

700-44 

117. 
118. 

24 
24 

>24 

601-2 

768-68 

^686-44 

119. 

24 

684-6 

120. 

24     , 

636-38^ 

121. 

176     i 
207       ^192 
193     J 

859-4   J 

122. 

872-28 

►  820-98 

123. 

731-1   1 

Copper  steam-tube  4  feet 

130. 

48      ) 

388-56) 

long. 

131. 

48      i48 

671-66  V  499-96 

Water-space  0-125  Jnch. 

132. 

48      1 

639-76 1 

Spiral  of  96  turns  of  wire 

129. 

218      1 

892-62) 

0-105  inch  thick. 

128. 

248      i  246-66 

833-78^813-33 

127. 

274 

713-7   j 

526 


SURFACE-CONDENSATION  OF  STEAM. 


Table  II. — Tubes  furnished  with  Spirals  {continued). 


DMoription. 

No. 

Head  of  water. 

Condnctintj. 

Copper  steam-tube  6  feet 

133. 

22-1 

262-27 

lODg. 

145. 

72 

355-84 

Water-gpace  0125  inch. 
Spiral  of  143  turns  of  wire 
0105  inch  thick. 

146. 

72 

►  72 

420-87  V  412-4 

147. 

72 

460-48 

140. 

250     -^ 

891-3  n 

1 

139. 

261 

918-05 

138. 

279 

802-02 

141. 

301 

846-46 

142. 

301 

1301-33 

710-76 

|>770-85 

137. 

315 

662-57 

143. 

327 

710-74 

144. 

337 

719-16 

136. 

341     , 

676-6  J 

The  averaged  results  of  the  preceding  Tables  are  collected 
together  as  follows  : — 


Beeoription. 

Head  of  water. 

Oondnotrnty. 

Plain  tube 

0-56) 
I         0-691      1-44 
3-11 

2-53 

157-83 
176-921  155-44 

Tube  with  spiral  

131-58 

516-76 

Plain  tube 

1208 
12-44 

286-13 
528-91 

Tube  with  spiral  

Plain  tube 

1        48      f    ^ 

48 
\       48      i    48 
48 

686-44 

499-96  ^532^ 
412-4   J 

Tube  with  spiral  

Plain  tube 

240-7 

r     3^     1 

246-66  V  27718 
L      200-88  J 

486-49 
820-931 
813-33    801-7 
770-85  J 

Tube  with  spiral  

1 

The  cause  of  the  inferiority  of  the  plain  tubes  may  be 
attributed  in  some  measure  to  a  want  of  perfect  concentricity 
and  truth  in  the  pipes^  resulting  in  an  irregular  action  of  the 
refrigerating  water,  the  greatest  quantity  of  which  would 
thus  be  transmitted  through  the  widest  part  of  the  water- 
space.     In  the  arrangement  with  spirals^  the  width  of  the 
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water-space  was  too  great  for  any  such  circumstance  to  have 
a  sensible  influence.  I  think,  however,  that  the  imperfec- 
tions of  the  tubes  and  of  their  concentricity  were  not  such  as 
to  account  for  the  great  advantage  which  appeared  to  be 
produced  by  the  spirals  in  my  experiments ;  and  I  therefore 
attribute  it  to  the  continuous  intermixture  of  the  particles  of 
water  favoured  by  that  arrangement. 

The  following  is  a  summary  of  the  principal  foregoing 
results : — 

1st.  The  pressure  in  the  vacuous  space  is  sensibly  equal  in 
all  parts. 

2nd.  In  the  arrangement  in  which  the  steam  is  introduced 
into  a  tube  whilst  the  refrigerating  water  is  transmitted  along 
a  concentric  space  between  the  steam-tube  and  a  larger  tube 
in  which  it  is  placed,  it  is  a  matter  of  indifference  in  which 
direction  the  water  is  transmitted.     Hence, 

3rd.  The  temperature  of  the  vacuous  space  is  sensibly 
equal  in  all  parts. 

4th.  The  resistance  to  conduction  is  to  be  attributed  almost 
entirely  to  the  film  of  water  in  immediate  contact  with 
the  outside  and  inside  surfaces  of  the  tube,  and  is  little  influ- 
enced by  the  kind  of  metal  of  which  the  tube  is  composed, 
or  by  its  thickness  within  the  limits  of  ordinary  tubes,  or 
even  by  the  state  of  its  surface  as  to  greasiness  or  oxidation. 

5th.  The  narrowing  of  the  steam-space  by  placing  a  rod  in 
the  axis  of  the  steam-tube  does  not  produce  any  sensible 
effect. 

6th.  The  conductivity  increases  as  the  rapidity  of  the 
stream  of  water  is  augmented.  In  the  circumstances  of  my 
experiments,  the  conduction  was  nearly  proportional  to  the 
cube  root  of  the  velocity  of  the  water;  but  at  very  low 
velocities  it  evidently  increases  more  rapidly  than  according 
to  this  law,  whilst  at  high  velocities  it  increases  less  and  less 
rapidly  as  it  gradually  approaches  a  limit  determined  by  the 
resistance  of  the  metal  and  of  the  film  of  water  adhering  to 
the  inside  surface  of  the  tube. 

7th.  The  conductivity  increases  so  slowly  in  relation  to 


Table  III. — ^Atmospheric  Air,  the  refrigerating  mg&t 


2. 


Desoripiioii. 


No. 


Dura- 
tion oi 
experi- 
menty  in 
minntM. 


Total 
pressure  of  j 
team  in  the' 
boiler,  in 
inoheeof 
mercury. 


Pnasmii 
required 
to  propel 
the  air, 
iaindiea 
of 


Atita       Mm 


(<)- 


C^- 


Copper  steam-tube  4  feet  long.  Ex- 
terior diameter  075  inch,  interior  0-63 
inch. 

Outer  tube  0*8  inch  interior  diameter. 


60 
60 
60 


73-3 

7216 

82-1 


281 
201 


13-83 ,  »4^1r 
13-83 1  »4: 
19-03  j  »4 


The  same  copper  steam-tube. 

Outer  tube  0*87  inch  interior  diameter. 


48 
60 


62-74 
7316 


31-8 
31-48 


13-18    gl-W 

14-4  1  ge-s 


The  same  coppr  steam-tube. 
Outer  tube  1  mch  interior  diameter. 


6. 

7. 

a 

9. 
10. 


60 
60 
60 
60 
60 


61-23 
43-68 
41-64 
41-51 
46-63 


1-36 

3-6 

3-6 

6-52 

5-62 


lOM    aH4 

12-53 ;  7^ 

1 

13-86    7Z-: 


11-74 
11-38 


7?t4 
7M 


The  same  copper  steam-tube. 

Outer  tube  iaterior  diameter  1*4  inch. 


48 
60 
60 
60 
60 


43-67 

63-16 

48-9 

42-33 

49-06 


6-62 
6-52 


6-62     9-4; 


1-281 
1-3 


10-26 

8-8 


10-48 
10-93 


4^7 

Hi 

4d-C 

4^^^ 


The  same  tubes.  A  spiral  of  30  tum^ 
of  copper  wire  -^  inch  tnick  was  wound 
round  the  steam-tube.  Half  of  this  spiral 
was  right-handed,  the  other  half  left- 
handed. 
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60 


43-64 
42-32 


1-3 
6-321 


10-67 
14-87 
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Copper  steam-tube  2  feet  long.  Exterior 
diameter  0*76  inch.  Outer  tube  1-4  inch 
interior  diameter. 

A  spiral  of  20  turns  of  copper  wire  0*21 
inch  thick  between  the  tubes. 


60 
60 


41-76 
46-88 


1-44|    9-13    »13 
3-55     8-46 ;  ».V 


Copper  steam-tube  1  foot  long.  Exterior 
diameter  0-75  inch.  Outer  tube  1*4  inch 
interior  diameter. 

A  spiral  of  10  turns  of  copper  wire  0*21 
inch  tnick  between  the  tubeis. 


60 
60 


46-04 
46-06 


1-44 
3-65 


6-43 
8-23 


6*.\ 


opelled  in  a  direction  contrary  to  that  of  the  Steam. 

8. 

9. 

10. 

11. 

12. 

13. 

14. 

15. 

16. 

17. 

(uantitj  of  water,  in 
yonda,  equal  in  capa- 
city for  heat  to  the 

Weight  of 

condensed  water 

in  pounds. 

Tempe- 
ratureo 

con- 
dens<^ 
water. 

f    Total 
heat  of 
■team. 

minus 
▼acnum- 
gauge,  or 
pressure  it 
the  con- 
denser, in 
inches  of 
mercury. 

Tenipera- 

turedue 

to  the 

pressure 

in  the 
condenser, 

per 
Regnaulfs 
tables  (<i). 

Conduction 
of  heat 
per  square  foot 
ofthesur&oe 
of  the  steam- 
pipe,  or 

Ko. 

1  experi- 
ment. 

Per  hoar 

In  expe- 
riment. 

Per 
hour. 

6014 

6-614 

109 

1-09 

95-29 

582-48 

26-88 

96 

34-58 

1. 

6022 

6-622 

0-754 

0-754 

93-55 

66515 

2119 

90-63 

4908 

2. 

6-244 

6-244 

0-85 

0-85 

71 

661-39 

30-5 

100-56 

36-75 

3. 

ry2S 

6-6 

0-69 

0-86 

71-68 

595-55 

22-744 

92-5 

18-16 

4. 

0-707 

6-707 

0-996 

0-998 

8407 

568-22 

27-268 

97-42 

18-66 

5. 

4-562 

4-562 

0-661 

0-661 

90-31 

571-35 

27-26 

97-41 

10-36 

6. 

8-298 

8-208 

0-948 

0-948 

90-4 

653-23 

27-857 

9801 

16-03 

7. 

8-3 

8-3 

0865 

o-8a> 

83-97 

658-16 

25-446 

95-52 

1517 

8. 

0-157 

10157 

1-129 

1129 

90-55  640-23 

26-328 

96-45 

17-94 

9. 

0-157 

10157 

lias 

1-133 

92-22  l(U3-37 

26-25 

96-38 

1806 

10. 

Jo-SOS 

31-51 

1-375 

1-719 

68-68 

Q^vm 

27-33 

97-49 

19-78 

11. 

i2  085 

32085 

2-076 

2-076 

98-43 

633-8 

8001 

100-08 

21-19 

12. 

12-14 

32-14 

2-08 

2-08 

97-73 

634-37 

30O> 

10011 

21-49 

13. 

407 

14-97 

1-156 

M56 

98-25 

5JJ0-21 

30-03 

1001 

11-43 

14. 

13 

13 

1006 

1-006 

97-21 

000-56 

30-140 

100-21 

10-31 

15. 

8-4 

8-4 

1-100 

1-109 

97-37 

574-63 

3009 

100-16 

1413 

16. 

t8-5 

18-5 

1-92 

1-92 

99-39 

604-48 

30301? 

100-42 

24-29 

17. 

4-64 

4-64 

0-548    0-548 

102-61 

510-64 

80-06 

100-18 

13-83 

18. 

7-744 

7-744 

0-748 

0-748 1 

102-55 

370-61 

30-08 

100-16 

19-56 

19. 

6-578 

5-578 

0-506 

0-506 

96-86  ( 

)08-81 

3004 

100-11 

2M4 

20. 

9122 

9122 

0-629 

0-629 

99-12  ( 

557-47 

30-00 

100-13 

27-42 

21. 
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the  height  of  the  head  of  water,  that  the  limit  to  the  econo- 
mical increase  of  the  latter  is  soon  attained. 

8th.  By  means  of  a  contrivance  for  the  automatical  agita- 
tion of  the  particles  of  the  refrigerating  stream,  such  as  the 
spirals  I  have  employed,  an  improvement  in  the  conductivity 
for  a  given  head  of  water  takes  place. 

9th.  The  total  heat  of  steam  above  0°  Cent.,  determined  by 
the  average  of  the  151  experiments,  is  644°*28  for  a  pressure 
of  47-042  inches. 


The  experiments  above  recorded  in  which  air  was  employed 
as  the  refrigerating  agent  were  made  in  a  similar  manner  to 
those  in  which  water  was  used.  At  high  pressures  the  air 
was  propelled  by  the  condensing  pump  used  by  Professor 
Thomson  and  myself  in  our  experiments;  and  at  low  pressures 
a  large  organ-beUows  was  employed.  The  temperature  of 
the  air  at  its  exit  was  obtained  by  placing  the  thermometer 
immediately  over  the  concentric  space  between  the  tubes, 
varying  its  position  from  time  to  time  so  as  to  obtain  an 
average  result  for  the  entire  section  of  the  channel. 

On  examining  the  Table  of  results  with  air  as  the  refirige- 
rating  agent,  we  may  remark, — 

Istly.  That  a  film  of  air  does  not  adhere  to  the  surface  of  the 
tube  so  tenaciously  as  a  film  of  water  does.  This  is  evident 
from  a  comparison  of  Nos.  1,  2,  and  3  with  4  and  5 ;  from 
which  it  appears  that  for  the  spaces  *025  and  '06  inch  the 
pressures  able  to  propel  equal  quantities  of  air  were  as  7'66 
to  1,  or  nearly  as  the  squares  of  the  velocities.  When  water 
was  employed  in  the  same  tubes,  these  pressures  were  as 
18-8  to  1. 

2ndly.  That  the  velocity  of  the  elastic  fluid  appears  to 
exercise  a  much  more  considerable  influence  on  the  conduc- 
tivity than  it  does  in  the  case  of  water. 

3rdly.  That  spirals  exercise  a  beneficial  influence.  This 
will  be  noted  on  comparing  Nos.  6  to  15  with  Noe.  16 
and  17. 

The  very  small  conductivity  when  air  is  the  refrigerating 
agent  will  probably  prevent  its  being  employed  for  the  con- 
densation of  steam,  except  in  very  peculiar  cases. 
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I  must  remark,  in  conclusion,  that  the  above  research^ 
however  laborious,  has  left  much  to  be  accomplished.  One 
of  my  chief  objects  was  to  obtain  figures  which  might  prove 
useful  to  practical  men;  and  I  have  therefore  confined  myself 
to  such  tubes  as  were  most  likely  to  be  generally  used.  In 
taking  up  the  subject  afresh,  greater  accuracy  might  be 
attained  by  the  use  of  a  sheaf  of  tubes,  so  as,  by  condensing 
a  larger  quantity  of  steam,  to  diminish  the  amount  of  tem- 
perature-corrections. It  would  also  be  desirable  to  employ 
tubes  of  great  thickness,  so  as  to  obtain  the  conductivity  of 
metals  after  eliminating  the  resistance  of  the  fiuid  film.  The 
eflfect  of  irregularities  in  the  water-fepace  might  also  be 
more  exactly  determined,  and  the  action  of  arrangements 
for  agitating  the  refrigerating  water  might  be  more  exhaus- 
tively treated. 


Notice  of  a  Compressing  Air-Punt}), 
By  i.  P.  Joule,  LL.D,  &c. 

[Proceedings  of  the  Manchester  Literary  and  Philosophical  Society,  ' 
•  voL  iii.  p.  6.    October  21, 1862.] 

The  author  referred  to  the  diflBculties  of  realizing  in  practice 
the  theoretical  advantages  of  the  air,  or  the  superheated  steam- 
engine.  The  abrasion  which  takes  place  when  metal  rubs 
against  metal,  without  an  intermediate  lubricator,  speedily 
destroys  the  cylinder.  He  believed  that  the  necessity  of 
using  elastic  packing  would  not  exist  if  the  length  of  the 
channel  along  which  the  elastic  fluid  must  pass  in  order  to 
arrive  at  the  opposite  side  of  the  piston  were  suflBciently 
increased.  This  might  be  accomplished  by  increasing  the 
depth  of  the  piston,  or  by  placing  on  the  rim  of  the  piston 
concentric  rings  to  enter,  at  the  beginning  and  ending  of 
each  stroke,  corresponding  concentric  grooves  in  the  cover 
of  the  cylinder. 

The  principle  of  great  depth  of  piston,  as  a  substitute  for 
packing,    has   been   successfully  carried  out  in   the   pump 
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which  was  the  subject  of  this  communication.  The  cylinders, 
two  in  number^  are  20  inches  long  and  2  inches  in  diameter. 
The  pistons  are  solid  cylinders  of  iron,  10  inches  long^  fitting 
as  accurately  to  the  cylinders  as  is  consistent  with  fi'cedom 
of  motion.  The  depth  of  each  piston,  as  compared  with  its 
diameter,  renders  the  usual  guide  or  parallel  motion  unne- 
cessary ;  so  that  the  connecting  rod  is  simply  jointed  to  the 
top  of  the  piston.  Air  is  readily  compressed  by  this  pump  to 
sixteen  atmospheres,  the  quantity  passing  the  sides  of  the 
cylinders  being  very  trifling. 


Note  on  a  Mirage  at  Douglas. 
By  J.  P.  Joule,  LL.D.,  F.R.S. 

[Read  before  the  Manchester  Literary  and  Philosophical  Society, 
January  13, 1863.    Proceedings  of  the  Society,  toL  iii.  p.  39.] 

Dr.  Joule  described  a  peculiar  kind  of  mirage  which  he  had 
witnessed  from  the  northern  extremity  of  Douglas  Bay,  Isle 
of  Man,  and  at  an  elevation  of  20  feet  above. the  surfsLce  of 
the  water.  At  about  9  a.m.  a  number  of  chimneys  in  the 
town  were  fired ;  and  the  products  of  combustion  were  drireD 
out  to  sea  by  a  very  gentle  breeze.  Presently  the  wind 
changed  and  drove  the  smoke  at  right  angles  to  its  former 
tract.  The  steamer  for  Liverpool  had  in  the  meantime 
attained  a  distance  of  about  three  miles,  and,  although  some- 
what obscured,  was  distinctly  visible  through  the  smoke. 
Noticing  something  extraordinary  in  her '  appearance,  he 
viewed  her  through  a  telescope,  and  then  observed  that 
nearly  the  whole  of  the  hull  was  obscured  by  the  horizon,  the 
uppermost  part  of  the  paddle-boxes,  the  bowsprit,  and  tafierd 
being  alone  visible,  whilst  at  the  same  time  the  masts  and  fun- 
nel appeared  considerably  elongated.  A  quarter  of  an  hour 
afterwards,  when  the  smoke  had  cleared  away  and  the  steamer 
was  about  seven  miles  distant^  the  hull  was  seen  as  usual, 
quite  unobscured  by  the  horizon.     He  attributed  the  phe- 
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nomenon  to  the  gradual  increase  of  the  density  of  the  refirac- 
ting  gases  with  elevation  from  the  sea-level  to  that  of  the 
smoke. 

Dr.  Angus  Smith  said : — I  saw  once  a  very  remarkable 
instance  of  the  diversion  of  the  rays  of  light  from  the  straight 
line.  Although  fogs  are  common  on  our  hills,  I  have  met  no 
instance  of  similar  exaggeration  of  effect  among  us.  I  went 
with  some  friends  up  Skiddaw,  and  near  the  top  entered  a 
cloud  which  prevented  us  from  seeing  many  yards  before  us, 
although  it  was  not  extremely  dark.  When  moving  over 
those  loose  stones  which  form  a  highway  to  the  summit  for 
a  considerable  distance,  we  observed  a  building  which 
appeared  to  us  about  14  feet  high.  The  side  towards  us 
seemed  to  be  a  wall  nearly  square ;  and  we  took  it  for  granted 
that  the  top  of  the  hill  was  attained,  and  that  the  foremost 
of  the  party  would  be  found  there ;  but  as  we  approached 
the  building  sank,  and  in  the  course  of  a  few  steps  it  went 
downwards,  until  we  found  that  there  were  only  three  layers 
of  stones  not  very  thick,  and  the  whole  under  2  feet  high. 
The  disappearance  must  have  occurred  within  the  space 
of  20  feet;  my  present  impression  is  that  it  was  less. 
Further  on  we  attained  the  man  at  the  summit,  and  the 
cloud  became  denser ;  we  could  not  see  many  feet,  and  I  did 
not  think  it  safe  to  move  from  the  spot  for  some  time,  not 
knowing  the  locality.  Sitting  there,  I  saw  four  perpendicular 
lines  on  the  cloud :  I  looked  up,  and  found  that  they  terminated 
in  the  body  of  an  animal  which  was  moving  slowly  towards 
us.  The  distance  could  not  be  measured,  except  by  the 
number  of  steps  taken  by  the  animal ;  and  from  these  I  con- 
cluded that  when  first  seen  it  was  from  12  to  20  feet  from 
us;  I  looked  on  12  as  being  most  probable.  I  do  not 
exaggerate  when  I  say  that  the  height  was  in  appearance 
30  feet.  Wondering  what  was  to  be  the  end  of  this  strange 
vision,  I  called  the  attention  of  all ;  but  the  animal  dimi- 
nished in  size  so  rapidly  that  only  one  or  two,  who  in- 
stantly attended  to  my  call,  could  perceive  the  monstrous- 
ness  of  the  exaggeration  of  form  now  presented  by  a 
moderate-sized    pointer.      On    coming    up    to    the    more 
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advanced  portion  of  our  party,  they  were  enlarged  and 
distorted,  as  we  often  hear  described ;  but  such  effects  are 
comparatively  common,  and  they  are  not  to  be  compared 
with  the  two  instances  mentioned.  The  first  was  seen  with 
my  face  towards  the  sun,  nearly.  It  was  about  midday. 
The  second  phenomenon  was  seen  twenty  minutes  later, 
when  looking  nearly  north. 

Although  I  have  lived  much  in  sight  of  Morven,  where 
one  might  expect  to  see  the  *' spirit  of  the  mist  on  the 
hills/'  I  had  not  seen  any  thing  similar  before,  nor  have  I 
learned  from  the  shepherds  that  such  things  are  common. 
Perhaps,  if  they  were  common,  Ossian's  ghosts  would  be  less 
imposing. 


On  a  Sensitive  Barometer. 
By  J.  P.  Joule,  LL,D.,  F.RS. 

[Read  before  the  Manchester  Ldteraiy  and  Philosophical  Society, 
Febniary  10, 1868.    Proceedings  of  the  Society,  vol.  iii.  p.  47.] 

Dr.  Joule  described  a  barometer  for  measuring  small  atmo- 
spheric disturbances.  It  consists  of  a  large  carboy  connected 
by  a  glass  tube  with  a  miniature  gasometer  formed  by  invert- 
ing a  small  platinum  crucible  over  a  glass  of  water.  The 
crucible  is  attached  to  the  short  end  of  a  finely  suspended 
lever  multiplying  its  motion  six  times.  When  the  apparatus 
was  raised  2  feet  the  index  moved  through  1  inch ;  hence,  in 
serene  weather,  he  could  observe  the  effect  corresponding  to 
an  elevation  of  less  than  an  inch.  The  barometer  is  placed 
in  a  building,  the  unplastered  slated  roof  of  which  affords, 
without  perceptible  draught,  free  conmiunication  with  the 
external  atmosphere.  In  this  situation  it  was  found  that  the 
slightest  wind  blowing  outside  caused  the  index  to  oscillate, 
a  gale  occasioning  oscillations  of  2  inches,  an  increase  of 
pressure  being  generally  observed  when  the  gusts  took 
place. 
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On  a  Sensitive  Thermometer.    By  J.  P.  Joule. 

[Read  before  the  Manchester  Literary  and  Philosophical  Society. 
Proceedings  of  the  Society,  vol.  iii.  p.  73.] 

Db.  Joulb  made  the  following  communication  respecting  a 
new  and  extremely  sensitive  thermometer : — ^'  Some  years 
ago  I  remarked  the  disturbing  influence  of  currents  of  air 
on  finely  suspended  magnetic  needles^  and  suggested  that 
it  might  be  made  use  of  as  a  delicate  test  of  temperature. 
I  have  lately  carried  out  the  idea  in  practice,  and  have 
obtained  results  beyond  my  expectation.  A  glass  vessel  in 
the  shape  of  a  tube,  2  feet  long  and  4  inches  in  diameter, 
was  divided  longitudinally  by  a  blackened  pasteboard  dia- 
phragm, leaving  spaces  at  the  top  and  bottom,  each  a  little 
over  1  inch.  In  the  top  space  a  bit  of  magnetized  sewing- 
needle,  furnished  with  a  glass  index,  is  suspended  by  a  single 
filament  of  silk.  It  is  evident  that  the  arrangment  is 
similar  to  that  of  a  ^  bratticed '  coal-pit  shaft,  and  that  the 
slightest  excess  of  temperature  on  one  side  over  that  on  the 
other  must  occasion  a  circulation  of  air,  which  will  ascend 
on  the  heated  side,  and,  after  passing  across  the  fine  glass 
index,  descend  on  the  other  side.  It  is  also  evident  that  the 
sensibility  of  the  instrument  may  be  increased  to  any  required 
extent,  by  diminishing  the  directive  force  of  the  magnetic 
needle.  I  purpose  to  make  several  improvements  in  my 
present  instrument ;  but  in  its  present  condition  the  heat 
radiated  by  a  small  pan  containing  a  pint  of  water  heated 
30®  is  quite  perceptible  at  a  distance  of  3  yards.  A  further 
proof  of  the  extreme  sensibility  of  the  instrument  is  obtained 
from  the  fact  that  it  is  able  to  detect  the  heat  radiated  by 
the  moon.  A  beam  of  ^loonlight  was  admitted  through 
a  slit  in  the  shutter.  As  the  moon  (nearly  full)  travelled 
from  left  to  right  the  beam  passed  gradually  across  the 
instrument,  causing  the  index  to  be  deflected  several  degrees, 
first  to  the  left  and  then  to  the  right.  The  effect  showed, 
according  to  a  very  rough  estimate,  that  the  air  in  the  in- 
strument must  have  been  heated  by  the  moon^s  rays  a  few 
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ten -thousandths  of  a  degree^  or  by  a  quantity  no  doubt  the 
equivalent  of  the  light  absorbed  by  the  blackened  surface  on 
which  the  rays  fell/' 


^ote  on  the  Meteor  of  February  6, 1818. 
By  J.  P.  Joule,  LL.D. 

[Head  Before  the  Manchester  Literary  and  Philosophical  Society, 
Dec^mlj^T  1, 1863.    Proceedings  of  the  Society,  vol.  iii.  p.  203.] 

This  meteor  is  noticed  in  Mr.  Greg's  very  complete  list  of 

these  phenomena  in  the  British- Association  Report  for  1860. 

The  account  of  it  is  given  at  greater  length,  however,  in  the 

^  Gentleman's  Magazine,'  a  periodical  which  I  think  is  not 

included  in  the  large  number  of  works  consulted  by  Mr. 

Ireg.    This  meteor  is  one  of  the  few  which  have  been  seen 

-      ^      daytime,  and  is   also  interej^fing  as   having  been 

^  ' '^  first  whose  observation  afforded  materials  for  the 

;  t"'  ''Ititude.     In  the  work  just  referred  to  it  is 
estimation  of  ii6  i^  ^  . 

described  as  follows  : —   ^„,^    j  i      • 
,.  .  ^  rt    ,  .    ,  ^«*isuor|  lummous  meteor  was  seen 

At  2  o  clock  P  M.  a  large  au^^^^  ,^^^,  t^e  horizon, 
descendmg  rertically  from  the  zenit.  gla.  w  peraons  in  the 
m  the  northern  part  of  the  hemispheT.at  remarkable  dp- 
neighbourhood  of  Cambridge.     The  moA^tat  it  wa«  thn. 
cumatance  attending  the  phenomenon  ia,  iiig  same  time  in 
visible  m  broad  daylight,  the  sun  shining  at  tfir..  meteor  was 
great  splendour,  in  a  cloudless  sky.    The  samV  It  was  seen 
seen  at  Swaffham,  in  Norfolk,  at  the  same  honr.U  county  of 
also  at  Middleton  Cheney,  near  Banbury,  in  the^m  it  in 
Northampton,  not  in  the  zenith,  but  perhaps  45»  ^  .g  aloiw 
the  north-eastern  quarter  of  the  heavens,  shooti^tiiiifi.  \ 
towards  the  north.    It  seemed  to  be  divided  into  tw^SS    ' 
it  became  extinct." 

The  distance  between  Middleton  Cheney  and  Cambridge 
in  a  straight  line  is  61  miles,  which  therefore  wiU  be  the 
elevation  of  this  meteor  above  the  surface  of  the  earth  accoid. 
ing  to  the  above  observation. 
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The  phenomena  presented  by  meteors  have  for  a  long  time 
occupied  a  good  deal  of  my  attention.  Many  years  ago  I 
published  my  opinion  that  they  arise  from  the  resistance  of 
the  atmosphere  to  the  motion  of  bodies  which,  wandering 
through  space,  become  entangled  by  the  earth's  attraction.  I 
endeavoured  to  show  that  at  even  a  very  considerable  elevation 
there  would  be  sufficient  air  to  cause  the  liquefaction  and  even 
vaporization  by  heat  of  bodies  moving  at  a  velocity  so  enor- 
mous as  must  be  assigned  to  them  if  arrested  in  their  motion 
through  space.  Latterly  new  £act8  have  been  collected  by 
the  Committee  of  the  British  Association,  and  also  new 
experiments  in  physics  have  been  made,  bearing  on  the 
subject.  My  object  is  now  to  investigate  these  to  see  how 
far  they  confirm,  oppose,  or  modify  my  original  opinion. 

In  the  Report  of  the  Association  for  1862  we  have  the 
following  results  for  five  remarkable  meteors  : — 

Height  at 
Date.  Beginning.  End*  Velooitj. 

1861— July  16.  ...  195  65  55 

Aug.   6.  ...  126  21  35 

Nov.  12.  ...  95  20  4« 

Nov.  19.  ...  55  30  24 

Dec.    8.  ...  110  45  23 

1862— Jan.  28.  ...  44  47  46 

Feb.    2.  .,.  190  15  39 

Average  ...     116     35     39 

Simultaneous  observations  at  Hawkhurst  and  Cambridge 
of  the  meteors  of  August  10th  of  the  present  year  give  for 

the  average  of  10 :—  81     66     34 

The  above  results  give  us  a  very  good  idea  of  the  height 
and  velocity  of  meteors.  The  observations  are  attended  by 
some  difficulty,  so  that  errors  are  liable  to  occur  in  individual 
instances ;  but  we  may  rely  on  the  general  statement  that  the 
larger  meteors  have  their  origin  at  a  higher  elevation  than 
the  smaller  ones,  and  that  they  attain  a  nearer  distance  from 
the  earth  at  the  end  of  their  course. 

In  addition  to  the  most  valuable  facts  collected  by  Mr. 
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Herschel,  we  have  a  telescopic  observation  by  Schmidt,  of 
the  Observatory  of  Athens,  of  a  splendid  meteor  on  the 
19th  of  October,  at  2.55  a.m.  Mr.  Schmidt  was  occupied  in 
observing  shooting-stars,  and  saw  the  one  in  question  at  its 
commencement.  At  first  it  appeared  like  a  star  of  the 
fourth  magnitude ;  after  two  seconds  it  was  of  the  second 
magnitude;  at  the  third  and  fourth  second  it  surpassed 
the  splendour  of  Sirius.  It  slowly  passed  towards  the  west, 
appearing  a  dazzling  meteor  of  IC  to  15'  diameter.  At  this 
moment  M.  Schmidt  followed  the  meteor  with  his  telescope 
for  fourteen  seconds.  Its  appearance  was  most  remarkable. 
There  were  two  brilliant  bodies  of  a  yellowish  green  in  the 
form  of  elongated  drops,  each  followed  by  a  well  defined  tail 
of  reddish  colour.  These  were  followed  by  smaller  luminous 
bodies  of  the  same  shape,  each  followed  by  its  red  trace. 
The  meteor  disappeared  at  an  elevation  of  1°  above  the 
horizon.  Four  minutes  afterwards  M.  Schmidt  still  observed 
the  remains  of  the  meteoric  train,  of  a  yellowish  white  and 
covering  an  area  of  nearly  5°. 

The  above  observation  is  extremely  important.  It  shows, 
firstly,  that  meteors  are  probably  for  the  most  part  of  a  com- 
pound nature,  consisting  of  a  greater  or  less  number  of  bodies 
associated  together  by  the  force  of  gravitation — small  systems 
in  fact ;  and,  secondly,  that  they  present  evident  marks  of 
fusion,  either  in  the  whole  or  in  part,  after  passing  some 
time  through  the  rarer  portions  of  our  atmosphere. 

The  researches  by  Professor  Thomson  and  myself  enable 
us  to  arrive  at  reliable  conclusions  with  respect  to  the  tem- 
perature acquired  by  bodies  moving  rapidly  through  the  air. 
The  law  is  very  simple,  viz. : — ^The  temperature  ultimately 
acquired  by  the  moving  body  is  the  equivalent  of  the  force 
with  which  the  particles  of  air  come  into  contact  with  it.  It 
is,  in  fact,  the  temperature  acquired  by  each  particle  of  air  on 
being  caught  and  suddenly  dragged  on.  This  temperature, 
cleared  from  the  eflfects  of  radiation,  is  V  C.  for  a  velocity  of 
145  feet  per  second,  and  goes  on  increasing  with  the  square 
of  the  velocity. 

Hence  we  find  that  the  ultimate  temperature  acquired  by 
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a  body  moving  through  air  of  whatever  density  is  for  the 
velocity  of  39  miles  per  second  2000000°  C.  The  question 
to  be  solved  is,  whether  at  the  known  height  of  meteors,  as 
above  stated,  the  density  of  the  air  is  sufficient  to  give  rise 
to  effects  in  quantity  sufficient  to  account  for  the  actual 
phenomena. 

Now,  if  we  reckon  the  density  to  decrease  to  one  quarter  per 
elevation  of  seven  miles,  we  shall  find  the  quantity  of  air  in  a 
column  of,  say,  a  mile  long  and  one  square  foot  section, 
to  be  about  '0003  of  a  grain  at  the  height  of  116  miles, 
the  elevation  at  which  meteors  in  general  are  first  ob- 
served. The  temperature  acquired  at  the  surface  of  a  me- 
teorite of  a  foot  section  and  of  the  specific  heat  '23,  moving 
at  the  average  velocity  at  the  average  highest  elevation 
through  one  mile,  will  be  '0003  gr.  raised  2000000*"  C,  or 
otherwise  '2  gr.  raised  3000°  C,  which  would  be  doubtless 
able  to  fuse  any  known  substance,  and  bring  it  to  a  condition 
of  dazzling  brilliancy.  The  meteorite  of  a  foot  section  might, 
I  believe,  have  J  of  a  grain  of  its  surface  brought  to  this 
condition  in  its  passage  of  one  mile  in  the  -^  of  a  second. 
I  do  not  think  that  the  luminous  effect  would  be  neutralized 
by  conduction  of  heat  to  the  interior  of  the  meteorite,  as  it  is 
very  likely  that  the  spheroidal  condition  would  be  produced. 
I  can  therefore  easily  believe  that  the  J  grain  at  3000°  C. 
would  give  sufficient  light  to  attract  an  observer  at  the 
distance  of  100  or  200  miles. 

From  data  given  in  HerscheFs  ^  Outlines  of  Astronomy '  I 
find  that,  at  the  elevation  and  velocity  above  stated,  viz.  116 
and  39,  and  supposing  as  before  the  entire  effect  to  be  given 
out  by  radiation,  a  meteorite  of  5  feet  diameter  would  have 
the  brilliancy  of  a  Centauri. 

As  the  meteorite  descends  towards  the  earth  its  brilliancy 
will  increase  to  a  certain  point,  when,  from  the  quantity  of 
fused  matter,  a  longer  tail  will  be  left  behind.  This  process 
will  of  course  be  sustained  for  a  longer  time  by  the  larger 
meteorites,  which  are  thus  enabled  to  penetrate  to  a  nearer 
distance  from  the  earth^s  surface. 
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On  a  Method  of  Hardening  Steel  Wires  for  Magnetic 

Needles.    By  J.  P.  Joule,  LL.D.  I 

[Read  before  the  Manchester  Literary  and  Philosophical  Socie^.  i 

Proceedings  of  the  Society,  toL  iy.  p.  28.] 

Dr.  Joulb  described  the  process  he  employed  to  harden 
steel  wires  for  magnetic  needles.  The  wire  is  held  stretched 
between  the  ends  of  two  iron  rods  bent  into  a  semicircular 
shape.  The  free  ends  of  the  iron  rods  can  be  placed  in 
connexion  with  a  voltaic  battery  by  means  of  mercury -cupa. 
Underneath  the  steel  wire  a  trough  of  mercury  is  placed. 
When  the  ends  of  the  iron  rods  dip  into  the  cups  the  current 
passes  through  the  wire,  heating  it  to  any  required  extent 
Then  when  these  ends  are  lifted  the  current  is  cut  off,  whik 
at  the  same  instant  the  heated  wire  becomes  immersed  in  the 
trough  of  mercury. 


On  an  Instrument  for  showing  Rapid  Changes  «» 
Magnetic  Declination.  By  J.  P.  Joule,  IjLJ)^ 
F.B.S. 

[Read  before  the  Manchester  Literary  and  Philosophical  Societj, 
March  21, 1866.    Proceedings  of  Ae  Society,  voL  iv.  p.  131.] 

The  adjoining  sketch  represents  a  section  half  the  real  sixe  | 
of  this  instrument*^,  a  is  a  column  of  small  magnetic  needles 
suspended  by  a  filament  of  silk.  Attached  to  its  lower  end 
is  a  glass  lever  b,  with  a  hook  at  its  end.  A  fine  glass  lever 
c  is  suspended  by  a  single  filament  of  silk,  its  shorter  ann 
being  connected  with  the  first  lever  by  means  of  a  small  i 
hook  attached  to  the  fibre  d.  The  whole  is  enclosed  in  a 
stout  copper  box,  into  which  light  is  admitted  throu^  a 

*  A  pieee  of  watch-spring  magnetized  in  the  direction  of  its  breadth      . 
was  first  employed,  see  vol.  iv.  p.  ^,  m 
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lens  Cy  cemented  into  an  orifice  immediately  under  the 
object-glass  of  the  microscope/. 

The  microscope  magnifies  about  300  linear^   and  has  a 
micrometer  in  its  eyepiece,  with  divisions  corresponding  to 

Fig.  94. 


f 


ro 


J 


SiAtd  ^^  ^^  inch.     One  division  corresponds  to  a  deflection  of 
the  needle  of  4i" ;  and  as  a  tenth  of  a  division  can  be  very 


542         DYNAMICAL  EQUR'ALENT  OF  HEAT,  FROM 

readily  observed,  the  instmmeiit  measures  deflectiociB  to 
within  half  a  second.  So  rapid  is  the  action,  that  on  ^pfij- 
ing  a  small  magnetic  force  the  index  takes  np  its  new  position 
steadily  in  two  seconds  of  time.  Besides  being  a  damper  to 
the  motion  of  the  needle,  the  copper  box,  by  its  condacting 
power,  equalizes  the  temperature  rapidly,  so  that  the  indica- 
tions are  not  to  any  considerable  extent  disturbed  by  currents 
of  air.  The  success  of  the  present  instrument  encourages 
the  hope  that  very  much  greater  delicacy  may  be  obtained 
by  a  further  multiplication  of  the  motion  and  the  use  of  a 
more  powerful  microscope.  Dr.  Joule  stated  that  he  had 
observed  an  extensive  magnetic  disturbance  the  preceding 
evening,  the  index  being  driven  entirely  out  of  the  field  of 
view*. 


Determination  of  the  Dynamical  Equivalent  of  Neat 
from  the  Thermal  Effects  of  Electric  Currents,  By 
J.  P.  Joule,  D.CL.,  F.R.S.,  &c. 

[Report  of  the  Britibh  Association  for  tbe  Advancement  of  Scienoe 
Dundee,  1867.  Committee  on  Standards  of  Electrical  KesistaDce.] 

Sib  W.  Thomson,  as  long  ago  as  1851,  showed  that  it  was 
desirable  to  make  experiments  such  as  are  the  subject  of  tbe 
present  paper.  They  have  necessarily  been  delayed  until  a 
sufficiently  accurate  method  of  measuring  resistance  was  dis- 
covered. Such  a  method  having  been  described  by  Sir 
William,  and  carried  out  in  practice  by  Professor  J.  C.  Max- 
well and  his  able  coadjutors,  the  task  assigned  to  me  by 
the  Committee  of  Electric  Standards  was  comparatively 
simple. 

My  experiments  were  commenced  nearly  two  years  ago ; 
and  the  apparent  ease  with  which  they  could  be  executed 
gave  promise  of  their  early  completion.     It  was,  however 

•  Further  instances  of  the  use  of  the  instrument  are  given  in  the  Pro- 
ceedings, vol.  V.  p.  15.  On  one  occasion  thirty-six  changes  of  deflection, 
varying  from  10"  to  1'  40"  occurred  per  minute. 
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fonnd  essential  that  careful  observations  of  the  earth's  hori 
zontal  magnetic  intensity  should  be  frequently  made ;  and 
these  required  the  construction  of  apparatus  whereby  this 
element  could  be  determined  with  accuracy  and  rapidity. 

The  apparatus  finally  adopted  for  this  purpose  consists 
of  a  suspended  horizontal  flat  coil  of  wire  between  two  fixed 
similar  coils.  A  current  of  electricity  can  be  made  to  tra- 
verse all  three,  communication  with  the  suspended  coil  being 
made  by  the  suspending  wires  themselves  according  to  Sir 
W.  Thomson's  plan.  The  strength  of  a  current  is  found  by 
observing  the  sum  of  the  forces  of  attraction  and  repulsion 
by  which  the  suspended  coil  is  urged.  The  strength  of  a 
current  can  in  this  manner  be  determined  in  absolute  mea- 
sure ;  for,  the  area  of  each  of  the  three  equal  coils  being 
called  a,  the  weight  required  to  counterpoise  the  force  with 
which  the  suspended  one  is  urged  w^  the  force  of  gravity  ^, 
and  the  length  of  wire  in  each  of  the  coils  /,  the  current 

c=27\/~-^(H- correction),  the  correction  being  princi- 
pally due  to  the  distance  between  the  fixed  coils.  In  my 
instrument,  in  which  this  distance  is  1  inch,  the  diameter  of 
the  coils  being  12  inches,  and  their  interior  core  4  inches, 
this  correction  was  proved  by  experiment  to  be  -1185. 

There  was,  however,  considerable  difficulty  in  obtaining  an 
exact  measure  of  the  distance  between  the  fixed  coils ;  and  I 
therefore  judged  that  the  measure  of  the  currents  used  in 
the  experiments  would  be  most  accurately  obtained  by  means 
of  a  tangent  galvanometer,  the  above-described  current-meter 
being  employed  to  determine  the  horizontal  intensity. 

This  determination  was  effected  as  follows : — Many  careful 
observations  of  the  horizontal  intensity  by  an  improved  me- 
thod on  Gauss  and  Weber's  system  were  made  alternately 
with  observations  of  the  deflections  of  a  tangent  galvanometer 
and  the  weighings  of  the  current-meter  when  the  same 
currents  traversed  both  instruments  in  succession.  Then, 
calling  the  horizontal  intensity  H,  the  angle  of  deflection  ^, 
and  the  weighing  Wy  there  was  obtained  a  constant 
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c=  — -^^— =  •17676.     Hence  with  these  instraments 

tan^ 

The  experiments  for  the  determination  of  horizontal  in- 
tensity by  the  use  of  this  formula  could  be  effected  in  a  few 
minutes^  and  did  not  require  an  alteration  in  the  disposition 
of  any  part  of  the  apparatus.  It  was  satisfactory  to  find  that, 
although  the  presence  of  masses  of  iron  at  only  a  few  yards 
distance  made  the  field  in  which  I  worked  considerably  more 
intense  than  that  due  to  the  latitude^  and  although  I  worked 
at  different  times  of  the  day,  the  highest  intensity,  out  of 
upwards  of  seventy  observations  distributed  over  a  year,  was 
3-6853,  and  the  lowest  3-6607,  indicating  a  much  greater 
degree  of  constancy  than  might  have  been  expected. 

The  galvanometer  above  mentioned  was  that  employed  in 
the  thermal  experiments.  It  had  a  single  circle  of  -j^-inch 
copper  wire,  the  diameter  of  which,  being  measured  in  many 
places  by  a  standard  rule,  gave  a  radius  of  '62723  of  a  foot 
The  needle  was  half  an  inch  long,  and  furnished  with  a 
glass  pointer  traversing  a  divided  circle  of  6  inches  diameter. 
In  the  experiments  the  deflections  were  not  far  from  26°  34', 
the  angle  at  which  the  influence  of  the  length  of  the  needle 
within  certain  limits  is  inappreciable.  It  was  easy  by  a  mag- 
nifier, arranged  so  as  to  avoid  parallax,  to  read  to  one  minute. 
The  torsion  of  the  fibre  gave  only  3'-5  for  an  entire  twist. 
The  trifling  correction  thus  required  is  applied  to  the  recorded 
observations  of  deflection.  % 

The  calorimeter  first  used  was  a  copper  vessel  upwards  of 
a  gallon  in  capacity,  filled  with  distilled  water.  It  had  a 
conical  lid,  attached  by  screws,  in  which  were  two  tubulures, 
one  for  the  introduction  of  a  copper  stirrer,  the  other  for  the 
thermometer,  around  the  immersed  stem  of  which  a  wire  of 
platinum-silver,  having  a  resistance  nearly  equal  to  that  of 
the  Association  unit,  was  coiled. 

The  resistance  of  the  wire  was  found  by  comparing  it  with 
the  Association  unit,  sent  me  by  the  Committee,  using  Ohm's 
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formula,  ^='^{^z~c^p  ^^^^^    ^3,   C,,   and   Ci   are  the 

tangents  of  deflection  with  the  battery  and  connexions  only, 
with  these  and  the  unit,  and  with  the  coil  respectively.  This, 
though  by  no  means  so  delicate  a  method  as  that  of  the 
Wheatstone  balance  improved  by  Thomson,  was  able  to  give 
a  final  result  certainly  accurate  to  the  two-thousandth  part. 
The  results  for  the  resistance  of  the  coil  in  the  first  series  of 
experiments  are  as  follow.  They  were  obtained  before  and 
after  those  experiments.  A  large  galvanic  cell,  consisting  of 
cast-iron  and  amalgamated  zinc  plunged  in  dilute  sulphuric 
acid,  was  the  source  of  electricity,  which  was  measured  by 
a  galvanometer  with  a  coil  of  nine  turns,  17  inches  in 
diameter. 


c. 

Cr 

c,. 

Tempera- 
tare  of 
unit 

Tempera-     BesiBtanoe 
tore  of         of  coil  in 
coil.        terms  of  unit. 

lan  55  6  75 
tan  59  325 

tan  2^  li 
tan 32  396 

tan  2^    1-3 
tan  32  22 

637 
5924 

.  62-65    1    1-01901 
58-39    ,    1-01825 

The  average  resistance  1*01863  being  reduced  from  the 
temperature  14°'5  Cent.,  at  which  the  unit  was  adjusted,  to 
69°'9  Fahr.,  the  average  temperature  of  the  calorimeter  in  the 
first  series  of  experiments,  becomes  1*0191,  which,  multiplied 
by  32808990,  gives  33435640  as  the  resistance  in  British  ab- 
solute  measure. 

A  delicate  thermometer  was  placed  at  a  few  inches  distance 
from  the  calorimeter,  for  the  purpose  of  registering  the  tem- 
perature of  the  air.  In  the  Tables  its  indications  are  reduced 
to  the  scale  of  the  instrument  plunged  in  the  calorimeter. 
A  string  attached  the  handle  of  the  stirrer  to  a  stick,  so  that 
the  water  could  be  effectually  stirred  without  communicating 
the  heat  of  the  hand.  A  wooden  screen  separated  the  observer 
from  the  apparatus. 

In  the  experiments  of  the  first  series  a  battery  of  five  large 
DanielPs  cells,  arranged  in  series,  transmitted  the  current 

2n 
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through  the  coil  for  40  minutes  exactly,  determined  by  chitmo- 
meter.  During  this  time  twenty-eight  observations  of  deflec- 
tion were  obtained,  seven  at  each  end  of  the  pointer  directed 
N.lB*.and  S.W.,  and  seven  when  it  was  directed  N.W.  and  S  JB., 
by  remrersing  the  current  in  the  galvanometer  for  the  latter 
half  of  ^^e  time.  The  water  was  stirred  twenty-eight  times. 
Its  tempei^-ature  was  taken  at  the  beginning,  middle,  and  end 
of  an  experSfrnient.  There  were  also  fourteen  observations  of 
the  temperatultre  of  the  air. 

Immediately  aJ^gter  each  experiment  the  horizontal  intensity 
of  magnetic  force  wlt^  obtained  by  observing  the  deflection  of 
the  galvanometer  andX^e  weighing  of  the  current-meter  pro- 
duced by  the  same  currenp 

Before  and  after  each  exfteriment,  two  others  were  made 
in  precisely  the  same  manner,  nikjjt  excepting  the  current,  in 
order  to  discover  the  influence  of  nta^ation  and  the  ooodoct- 
ing-power  of  the  atmosphere. 

First  Series  of  Thermal  Expe 


Date. 

Deflection. 

tan« 
Deflection. 

Tempera- 
ture of 
air. 

Tempera^ 
tare  of 
water. 

J     BiMof 

llempetm- 
%   tare. 

^^,' 

1866. 
Aug.   22  ... 

Sl  46-86 

414719 

49236 

497-42 

lb-55 

3«W  ■ 

,f    23... 

34    0-29 

•455133 

494-77 

49327 

2«?| 

3«U 

Sept.     8  ... 

32  24  83 

•403156 

400-4 

4018 

2*? 

I     10... 

31  6022 

•385542 

44111 

433-85 

22^1 

3-€;37 

H      11  ... 

31  31-02 

•376024 

367-0 

392-89 

isJi 

3^758 

..      12  ... 

31  14-42 

•367944 

344-33 

344-45 

21  31 

3^66 

„      18  ... 

30  57-51 

•359850 

36154 

358-47 

20  99 

«C71 

„     15  ... 

30  24-86 

•344607 

346-7 

330-01 

219^ 

s-isss 

„      15  ... 

30  2051 

•342610 

38141 

367-56 

21-07\ 

Mni 

.,      18  ... 

30  34-34 

•348982 

342-64 

324-32 

22 »  \ 

Mm 

Average    ... 

•379857 

397^226 

394-406 

22KI9U 

i"^ 

\ 


V 
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Fhrst  Series  of  Radiation  Experiments. 


Date. 


Temperature 
of  water. 


Bise  of  tern- 

peratureof 

water. 


1866. 
Aug.  ti.... 


Aug.  23. 
Sept  8  !! 
Sept.  10.. 
Sept.  U.. 
Sept.  12.! 
Sept.  Id.. 
Sept  15.. 


Sept  18.. 


495-93 

5(»2-22 

47637 

490-81 

3935 

395  82 

444-31 

437-15 

37307 

36714 

3340 

365-34 

352-82 

366*65 

330-78 

381-47 

378-93 

381-05 

326-99 

3399 


46914 
477-83 
45896 
499-22 
38275 
41415 
419-4 


384  72 

391-76 

33242 

360-2 

34311 

36916 

315-41 

34714 

350-67 

379-51 

309-28 

338-35 


2-88 
3-15 
308 

-055 
2-0 

-1-7 
2-9 
483 

-0-63 

-1-75 
0-44 
1-6 
1-83 

-0-08 
2-78 
372 
3-34 
0-22 
2-55 
0-04 


Ayerage.. 


373-058 


364-686 


1-3806 


In  applying  the  preceding  Table  for  the  purpose  of  correct- 
ing the  results  of  the  thermal  experiments,  it  must  be  first 
observed  that  the  external  influences  on  the  calorimeter  do  not 
amount  to  zero  when  the  temperature  of  the  air-thermometer 
coincides  with  the  indication  of  that  immersed  in  the  calori- 
meter. This  might  arise  partly  from  the  locality  of  the  two 
instruments  not  being  the  same,  but  was,  I  found,  principally 
owing  to  the  diflerent  radiating  and  absorbing  powers  of  the 
air-thermometer  bulb  and  of  the  surface  of  the  calorimeter. 
Taking,  then,  the  number  of  instances  in  which  the  tempera- 
ture of  the  air  appeared  to  exceed  that  of  the  water,  there  are 
fifteen,  with  a  total  excess  of  259*63  and  a  resulting  gain  of 
temperature  of  85 '36.  Also  those  in  which  the  air  appeared 
to  be  colder  than  the  water  were  five,  giving  a  total  defi- 
ciency of  65-5,  with  a  loss  of  temperature  4*71.      Hence 

65-5-5a?_259-63+15a?      ,  ^  ^lo      v.-  u 

— 4^71 Qg.Qg — 9  whence  a?=4*418,  which  must  be 

added  to  the  indications  of  the  thermometer  registering  the 

2n2 
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temperature  of  the  air.    After  this  correction  lias  been  made, 

it  will  be  found  that  the  eflFect  of  a  difference  of  temperature, 

between  the  air  and  water,  of  9*216  is  unity. 

4-418  added  to  397-226  gives  401-644  for  the  corrected 

temperature  of  the  air  in  the  thermal  experiments;    and 

this  being  7-238  in  excess  of  the  temperature  of  the  calori- 

7*238 
meter,  the  corrected  thermal  effect  will  be  22-0914— ^r-^rx 

=21-306,  which,  after  applying  the  needful  correction  for 
the  immersed  portion  of  the  thermometer-stem,  becomes 
ultimately  21  326. 

The  thermal  capacity  of  the  calorimeter  was  made  up  of 
95525  grains  of  distilled  water,  26220  grains  of  copper, 
equivalent  to  2501  grains  of  water,  and  the  thermometer  and 
coil  equivalent  to  80  grains,  giving  a  total  capacity  equal  to 
98106  grains  of  water.  12*951  divisions  of  the  thermometer 
are  equivalent  to  one  degree  Fahr. 

The  dynamical  equivalent  is  the  quotient  of  the  work  done, 
by  the  thermal  effect,  or 

tan^^R/ 


{M 


I  SI?  X  3-67073 1 '  X  -379857  x  33435640  x  2400 
\,o-4o64i  }  =25385 

gg|.98106 

It  appeared  to  be  desirable  to  diminish  the  atmospheric 
influence ;  I  therefore  commenced  a  second  series,  in  which 
the  calorimeter  was  covered  with  two  folds  of  cotton  wadding. 
The  bulb  of  the  air-registering  thermometer  was  also  placed 
in  a  small  bag  made  of  the  same  material.  In  this  fresh 
series  each  experiment  occupied  one  hour,  as  I  had  learned 
by  experience  that  with  my  battery-arrangement  the  current 
would  be  sufficiently  uniform.  In  fact  the  highest  reading 
in  an  experiment  was  not  more  than  ^  higher  than  the 
lowest.  There  were,  evenly  distributed  through  the  hour, 
forty  observations  of  deflection,  twenty  of  the  air-,  and  three 
of  the  water-phenomenon ;  and  the  water  was  stirred  forty 
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times.  Two  minutes  were  allowed  for  the  complete  equali- 
zation of  temperature  previous  to  the  final  thermometer- 
reading.  The  experiments  on  radiation  were  also  similarly 
extended. 

The  coil  was  the  same  as  that  used  in  the  first  series.  It 
had  a  coat  of  shellac  yarnish.  Five  determinations  of  its 
resistance  were  made,  using  a  single  DanielFs  cell  with  various 
resistances  included  in  the  circuit.  The  galvanometer  had 
a  coil  1 7  inches  in  diameter  consisting  of  nine  turns.  The 
results  are  as  follows  : — 


c,. 

■ 

Tempera- 
ture of 
unit. 

Tempera- 
ture of 
coU. 

Beaistanoe 

of  coil  in 

terms  of  unit 

tan  7%  39-5 
tan  71  39-5 
tan  70  16 
tan  71  54-33 
tan  62  6 

tan  52  3^*3     tan  5§    9*3 
Un47  17*061  tan  46  55*6 
tan  46  181 1  '  tan  45  574 
tan  47    7 66  ;  tan  46  4593 
tan  41  30-43   tan  41  13-46 

5925 

486 

54-68 

'''' 

58-6 
48-5 
57-4 

10192 
10198 
10194 
10198 
1-0187 

Average 

1         



101938 

The  average  temperature  of  the  calorimeter  in  the  experi- 
ments being  13°-55  Cent.,  and  that  at  which  the  unit  was 
adjusted  14°*5,  the  resistance  during  the  experiments  must 
have  been  1-01906,  which  is  equal  to  33434330  in  British 
measure. 


Second  Series 

of  Thermal  Eacperiments, 

Date. 

Deflection. 

tao« 
Deflection. 

Tempera- 
ture of 
air. 

Tempera- 
ture of 
water. 

Biseof 
tempera- 
ture. 

Hori«cntal 
intenidtj. 

1866. 

Sept.  21... 

29  5i-68 

•329623 

397-4 

363-42 

3038 

3-6668 

„     22... 

2S  58-4 

•306585 

36251 

348-06 

26  95 

36707 

n     25... 

29  14  63 

•313472 

34519 

306-94 

29-75 

3-6724 

„    26... 

29  51-46 

•329525 

87084 

35064 

29^92 

36644 

.,     27... 

28  54-78 

•305064 

365-91 

361-71 

2588 

36665 

Oct     5... 

29    505 

•309393 

38066 

38757 

24-90 

36612 

„      6... 

28  22  54 

•291761 

426  55 

39277 

27  40 

36688 

.,      8... 

28    8-74 

•286198 

33849 

33554 

2404 

3^95 

M    19... 

28  42  81 

•300074 

398  56 

33235 

3108 

3-6b*59 

,.    20... 

27  40  13 

•274910 

89518 

361-90 

2608     i 

36654 

..    22... 

26  40  5 

•252409 

37172 

388-63 

1912     : 

8-6702 

,.    28... 

27  281 

•270252 

32007 

31809 

2255 

86638 

..     26... 

27    963 

263230 

275-65 

286  25 

2098 

8-6620 

,.     26... 

27  42  66 

•275855 

249-75 

25754     ; 

2215      ' 

36623 

H     27... 

28    784 

•285838 

245  96 

247-27 

23-57     1 

86641 

Ayenge... 

•292946 

349-63 

835912 

1 

2565 

3-6656 
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Second  Series  of  Radiation  Experiments. 


^-      1   ^^FS*^ 

Temperature 
ofw»ter. 

BiM  of  tempera- 
tore  of  water. 

186«.             1 

Sept.  21 

378-84 

39013 

326-32 

36071 

330  67 

34766 

352-15 

377-56 

355-81 

388-0 

376-9 

385-8 

402-94 

433-28 

319-5 

35602 

36508 

398-49 

344^5 

381-34 

33437 

36113 

287-94 

32613 

833-12 

368-12 

3479 

375-69 

37504 

396-95 

37647 

41133 

32351 

347-79 

30394 

356  29 

34401 

377  40 

380-45 

392-44 

305O 

32905 

27701 

294-31 

24761 

265-97 

234  85 

25724 

30 

032 

-043 

-0^41 

4-06 

159 

212 

0-70 

0-74 

1-31 

0- 

-115 

213 

1-52 

-0-29 

033 

5-95 

357 

1-61 

143 

-0-95 

-318 

-050 

0^5 
-1-26 
-1-86 
-1-40 
-0^66 

0-1 
-0-65 

Sept.  22 1 

Sept  26 

Sept.  26 

Sept27 

Oct.    5 

Oct!    6 



Oct     8 

Oct  19 

Oct  20 

357-9 

395-66 

371-24 

362-7 

297-96 

334-07 

261-67 

27759 

233-31 

264-37 

237-05 

251-15 

Oct'.  22 ...!!.!!! 

oci:  23 ::;::::;; 

Oct.  25 

Oct.  26 

Oct.  27 

ATerage 

343011 

835  245 

0-6088 

The  correction  to  be  applied  to  the  thermometer  immersed 
in  air  as  deduced  from  the  above  Table  is  given  by 

123-66-iar    356-65 +  iar 


12-74 


80-99 


whence  4?=  —1*1835.  It  appears  also  that  a  difference  be- 
tween the  temperatures  of  the  calorimeter  and  air-registering 
thermometer  so  corrected^  equal  to  10*822,  gives  the  unit 
effect  on  the  former. 

Hence  the  corrected  indication  of  the  air-thermometer  in 
the  second  series  of  thermal  experiments  will  be 
349-C8  - 1  *  1835 = 348*4465. 
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This  being  12*5345  in  excess  of  the  temperature  of  the  calo- 
rimeter, the  corrected  thermal  eflPect  will  be 

which,  after  a  small  further  correction  for  the  immersed  stem, 
becomes  24*512. 

The  thermal  capacity  in  this  second  series  was  made  up  of 
95561  grains  distilled  water,  jcopper  as  water  2501,  thermo- 
meter and  coil  as  water  80,  and  cotton-wool  as  water  200  grs., 
giving  a  total  of  98342  grains. 

The  equivalent,  as  deduced  from  the  second  series,  is 
therefore 

{•62723  1  ^ 

^-^  X  3-6656  [    X  -292946  x  33434330  x  3600 

-^^^^ LnTT^ =25366. 

The  equivalents  obtained  in  the  two  forgoing  series  of  ex- 
periments are  as  much  as  one-fiftieth  in  excess  of  the  equiva- 
lent I  obtained  in  1849  by  agitating  water.  I  therefore  in- 
stituted a  strict  inquiry  with  a  view  to  discover  any  causes  of 
error,  so  that  they  might  be  avoided  in  a  fresh  series.  The 
most  probable  source  of  error  seemed  to  be  insufficient  stir- 
ring of  the  water  of  the  calorimeter.  Although  agitated  so 
frequently  as  forty  times  in  the  hour,  there  could  be  no  doubt 
that,  during  any  intervals  of  comparative  rest,  a  current  of 
heated  water  would  ascend  from  the  coil,  and  that,  if  a  thin 
stratum  of  it  remained  any  time  at  the  top,  some  loss  of  heat 
would  result.  I  resolved  therefore  to  use  a  fresh  calorimeter, 
and  to  introduce  into  it  a  stirrer  which  could  be  kept  in  con- 
stant motion  by  clockwork. 

Another  source  of  error  (which,  though  it  would  be  finally 
eliminated  by  frequent  repetition  of  the  experiments,  it 
seemed  to  be  desirable  to  avoid)  was  the  hygrometric  quality 
of  the  cotton-wool  which  enveloped  the  calorimeter  in  the 
second  series  of  experiments.  I  therefore  sought  for  a  ma- 
terial which  did  not  present  that  inconvenience.    The  plan 
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finally  adopted  was  to  cover  the  calorimeter  first  with  tinfoil, 
to  place  over  that  two  layers  of  silk  net  (tnlle),  and  to  finidi 
with  a  second  envelope  of  tinfoil. 

A  third  source  of  possible  error  was  the  circumstance  that 
the  silver-platinum  alloy,  when  made  positively  electrical  in 
distilled  water,  is  slowly  acted  upon,  an  oxide  of  silver  as  a 
bluish- white  cloud  arising  from  the  metal,  while  hydrc^en 
escapes  from  the  negative  electrode.  On  this  account  the 
coil  in  the  experiments  of  the  last  series,  as  well  as  the  sub- 
sequent, was  well  varnished.  But  it  was  found  at  the  con- 
clusion of  the  experiments  that  the  varnish  had  in  a  great 
measure  lost  its  protecting  power.  This  circumstance  gave 
me  considerable  anxiety.  I  was,  however,  ultimately  able,  by 
the  following  facts  arrived  at  after  the  thermal  experiments 
were  completed,  to  satisfy  myself  that  no  perceptible  influence 
had  been  produced  by  it  on  the  results : — 

1st.  The  resistance  of  the  coils,  after  long-continued  use 
had  deteriorated  the  varnish,  was  not  sensibly  less  than  it  was 
after  they  had  been  freshly  varnished. 

2nd.  The  coil  of  the  3rd  series  was,  in  the  unprotected 
state,  immersed  in  distilled  water,  and  compared  with  many 
hundred  yards  of  thick  copper  wire,  unimmersed,  having 
nearly  equal  resistance.  The  result  showed  that  the  resist- 
ance to  the  current  was  sensibly  the  same  whether  a  single 
cell  or  five  cells  of  Daniell  in  a  series  were  used.  Now,  had 
any  considerable  leakage  by  electrolytic  action  taken  place, 
it  would  have  been  very  much  less  in  proportion  in  the  former 
than  in  the  latter  instance. 

3rd.  When  the  coils  of  the  second  and  third  series,  in  the 
unprotected  state,  were  placed  in  distilled  water,  and  made 
the  electrodes  of  a  battery  of  five  cells,  the  deflection  was 
40*  of  a  degree  on  a  galvanometer  with  a  coil  of  17  inches 
diameter  composed  of  18  turns  of  wire.  This  deflection  in- 
dicates a  current  of  about  ^^  of  the  average  current  in  the 
thermal  experiments.  In  this  case  the  chemical  action  was 
distinctly  visible,  but  quite  ceased  to  be  so  when  the  elec- 
trodes were  connected  by  a  wire  of  unit  resistance,  so  as  to 
reduce  the  potential  to  that  in  the  thermal  experiments. 
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4th.  The  coil  of  No.  2  series  being  tised  as  a  standard^  that 
of  No.  3  series^  in  the  unprotected  condition^  was  immersed^ 
first  in  water,  then  in  oiL  The  resistance  to  the  corrent  of 
five  Danieli^s  cells  was  found  to  be  sensibly  equal  in  the  two 
cases. 

Hence  there  could  be  no  doubt  that  the  loss  of  heat  daring 
the  experiments  by  electrolytic  action  could  not  possibly  in 
any  instance  have  been  so  great  as  one  thousandth  of  the 
entire  effect,  and  was  probably  not  one  quarter  of  that  small 
quantity ;  whilst  in  the  larger  number  of  experiments,  when 
the  varnish  was  fresh,  it  must  have  been  nil. 

The  coil  used  in  the  third  series  of  experiments  was  made 
by  bending  four  yards  of  platinum-silver  wire  double,  and 
then  coiling  it  into  a  spiral  which  was  supported  and  kept  in 
shape  by  being  tied  with  silk  thread  to  a  thin  glass  tube. 
The  terminals  were  thick  copper  wires ;  and  the  whole  was 
coated  with  shellac  and  mastic  varnish.  The  following 
results  were  obtained  for  its  resistance.  In  the  first  three 
trials  the  current  was  measured  by  a  galvanometer  with  a 
circle  of  nine  turns  17  inches  in  diameter,  and  in  the  last  six 
with  an  instrument  with  eighteen  turns  of  wire.  In  the 
first  six  there  was  an  extra  unit  of  resistance  included  in 
the  circuit  i — 


Battery. 

Unit. 

c..        I        c,. 

1 

c,. 

Temp. 

of 
unit. 

Temp, 
of 
ooil. 

intermiof 
mjonit 

>n©  oell,  DanieU  ... 
>itto  

Mine  ... 
Jenkin's 

Mine  ... 
»»     ••• 

n        ••• 

Jenkin'e 
Mine  ... 

tan  5§  5^        tan  37    ^15 
tan  52  2412  tan  36  29-02 
tan  52    3-62  tan  36    6*45 

tan  Sf  10-6 
tan  36  3727 
tan  36  14*79 

tan  35  29-27 
tan  35    562 
tan  34  1224 
tan  50  11-98 
tan  49  5751 
tan  49  33  08 

63-2;    62-78 
59-03    60  07 
60-88    60-57 

59-78    60-46 
60-03    60-30 
60-50    60-88 
61-271  61-08 
61-96!  6127 
69-35  j  70  28 

•98963 

•98823 
•98752 

-98818 
-98754 
•98816 
•98863 
-98871 
-98820 

[Htto 

[)ameir8  cell.   Pom- 
tiTO  metal  iron   ... 
Oitto  

tan  50  25-8 
tan  49  4812 
tan  48  17*62 
tan  75  28 
tan  75  17*25 

tan  35  21-88 
tan  34  57*36 
tan  34    5-48 
tan  49  586 
tan  49  44  93 

Ditto  

Oiito  

Ditto 

Ditto  

tan  75  59-6   1  tan  49  18-97 



1 

-98831 
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The  above  average  resistance,  reduced  to  18®'63  C,  the 
mean  temperatore  in  the  third  series,  is  *Q8953  of  the  Amo- 
ciation  unit,  or  in  British  measure  32465480. 

In  the  third  series  the  experiments  for  the  heat  of  the 
current,  of  radiation,  and  for  horizontal  magnetic  intensity 
were  alternated  in  such  a  manner  that  each  class  occupied 
the  same  portions  of  the  day  that  the  others  did.  I  sought 
in  this  way  to  avoid  the  effects  of  any  horary  change  in  the 
humidity  &c.  of  the  atmosphere  or  in  the  magnetic  force. 
Of  the  thirty  experiments  comprising  each  class,  six  were 
performed  at  about  each  of  the  several  hours,  11  ▲.!!., 
12j[^  P.M.,  1^  P.M.,  4  P.M.,  and  5|  p.m. 


Tlurd  Series  of  Thermal  Experiments. 


tanS 
Deflection. 

Tempera- 

Tempera- 

RiM  of 

lUlef 

Date. 

Defleation. 

tore  of 
air. 

tore  of 
water. 

tempera- 
tore. 

1867. 

June  28.  12.54  p.m 

28  li-26 

•290024 

488660 

494-17 

251 

IB.            ' 

JO 

„    28,    5.36    „ 

30  56*37 

•359310 

634155 

524^14 

Z2ii» 

26 

,.    29.    1.30   „ 

28  65  46 

•305346 

609-172 

490-13 

27-82 

27 

July    1, 10.30  AJi. 

29  4M 

-324949 

428-81 

425-67 

28-52 

27 

„      1,    4.24  p.m. 

30  19-4 

-342107 

60878 

467214 

83^ 

M 

»      2,12.45    „ 

30  1012 

337891 

405-343 

45073 

25-13 

26 

„      2.    6.  0   .. 

30  30-98 

•347424 

401-822 

458104 

24-99 

28 

»      4,    1.20    „ 

31  23*4 

•372299 

616-992 

45297 

57-98 

27 

„    20,  11.11a.m. 

30  2172 

•343170 

385-622 

394-0 

28-98 

28 

,.    20,    8.45  p.m. 

31  37-55 

•379241 

45419 

430-97 

34-92 

28 

„    22,12.36   „ 

32    0^ 

•390765 

482-44 

460^621 

35-48 

do-5 

„    22,    5.21    „ 

32  23-47 

•402470 

493087 

498-673 

8447 

284 

„    23.    1.  7    „ 

31  18-43 

•369881 

465238 

473167 

81-27 

28-7      ■ 

..    24.11.  0  a.m. 

31     4-75 

-363299 

430688 

448-048 

8024 

tJ^ 

„    24,   4.  5  P.M. 

30  49  16 

•365900 

439-007 

470-954 

2814 

28-2 

„    25,12.15   „ 

32  39-5 

•410832 

465-354 

482-46 

8848 

29^4      1 

,,    25,    4.55   „ 

33  10 

•427129 

621-569 

486-049 

3972 

28-4 

„    26,12.58    „ 

32  33-96 

-407920 

445-009 

464-267 

38-61 

80 

„    27,11.13  a.m. 

33     1-6 

•422590 

391-0 

41921 

84-46 

80 

„    27,   4.14  p.m. 

32  58*22 

•420777 

41811 

446-623 

84-09 

2M     i 

Aug.    2,12.31    „ 

31  62-98 

•386923 

885-876 

8!H^9U 

881 

80 

„      2.   5.18   „ 

81  63-77 

•387325 

407-781 

422-843 

82^25 

28 

„      3,12.56   „ 

31  3718 

•379056 

453-66 

421-948 

8687 

29-73    1 

w        6,  11.18  A.M. 

26  34-35 

•250162 

439  906 

436699 

»^ 

29-7 

„      6,    3.55  P.M. 

28  42-8 

-300070 

467145 

462^6 

26-67 

29-6 

„      8.12.17    „ 

29  29-25 

•319773 

466-586 

443-204 

29-6 

29^7      ' 

„      8,    5.45   „ 

29  39  26 

•324137 

499  874 

480-564 

2967 

28 

»      9,    1.27    „ 

29  33-2 

•821491 

478-658 

469-296 

28-8 

26^ 

,.      10,  11.  9  A.M. 

29  12-66 

•312625 

468-344 

465-804 

2821 

27-4 

„    10,    8.56  7.M. 

28  14-47 

•288500 

519-082 

493186 

27-28 

28-4 

ATM*age   

•3647795 

468-699 

466  486 

81-02666 

2fr86f 

THERMAL  EFFECTS  OF  ELECTRIC  CURRENTS.      555 

The  calorimeter^  in  the  foregoing  experiments^  was  sup- 
ported on  the  edges  of  a  light  wooden  frame.  It  was  care- 
fully guarded  against  draughts  by  screens  coated  with  tinfoil 
placed  at  a  foot  distance*  The  stirrer  consisted  of  a  vertical 
copper  rod,  to  which  vanes,  on  the  plan  of  a  screw  propeller, 
were  soldered  at  four  equidistant  places.  The  rod  extended 
2  inches  above  the  calorimeter,  and  was  there  affixed  to  a 
light  wooden  shaft  2  feet  long,  attached  at  the  upper  end  to 
the  last  spindle  of  a  train  of  clock- wheels.  The  weight  was 
35  lb.,  which,  falling  about  2  feet  per  hour,  produced  a  con- 
tinuous revolution  of  the  stirrer  at  a  rate  of  about  200  in 
the  minute.    The  action  of  the  stirrer  left  nothing  to  be 

Tfdrd  Series  of  Radiation  Experiments. 


Date. 

Tempentare 
of  air. 

Temperature 
oi\nUr, 

Biaeof 

FaU  of  weight 

iser. 

in. 

June  28, 10.38  a.m. 

460*527 

481990 

-1-48 

81 

„    28,    3.63  P.M. 

513  687 

606770 

0-76 

28-2 

„    29,11.65  a.m. 

493-088 

473-930 

1-82 

28 

„    29,   4.40  p.m. 

526185 

508*480 

1-88 

28-5 

July    1.    1.23   „ 

469-368 

442114 

2-46 

275 

„      2, 10.58  A.M. 

404-842 

439-790 

-2-82 

27 

„      2,    4.  6  P.M. 

401-779 

450  930 

-41 

28-5 

„      4, 11.46  A.M. 

492210 

427  517 

5-97 

28 

„      4,    4.42  p.m. 

541007 

484-927 

51 

26-5 

„    20,    1.  0   „ 

416-237 

409044 

1-03 

28-75 

„    22,    1.  6  A.M. 

474-393 

439140 

3-32 

30 

„    22,13.60  p.m. 

486-267 

480-106 

08 

28-75 

,,    23,  11.41  A.M. 

451-029 

456-947 

-01 

28-4 

„    23,    4.49  p.m. 

475-319 

486-113 

-0-65 

28-5 

„    24,12.54    „ 

441-677 

460-780 

-1-48 

265 

„    25,  10.40  a.m. 

435-863 

410237 

243 

28 

„    25,    3.27  p.m. 

515-653 

460939 

508 

28-8 

„    26,11.29  a.m. 

441256 

447526 

-0-2 

28-5 

„    26,    4.49  p.m. 

435-776 

472503 

-3-0 

29 

„    27,    1.7    „ 

404-58 

433-444 

-2-28 

29-8 

Aug.    2, 10.55  A.M. 

369-966 

87418 

-0-15 

2975 

„      2,   3.50  p.m. 

407  34 

406-42 

017 

27-8 

„      3, 11.30  A.M. 

435818 

401187 

324 

28-6 

„      3,    4.33  p.m. 

476-691 

446-393 

29 

27 

n      6,    1.16    „ 

457-87 

447*843 

1-05 

28-9 

„      8, 10.46  A.M. 

442-403 

426-304 

1-68 

29 

„      8,   4.17  p.m. 

480-901 

468143 

2-42 

29-7 

„        9,  11.61  A.M. 

466-428 

453149 

127 

265 

„      9,    6.37  p.m. 

490-308 

484-753 

0*66 

27-9 

.,    10,    1.20   .. 

50296 

472-469 

2-82 

28-6 

ATerege   

460-6808 

451-6356 

1-018 

28-498 
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desired.  It  was  started  five  minutes  before  an  experiment 
commenced^  and  kept  going  until  the  last  observation  of  the 
thermometer  had  been  made. 

Each  experiment^  as  in  the  second  series,  lasted  one  honr^ 
during  which  were  made  eight  observations  of  the  thermo- 
meter immersed  in  the  calorimeter,  twenty  of  the  tempera- 
ture of  the  air,  and  forty  of  the  deflection  of  the  galyano- 
meter. 

The  correction  to  be  applied  to  the  air-registering  ther- 

Determinations  of  Horizontal  Magnetic  Intensity, 


Weighing  by 

^-     tantf     * 

Date. 

deflection, 
9, 

correnfc-meter, 

w. 

1867. 
June  28,    1.30  p.m 

37  2^42 

f53K)4 

3-68334 

..    29,10.60  a.m. 

26  4306 

109  28 

8-67114 

„    29,    3.50  p.m. 

25  1256 

9604 

3-67964 

July    1.12.26    „ 

88  2356 

27235 

368144 

„      1,   6.20    „ 

38  59-25 

284-95 

3^634 

,.      2,    1.40    „ 

88  49-94 

2809 

368034 

„      4, 10.45  A.M. 

36  24*55 

106  25 

366894 

„      4,    3.46  p.m. 

26  10-55 

104-99 

3-68474 

„    20.  12  Noon. 

89  18-9 

289  875 

3-67484 

„    20,    4.40  p.m. 

41  11-35 

332825 

3-68504 

„    22,    1.30    „ 

41  21  4 

33513 

3-67594 

„    23,  10.45  a.m. 

32    5  1 

169-616 

367194 

„    23.    3.46  p.m. 

31  56-15 

168-608 

3-68224 

„    24,  11.61a.m. 

39  52^ 

301-591 

3-673«>4 

„    24.    6       P.M. 

40  24  9 

d]5-092 

3-68474 

„    26,    I.IO    „ 

41  27-95 

338391 

367964 

„    26, 10.30  A.M, 

84  40  45 

206*658 

367324 

„    26,    3.33  p.m. 

33  25  5 

188-675 

3^7864 

„    27.   12  Noon. 

43  1955 

386-0 

368194 

„    27,    6.12  p.m. 

42  48  53 

372-658 

3-68414 

Aug.    2,    1.80   „ 

41  1535 

332733 

3-67584 

„      8, 10.26  A.M. 

34  13  9 

198-99 

366464 

„      3,   3.83  p.m. 

33  40  3 

191-983 

367628 

„      6,12.12    „ 

35    9-8 

214117 

367156 

,.      6.   4.60   „ 

9>7    8-1 

248-258 

3-67784 

,.      8,    1.11    „ 

37  44-55 

259-867 

8  68110 

„      9.  10.63  A.M. 

31  23^5 

160^708 

3^7186 

„      9,   4.42  p.m. 

30  43-4 

15275 

3-67590 

..    10,12.12    „ 

36  25-4 

235-433 

3  67567 

„    10,   4.60   „ 

34  49-5 

2IJ9-608 

3-67864 

AyoraffO    

367771 
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mometer^  as  deduced  from  the  radiation  experiments  of 
this  third  series,  is  found  from 

217'452--10ar__488'807  +  20jp 
16-26  46-8 

whence  x,  the  quantity  to  be  added  to  the  observed  tempe- 
rature of  the  air  in  the  thermal  experiments,  =2*81.  The 
temperature  of  the  air  was  therefore  virtually  6*073  higher 
than  that  of  the  water.  The  results  also  show  that  the  unit 
of  effect  on  the  calorimeter  was  produced  by  a  difference  of 
temperature  of  11 '645. 

Hence  310266-:S?i=30-5051;   and  adding  -077  for 

the  unimmersed  part  of  the  thermometer-stem,  the  corrected 
thermal  effect  in  the  third  series  is  found  to  be  30*5821. 

The  average  capacity  of  the  calorimeter  was  equal  to  that 
of  93859  grs.  of  water,  being  made  up  of  91531  grs.  distilled 
water,  22364  grs.  of  copper,  486  grs.  of  tin  (the  weight  of 
the  coating  next  the  calorimeter),  52  grs.  silk  net  (half  that 
employed),  the  thermometer,  coil,  and  corks. 

The  equivalent  deduced  from  the  third  series  is  therefore 

(SS><3-6777yx -35478x32465480x3600 

^^'^^^ -4-- =25217. 

^'5^^1     93859 
l2^95r''^^^^ 

The  equivalents  above  arrived  at  are  : — 

From  Series  1.  Average  of  10,  25335. 
From  Series  2.  Average  of  15,  25366. 
From  Series  3.  Average  of  30,  25217. 

The  extra  precautions  taken  in  the  last  Series  entitle  the 
last  figure  to  be  taken  as  the  result  of  the  inquiry.  Reduced 
to  weighings  in  vacuo  it  becomes  25187. 


558  FREEZING-POINT  IN  THERMOMETERS. 


Observations  on  the  Alteration  of  the  Freezing-point 
in  Thermometers.    By  Dr.  J.  P.  Joule,  F.B.S.  &c, 

[Read  before  the  Manchester  Literary  and  Philosophical  Sodety,  Apdl 
16, 1867.   Memoirs  of  the  Society,  3rd  series,  voL  iii.  p.  292.] 

Having  had  in  my  possession,  and  in  frequent  use^  for  nearly 
a  quarter  of  a  century,  two  thermometers,  of  which  I  have 
from  time  to  time  taken  the  freezing-points,  I  think  the 
results  may  offer  some  interest  to  the  Society.  Both  ther- 
mometers are  graduated  on  the  stem,  and  are,  I  believe,  th 
first  in  this  country  which  were  accurately  calibrated 
Thirteen  divisions  of  one  of  them  correspond  to  one  degree 
Fahrenheit.  It  was  made  by  Mr.  Dancer,  in  the  winter  of 
1843-44.  My  first  observation  of  its  freezing-point  was 
made  in  April  1844.  Calling  this  zero,  my  successive  ob- 
servations have  given : — 

0  April  1844,  8*8  February  1853. 

5-5  February  1846.  95  April  1856. 

6-6  January  1848.  Ill  December  1860. 

6-9  April  1848.  118  March  1867*. 

The  total  rise  has  been  therefore  '91  of  a  degree  Fahren- 
heit. The  other  thermometer  is  not  so  sensitive,  having 
less  than  four  divisions  to  the  degree.  The  total  rise  of  its 
freezing-point  has  been  only  *6  of  a  degree ;  but  this  is 
probably  owing  to  the  time  which  elapsed  between  its  con- 
struction and  the  first  observation  being  rather  greater  than 
in  the  case  of  the  other  thermometer.  The  rise  of  the  two 
thermometers  has  been  almost  identical  during  the  last  nine- 
teen years. 

A  projection  of  the  observations  given  above  is  shown  in 
the  following  diagram  : — 

•  To  the  above  are  now  added  121,  Feb.  1870 ;  12-6,  Feb.  1873;  12-71, 
Jan.  1877;  12-92,  Nov.  1879;  and  13-26,  Dec  1882.  See  Proceedinga 
Lit  &  PhO.  Soc.  Feb.  22, 1870,  and  March  4, 1873. 
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April  1844. 

Fig.  96. 
0 

Feb  1846 

Jan.  1848. 

5-6 
6-6 

April  1848. 

6-9 

Feb.  1858. 

8-8 

April  1856. 

9-5 

Dec.  1860. 

111 

Mar.  1867. 

11-8 

Feb.  1870. 

12-1 

Feb.  1873. 

« 

12-5 

Jan.  1877. 

12-71 

Nov.  1879 

Dec.  1882. 

12-92 

13-26 
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On  a  New  Balance.    By  J.  P.  Joule,  D.CL.y  FM.S. 

[Read  before  the  Manchester  Literary  and  Philoeophical  Society,  March 
20, 1866.    Proceedings  of  the  Society,  vol.  v.  pp.  145  &  165.] 

De.  J.  P.  JouLB  exhibited  a  balance  which  he  had  con- 
structed on  the  principle  which  had  been  introduced  by 
Professor  Thomson,  and  employed  by  him  in  weighings 
for  a  long  time.     The  following  figure  will  fully  explain  the 
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instrument.  The  beam  has  a  leaden  weight  let  into  its 
extremity  b.  It  is  supported  by  a  wire  a  a  stretched  between 
the  sides  of  the  box  containing  the  balance.  This  wire  is 
led  round  so  as  to  form  the  suspender  ad  oi  the  scale.  The 
beam  is  limited  in  its  movements  by  fixed  supports.  Silk 
threads^  cc,  cc^  hanging  &om  the  cross  pieces,  form  a  gimbal 
system  by  which  the  scale  is  supported  in  such  a  manner 

Fig.  96. 
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that  any  yariation  in  the  position  of  the  weights  does  not 
alter  the  torsion  of  the    suspender.     A    counterpoise   is 
placed  on  the  stage  d.    When  an  article  is  to  be  weighed 
it  is  placed  in  the  lower  part  of  the  scale  s,  and  then^  the 
counterpoise   being   removed,   weights   are   placed   on   the 
stage  to  effect  the  counterpoise  in  the  new  condition.     The 
diflference  between   the  first  and  second  counterpoises  of 
course  gives  the  weight  required.    The  upper  edge  of  the 
beam  is  furnished  with  an  index  for  showing  minute  effects ; 
and  attached  to  this  is  a  small  bottle  e  for  holding  shot  or 
sand,  by  the  addition  of  which  the  stability  of  the  beam  may 
be  decreased  to  any  required  extent.    The  instrument  exhi- 
bited was  able  to  weigh  articles  of  upwards  of  3000  grains 
to  one  hundredth  of  a  grain.     Dr.  Joule  stated  that  he  had 
also  employed  Professor  Thomson's  principle  of  weighing  in 
the  construction  of  a  galvanometer  for  the  absolute  measure 
of  electrical  currents.     In  this  instrument  a  flat  coil  is  sus- 
pended between  two  fixed  flat  coils,  one  of  which  attracts 
while  the  other  repels  the  suspended  coil,  to  which  last  the 
current  is  conducted  by  means  of  the  suspending  copper 
wires.    This  electrical  balance  is  sensitive  to  one  part  in  two 
millions. 


On  an  Apparatus  for  determining  the  Horizontal 
Magnetic  Intensity  in  Absolute  Measure.  By  J.  P. 
Joule,  LL.D.^  F.R.S.,  &c.^ 

[tlead  before  the  Menchester  literaiy  and  Philodophical  Society,  March 
19, 1867.    Proceedings  of  the  Society,  toI.  tl.  p.  129.]  ' 

Many  years  ago  Weber  described  a  small  portable  appara- 
tus for  ascertaining  the  horizontal  component  of  the  intensity 
of  the  earth^s  magnetism.  In  it  a  magnetic  bar,  about  four 
inches  long,  was  vibrated  under  the  influence  of  the  earth's 
magnetism,  and  afterwards  employed  to  deflect  a  compass- 
needle.    The  moment  of  the  deflecting  bar  was  determined 

*  The  experiments  were  made  at  ThomcliflFyOld  Traflord,  near  Manchester. 
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from  its  dimensions  and  weight;  the  compass-needle  was 
supported  on  a  point  in  the  ordinary  manner;  and  no  aUow- 
ance  was  made  for  the  influence  of  the  earth  in  iacreasing 
the  strength  of  the  magnet  while  vibrating  in  the  magnetic 
meridian.  Notwithstanding  these  defects^  the  results  obtained 
were  of  considerable  accuracy,  and  justified  the  empLoyrnent 
of  the  portable  apparatus  by  trayeUers.  I  haye  endea- 
voured to  improve  Weber's  apparatus,  so  as  to  give  it  an 
accuracy  comparable  to  that  of  the  instruments  employed  in 
stationary  observatories,  without  increasing  its  expense  or 
diminishing  its  portability.  I  will,  after  these  preliminary 
observations,  at  once  commence  by  describing  the  various 
parts  of  the  apparatus  I  have  constructed  for  my  own  use. 

I  employ  two  deflecting-bars,  for  reasons  which  will  after- 
wards appear.  It  is  important  that  the  length  of  the  bars 
should  be  decreased  as  far  as  possible.  By  so  doing,  there 
is  greater  probability  of  obtaining  perfect  homogeneity  and 
accuracy  of  dimension,  whilst  they  can  be  more  readily 
and  thoroughly  magnetized.  I  have,  after  much  trial  and 
consideration,  fixed  upon  two  inches  as  the  most  convenient 
lengthy  and  on  a  quarter  of  an  inch  as  the  section  of  the 
bar.  The  bars  are  first  filed,  then  thoroughly  hardened,  and 
afterwards  ground  to  an  exact  figure,  the  operations  being 
finished  by  rubbing  the  bars  together  with  a  little  cutting 
powder  between  them.  The  bars  may  easily  be  made  so 
true  that,  when  dry  and  perfectly  polished,  they  will  adhere 
strongly  together.  When  finished,  they  must  be  measured 
by  a  standard  rule  under  a  microscope — ^the  means  of  obser- 
vations in  many  places  being  taken  for  the  respective  dimen- 
sions.   Their  weight  must  also  be  accurately  determined. 

The  moment  of  a  homogeneous  parallelopiped  in  vibra- 
tion is  found  by  multiplying  the  square  of  the  diagonal  of  the 
upper  surface  by  the  weight  of  the  bar  and  dividing  by  12. 
If  it  be  thought  desirable  to  test  the  accuracy  of  the 
moment  thus  deduced,  the  best  plan  is  to  fasten  small  cubes 
of  lead  to  the  ends  of  the  bar  by  an  elastic  band.  These 
cubes  must  be  carefully  wrought  and  measured ;  and  thdr 
moment  may  be  found  by  subtracting  the  moment  of  a  bar 
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of  lead  two  inches  long  from  that  of  a  bar  two  inches  long 
pins  the  length  of  the  two  pieces.  When  the  moment  of 
the  pieces  of  lead  is  determined,  that  of  the  steel  bar  may  be 
found  by  vibrating  it  first  by  itself,  and  then  with  the  lead 
cubes  attached.  Another  plan  is  to  hang  pieces  of  lead  from 
the  ends  of  a  filament  of  silk  thrown  over  the  bar ;  but  in 
this  case  great  care  is  requisite  that  the  filaments  have  very^ 
little  force  of  torsion,  and  that  the  vibration  is  very  slow. 
The  moments  of  the  four  bars  I  have  finished,  as  determined 
by  the  above  means,  are  as  follows  : — 


Bymcanm- 

Bj«iedl<»d 

By  suvended 

ment 

weights. 

Imd  weight*. 

Avence. 

No.  1  ... 

...  86-246 

86-173 

86-225 

86-215 

No.  2  .. 

...  86-424 

86-330 

86-435 

86-396 

No.  3  ... 

...  85-248 

85-070 

85-283 

85-200 

No.  4  ... 

...  84-843 

84-773 

84-906 

84-841 

The  results  show  that  the  moments  of  steel  bars,  when 
carefully  finished,  may  be  very  correctly  deduced  from  their 
linear  dimensions  and  weight. 

It  is  important  that  the  bars  should  be  thoroughly  and 
uniformly  magnetized.  This  is  best  effected  by  bringing  the 
ends  of  the  bar  into  contact  with  the  ends  of  two  straight 
electromagnets  of  considerable  power.  In  this  way  the 
confused  polarity  which  more  or  less  exists  in  all  bars  mag- 
netized by  stroking  is  avoided — the  result  being,  that  the 
magnetic  virtue  is  more  permanent,  and  at  the  same  time 
much  more  efEective. 

The  needle  to  be  deflected  should  be  of  small  dimensions, 
not  exceeding  half  an  inch  in  length.  It  may  be  conve- 
niently made  of  several  perfectly  hard  pieces  of  common 
sewing-needle  mounted  on  perforated  card.  A  glass  index 
should  be  affixed  to  it,  the  ends  being  furnished  with  very 
fine  bits  of  copper  wire.  These  show  well  when  traversing 
the  graduated  circle. 

A  circle  of  six  inches  diameter  will  be  found  a  convenient 
size.  It  should  be  divided  to  thirds  of  a  degree.  The 
deflections  may  be  read  off  with  sufficient  accuracy  by  the 

2o2 
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aid  of  an  eye-glass^  a  piece  of  looking-glass  being  placed  an 
the  table  to  ensure  the  correct  perpendicularity  of  the 
eye.  It  is  easy  after  a  little  practice  to  read  off  the  deflec- 
tions to  half  a  minute  or  less.  The  needle  should  be  pro- 
tected from  currents  of  air  by  being  placed,  with  its  circle, 
in  a  shallow  box,  covered  by  a  glass  plate,  in  the  centre  of 
which  there  is  a  hole  for  the  purpose  of  suspension, 

A  filament  of  silk  of  six  inches  length,  and  strong  enough 
to  carry  the  needle  with  safety,  will  be  found  to  give  m 
quantity  of  torsion  so  small  that  it  may  be  neglected,  not 
amounting  to  more  than  a  small  fraction  of  a  minute  in  a 
deflection  of  45°.  For  suspending  the  deflecting-bars  a 
stronger  thread  is  required ;  but  by  increasing  its  length  to 
four  or  five  feet,  the  effect  of  torsion  in  this  latter  case  also 
becomes  too  small  to  require  notice. 

The  remaining  part  of  the  apparatus  gives  the  means  of 
placing  the  deflecting-bars  at  accurately  measured  distances 
from  the  needle.  This  has  generally  been  done  by  means  of 
a  divided  metal  rod  ;  but  I  find  that  a  plain  board  of  well- 
seasoned  deal,  with  a  circular  hollow  excavation  in  the  centre 
for  the  graduated  circle,  answers  the  purpose  very  welL 
It  is  needfiil  to  be  able  to  place  the  bars  rapidly  to  an  exact 
position  on  the  board.  This  is  best  done  for  each  distance 
by  driving  pins  into  the  board,  and  cutting  them  off  pretty 
close  to  the  wood,  one  pin  regulating  the  distance  and 
two  others  the  direction.  It  is  only  necessary  to  push  the 
bar  up  to  its  defined  position.  The  distances  of  the  pins 
on  the  east  side  of  the  suspended  needle  from  the  correspond- 
ing ones  on  the  west  side  are  in  my  own  apparatus  15,  20, 
25,  and  30  inches,  half  those  distances  being  the  mean 
distances  of  the  bar  from  the  needle.  The  first  two  distances, 
however,  are  all  that  are  actually  required. 

In  making  the  observations  of  deflection  two  bars  are 
used,  one  on  the  east  side,  the  other  on  the  west  of  the 
needle.  They  must  be  carried  to  their  respective  places  by 
wooden  pincers,  and  on  no  account  touched  by  the  fingers 
or  subjected  to  any  violence.  The  deflection  marked  by  the 
pointer  at  both  ends  of  the  needle  must  be  observed ;  and 
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then  the  bars  must  be  reversed  and  the  deflection  in  the 
other  direction  also  observed.  The  bars  must  then  be  re- 
moved to  the  next  distances  and  the  observations  repeated. 
Finally,  the  bars  must  be  made  to  change  sides  from  east  to 
west,  and  all  the  former  observations  repeated  in  the  reverse 
order.  Thus  eight  separate  observations  are  obtained,  of 
which  the  average  gives  the  deflection  due  to  any  given 
distance. 

The  only  further  observation  required  for  finding  the 
earth's  horizontal  intensity  is  that  of  the  number  of  vibra- 
tions of  the  bars  under  the  influence  of  the  earth's  magnetism. 
It  is  clear  that  when  a  bar  is  vibrating  about  the  magnetic 
meridian  its  magnetism  is  slightly  increased  by  the  inductive 
influence  of  the  earth,  and  that  thus  the  number  of  vibrations 
is  increased.  The  use  of  two  bars  enables  me  to  get  rid  of 
thi^  difficulty  in  a  very  simple  manner.  I  find  the  distance 
at  which  one.  bar  must  be  held  below  the  other  so  as  to 
counteract  the  earth's  magnetism ;  then  I  suspend  the  two 
bars,  one  beneath  the  other,  at  that  interval,  and  vibrate 
both  together.  The  result  gives  the  number  of  vibrations 
due  to  the  magnetism  of  the  bars  as  uninfluenced  by 
induction. 

The  method  of  suspension  I  have  found  most  convenient 
is  as  follows : — A  fine  wire  is  twisted  round  the  centre  of 
one  of  the  bars,  forming  a  loop  which  is  caught  by  a  small 
hook  fastened  to  the  extremity  of  the  suspending  fibre. 
Then  a  filament  of  silk  of  the  proper  length,  tied  at  the 
ends  so  as  to  form  a  long  loop,  is  thrown  along  the  length 
of  the  suspended  bar,  and  the  ends  of  the  other  bar  are 
placed  in  the  ends  of  the  loop.  There  is  some  slight  difficulty 
in  making  the  bars  hang  quite  horizontally ;  but  this  may 
be  overcome  by  a  little  practice.  The  proof  of  accurate 
horizontal  position  is  made  by  looking  at  the  bar  and  a  spirit 
level  simultaneously  from  a  distance  with  a  telescope. 

The  bars  being  arranged  as  above  in  one  system,  and 
having  nearly  the  same  amount  of  magnetism  in  each,  vibrate 
with  perfect  regularity.  To  asfcertain  the  time  occupied  by 
the  vibrations,  I  look  at   the  system  through   a   telescope 
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placed  at  a  distance  of  two  or  three  yards,  a  clock  beating 
seconds  being  within  hearing.  Then  I  have  a  slate,  divided 
into  ten  columns ;  and  each  time  that  I  note  the  end  of  a 
vibration  I  make  a  mark  on  the  slate,  counting  at  the  same 
time  the  ticking  of  the  clock.  Every  time  that  the  end  of 
a  vibration  appears  to  be  sensiWy  coincident  with  the  beat 
of  the  clock,  I  write  the  number  of  seconds  on  the  slate 
alongside  the  usual  mark.  After  observing  the  vibrations 
(which  ought  not  to  exceed  3^  of  amplitude)  for  about  ten 
minutes,  materials  will  have  been  collected  for  obtaining  a 
suflBciently  accurate  determination  of  the  time  of  vibration 
by  dividing  the  times  between  the  several  coincidences  by 
the  number  of  intervening  vibrations  and  taking  the  mean 
of  the  whole. 

As  has  been  shown  by  Gauss  and  Weber,  if  M  be  the 
force  of  the  magnetic  bars  in  absolute  measure,  6  the  angle 
of  deflection  produced  at  the  distance  R,  and  T  the  absolute 

horizontal  intensity  of  the  earth's  magnetism,  -=  = ^ > 

but  approximaitely  only,  because  the  deflccting-power  of  a 
bar  decreases  in  a  more  rapid  ratio  than  the  inverse  cube  of 
the  distance,  on  account  of  its  own  magnetic  length.  Hence 
the  necessity  of  a  correction,  which  may  be  found  by  observ- 
ing the  deflections  at  two  distances  R  and  Rj,  firom  which  we 

,^.      TO     SRHan^-Ri'tan^i        ,  t       •      i:       .i. 

obtam   L^=,wo  i.  — ii— Ti-T — iix>    where    L    sigmfies    the 
2(Rtan^-Ri  tan^i)  ^ 

virtual  half  length  of  the  bar.  Then  we  obtain  the  closely 
correct  value  ^n  =  — o ^^^  ^^^  ^'    Calling  this  quantity 

r,   as   in   Gauss   and   Weber's   equation,   we    have    finally 

1      /l2C 
T=  \/  — ,   where  t  is  the  time  of  vibration  in  seconds, 

C  is  the  moment  of  inertia  of  the  bars  multiplied  by  tt*,  and 
12  is  the  coefl^ient  to  reduce  from  inches  to  feet. 

The  following  were  the  data  for  determining  the  horizon- 
tal intensity  on  four  several  occasions : — 


\ 

\ 
\ 


/ 
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Jan.  29th,  Feb.  5th,         Feb.  lltfa,        March  IGth, 

1867.  1867.  1867.  1867. 

C 1691-80  1690-04  1690-04  1690-04 

R 75  7-6  7-5  10 

Ri    10  10  10  12-5 

tan  e  -913087  -97862  -97620  -4061Q 

tanOj  -379294  -40607  -40480  -20656 

t  2-8407  2-7446  2-7483  2-7423 

L»    -9679  1-028  1-0122  -9007 

r 186-976  198-861  198-303  199396 

T 3-6779  3-6796  3-6796  8-6776 

The  above  determinations  were  obtained  in  a  room  in 
which  there  are  several  pieces  of  iron  in  fixed  positions^  and 
in  the  neighbourhood  of  which  are  some  considerable  masses 
of  that  metal.  I  have  ascertained  that  these  had  an 
influence  in  increasing  the  intensity  by  about  a  fortieth.  My 
current-meter,  by  which  the  horizontal  intensity  is  immedi- 
ately deduced  from  a  comparison  of  its  weighings  with  the 
deflections  of  a  tangent  galvanometer  included  in  the  same 
circuit,  shows  a  gradual  increase  of  the  intensity  since  last 
September,  conformably  with  the  results  obtained  in  past 
years  at  Kew. 


Note  on  the  Tangent  Galvanometer. 
Byi.V.  Joule,  Z2:.i).,  F.R.8.,  &c. 

[Proceedings  of  the  Manchester  Literary  and  Phibsophical  Society,  vol. 
vL  p.  136.  See  also  a  valuable  paper  by  Professor  W.  Jack;  M.A.,  ibid, 
p.  147.] 

It  is  well  known  that  a  current  circulating  round  a 
magnetic  needle  produces  a  deflection  of  the  latter,  the 
tangent  of  which  is  approximately  proportional  to  the 
strength  of  the  current.  Pouillet  made  the  approximation 
much  more  close  by  using  a  broad  strip  of  copper  bent  into 
a  circle,  instead  of  the  usual  coil,  and  thus  obtained  the 
instrument  commonly  known  as  the  tangent  galvanometer. 
The  arrangement  of  Pouillet  ensures  a  close  approximation, 
it  is  true,  but  it  does  not,  after  all,  exactly  fulfil  the  law  of 


668  ON  THE  TANGENT  GALVANOMETER. 

tangents;  and  in  absolute  measurements  it  has  the  dis- 
advantage  that  the  diameter  of  the  circle  of  ribbon  cannot 
be  taken  as  the  virtual  diameter.  It  appeared  to  me  that 
the  best  plan  for  a  galvanometer  would  be  to  use  a  wire  erf" 
about  one  tenth  of  an  inch  diameter  surrounding  a  short 
needle,  and  to  supply  the  small  correction  needed  to  the 
tangents  of  the  deflections  of  the  latter. 

Calling,  then,  6  the  angle  of  deflection,  /  the  magnetical 
length  of  the  needle  (generally  about  four  fifths  of  the  actual 
length),  and  d  the  diameter  of  the  coil,  we  have 

{ (2sin  Of-  (cos ^'iQ^tan  G, 

or,  more  elegantly  and  simply,  as  suggested  to  me  by  Pro- 
fessor Jack, 

~(4tan«^-l)^.sin2^, 

for  the  correction  to  be  supplied  to  the  tangent  of  the  angle 
observed.  This  correction  is  additive  at  great  deflections, 
and  subtractive  at  small  ones,  whilst  at  26°  34/  the  correction 
vanishes. 

It  seems  therefore  desirable  that  in  exact  researches  a 
needle  of  small  length  should  be  employed,  and  the  appa- 
ratus so  arranged  as  to  give  a  deflection  somewhere  about  the 
above-indicated  angle,  where  the  correction,  if  needed  at  all, 
wovXA  be  of  trifling  amount. 


Additional  Note  on  the  Galvanometer. 
By  Dr.  J.  P.  Joule,  JP.JJ.iS. 

[Bead  before  the  Manchester  1/iterary  and  Philosophical  Society, 
April  2, 1867.    Proceedings  of  the  Society,  voL  vi.  p.  161.] 

The  current-meter  h^s  enabled  me  to  find  experimentally 
the  diminution  of  deflection  consequent  on.  an  increase  of 
the  length  of  the  needle.  This  was  done 'by  comparing  the 
square  roots  of  the  weighings  of  the  meter  with  the  deflec- 
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tions  occasioned  by  a  coil  15*2  inches  diameter^  in  the  centre 
of  which  needles  of  1,  2,  and  4  inches  length  were  succes- 
sively placed.  I  find  the  fractions  representing  the  loss  on 
the  tangents  of  deflection  as  follow : 

From  1  -in.  to  2-in.  From  1  -in.  to  4-iD. 

Needle.  Needle. 

68°  21'  -02239  loss -11268  loss. 

42«>  -00993  loss -04870  loss. 

27'=>  2'  00023  gain -00264  loss. 

19<>  r  -00287  gain -01646  gain. 

Hence  the  total  fractions  gained  or  lost  by  the  two 
needles  are : — 

For  2-in.  Needle.  For  4-in.  Needle. 

68°  21'  02986  loss    12009  loss. 

42°  01324  loss    05194  loss. 

270  2'     00032  gain -C0230  loss. 

19<>  r     -00383  gain -01756  gain. 

Since  my  last  communication  I  have  made  trial  of  many 
bars  and  needles^  and  find  that  the  magnetic  length  is  about 
i  of  the  actual  in  most  cases.  If,  therefore,  instead  of  /  we 
take  the  actual  length  of  the  needle  n,  the  correction  to  be 
applied  to  the  tangent  of  deflection  will  be  nearly 

The  fractions  of  loss  or  gain  calculated  from  this  formula 
for  the  deflections  experimented  with  are  as  follow  : — 

For  2-in.  Needle.  For  4-in.  Needle. 

68°  21'  -02873  loss    -11493  loss. 

42°  , . .    01072  loss    -04290  loss. 

27°  2'     00029  loss    -00116  loss. 

19°  r     -00406  gain    -01625  gain. 

Very  curious  phenomena  present  themselves  as  the  needle 
is  prolonged.  There  ultimately  becomes  a  point  of  stable 
equilibrium  on  the  other  side  of  the  meridian.  The  follow- 
ing rough  results  obtained  with  a  coil  of  7^  inches  diameter 
will  give  an  idea  of  these  changes  : — 
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UnBteble 

Leitfth  Deflection  D^eotion  EqnilibrhnB 

m  on.  the  on  the  on  the 

Needle.  luaal  Biae.  oppoMte  tide.  oppoote  ade. 

indi. 

1  74°  —  — 


2  72°  —  — 

3  68°  —  — 

Si 65|°  —  — 

4  62°  —  — 

^ 56°  —  — 

6  60°  —  — 

H 414^ -  — 

6  34°  --  — 

6J 23°  35° 35^ 

6| 21°  47° 26*^ 

7  17°  67° 14° 

7i 13°  69° 13° 

7i 8  69° 6 

8  —  63° 

9  —  62° 

10  —  61° 

11  —  69° 

12  11°  68° 

13  17°  66° 

14  20° 

15  23° 


On  a  Self'Acting  Apparatus  for  Steering  Sfdps. 
ByDx.  J.  P.  Joule,  F.R.S. 

[Read  before  the  Institution  of  Engineers  in  Scotland,  June  18, 1865u 
Transactions  of  the  Institution;  vol.  yiii.  p.  66.] 

Some  investigations  in  which  I  have  been  recently  engaged 
have  led  me  to  the  construction  of  magnetic  needles  having 
considerably  greater  directive  power  than  those  in  common 
use.  It  has  occurred  to  me  that  it  might  be  possible  to 
apply  the  power^  thus  increased,  to  the  purpose  of  the  auto- 
matical steering  of  ships.  My  idea  is^  to  suspend  a  large 
compound  system  of  needles  or  magnetic  bars  in  the  way 
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first  described  by  Professor  Thomson^  viz.  by  threads  or  fine 
'wires  attached  above  and  below  the  system.  By  means  of  an 
electromagnetic  relay  it  would  be  possible  to  start  a  powerful 
machine  in  connexion  with  the  tiller  whenever  the  ship 
deviates  from  a  prescribed  course. 

Suppose  a  system  to  be  composed  of  a  thousand  4-inch 
bar  magnets^  each  i  of  an  inch  in  diameter,  arranged  in  a 
vertical  column,  say  5  in  breadth  and  200  in  height.  Ac- 
cording to  a  rough  estimate  I  have  made  of  the  directive 
force  of  such  a  system,  I  find  it  to  be  equal,  at  one  inch  from 
the  axis  of  revolution,  to  300  grains  when  at  right  angles  to 
the  magnetic  meridian.  This  corresponds  to  31  grains  at  6^ 
deflection,  and  5  grains  at  1°.  Five  grains  would  be  amply 
sufficient  to  overcome  any  resistance  to  motion  offered  by  a 
mercury  commutator;  and  30  grains  would  be  more  than 
sufficient  with  a  properly  constructed  solid  metallic  com- 
mutator. 

I  would  have  a  bent  wire  affixed  to  the  lower  end  of  the 
system  of  magnetic  bars,  one  extremity  of  which  should  be 
immersed  in  a  central  cup  of  mercury,  and  the  other  should 
dip  in  one  or  the  other  of  two  concentric  semicircular 
troughs  of  mercury  exterior  to  the  central  cup. 

I  would  place  the  central  cup  in  connexion  with  one  of  the 
poles  of  a  voltaic  battery.  The  other  pole  must  be  in  con- 
nexion with  a  branched  conductor  leading  to  two  electro- 
magnets. The  free  wires  of  these  electromagnets  should  be 
put  in  connexion  with  the  semicircular  troughs. 

By  this  arrangement  it  is  obvious  that,  accordingly  as  the 
wire  carried  by  the  magnetic  system  is  immersed  in  the  one 
or  the  other  of  the  semicircular  troughs,  one  or  the  other  of 
the  electro-magnets  will  be  excited. 

An  armature  should  be  placed  between  the  two  electro- 
magnets, so  as  to  reciprocate  between  them  whenever  the 
wire  passes  from  one  semicircular  trough  to  the  other. 

In  so  doing  I  would  have  the  armature,  suitably  connected 
by  levers  &c.,  to  operate  on  easily-acting  valves  (throttle- 
valves  for  instance)  placed  in  steam-pipes  proceeding  from  a 
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steam-boiler  to  opposite  ends  of  a  cylinder.  A  similar  ar- 
rangement might  be  made  for  working  the  exit  valves. 

The  piston  of  this  cylinder  should  be  connected  with  the 
tiller  in  such  sort  that  whenever  the  ship  turns  to  the  right 
the  helm  will  be  put  to  port,  so  as  to  bring  her  back  to  her 
course. 

It  is  obvious  that,  if  the  dipping  bent  wire  is  in  the  direc- 
tion of  the  magnetic  axis  of  the  compound  system  of  magn^, 
and  the  division  between  the  semicircular  troughs  is  in  the 
direction  of  the  ship^s  length,  the  ship  will  be  kept  directed 
to  the  magnetic  north.  By  turning  the  commutator  in  the 
direction  of  the  hands  of  a  clock,  the  ship  will  at  once 
change  to  a  course  the  same  number  of  degrees  west  of 
north. 

The  use  of  such  an  apparatus  as  I  have  described  would  of 
course  be  limited  to  very  extraordinary  circumstances.  In 
general  practice  it  will  be  impossible  advantageously  to  dis- 
place the  intellectually-guided  hand  of  the  steersman,  whose 
art  consists  in  a  great  part  in  anticipating  the  motion  of  the 
ship,  and,  in  heavy  seas,  in  directing  his  ship  so  as  to  en- 
counter them  with  safety. 

Note  by  the  Author,  received  25th  Jan,  1865. — I  find,  on 
trial,  that  a  much  smaller  number  of  magnets  than  that  I 
have  mentioned  is  able  to  work  a  mercurial  commutator. 
Fifteen  4-inch  bars  would  be  amply  sufficient  to  overcome 
the  adhesiveness  of  the  mercury  to  the  wires  dipping  into  it 
when  the  deflection  is  one  degree.  A  similar  observation 
applies  to  the  metallic  commutator.  Professor  Thomson, 
however,  has  shown  me  a  far  more  delicate  mode  than  either 
of  the  above.  In  his  plan  a  single  bar  magnet  is  suspended 
by  a  fine  platinum  wire.  To  one  arm  of  the  magnet  a  pla- 
tinum wire  is  attached  vertically.  Two  horizontal  parallel 
fixed  wires  are  placed  on  either  side  of  the  suspended  one. 
Whenever  either  of  the  fixed  wires  is,  by  the  motion  of  the 
ship,  brought  into  contact  with  the  wire  carried  by  the 
magnet,  a  current  passes  to  it  from  the  suspending  wire. 
This   current   excites   an  electromagnetic   relay,  by  which 
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another  current  is  thrown  upon  an  electromagnet  powerful 
enough  to  work  the  valves  of  the  steam-cylinder.  Experi- 
ments conducted  in  the  Physical  Laboratory  of  Glasgow 
College  are  quite  conclusive  as  to  the  practicability  of  this 
plan,  and  demonstrate  the  possibility  of  directing  a  ship  by 
the  agency  of  a  needle  much  less  powerful  than  that  of  an 
ordinary  compass. 


On  a  Thermometer  unaffected  by  Radiation. 
By  Dr.  J.  P.  Joule,  F.B.S.  &c. 

[Read  before  the  Manchester  Literary  and  Philosophical  Society, 
Nov.  26, 1867.    Proceedings  of  the  Society,  vol.  vii.  p.  36.] 

In  the  annexed  figure  a  is    a  copper  tube  Fig.  97. 

about  one  foot  long,  and  has  a  tube  open  at 
both  ends  in  the  centre.  Water  is  poured 
into  the  space  between  the  two  tubes.  In 
the  centre  tube  there  is  a  spiral  of  fine  wire 
suspended  by  a  filament  of  silk,  and  having 
a  mirror  at  m.  There  is  a  lid  at  /?,  which 
can  be  removed  at  pleasure  from  the  lower 
end  of  the  tube.  When  p  is  situated  as  in 
the  figure,  there  can  be  no  draught,  and 
consequently  the  spiral  with  its  mirror  is 
at  zero  of  the  scale.  But  when  j9  is  re- 
moved, there  is  a  current  of  air,  which  turns 
the  spiral  if  the  air  in  the  tube  has  a  dif- 
ferent temperature  from  that  of  the  outside 
atmosphere.  In  my  apparatus,  one  degree 
Fahr.  produces  an  entire  twist  of  the  fila- 
ment. I  find  that  the  temperature  of  the 
water  is  generally  warmer  than  that  of  the  outside  atmo- 
sphere, which  must  be  owing  to  the  conversion  of  light  and 
other  radiations  into  heat  on  coming  into  contact  with  the 
copper  tube.  I  have  tried  the  apparatus  in  the  open  air  on 
a  still  day,  with  the  same  result.     Of  course  when  there  is 
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wind  the  eflTect  is  masked;  but  I  feel  confident  that  by 
increasing  the  length  of  the  tube,  making  it  30  feet  for  in- 
stance, and  using  certain  precautions,  this  difficulty  may  he 
overcome. 


Note  on  the  Besistance  of  Fluids. 
By  Dr.  J.  P.  Joule,  F.B.S.  &c* 

[Proceedings  of  the  Manchester  Literary  and  Philosophical  Societr, 
vol.  vii.  p.  223.] 

Coulomb  appears  to  have  been  the  first  who  pointed  out 
clearly  the  two  sources  of  resistance  to  bodies  moving  in 
fiuids — the  first  varying  in  the  simple  ratio,  the  second  in  the 
duplicate  ratio  of  the  velocity.  He  found  the  simple  ratio  to 
prevail  only  at  the  very  slow  velocity  of  not  more  than  half 
an  inch  per  second.  I  have  long  had  in  view  experimenta 
for  the  purpose  of  further  illustrating  this  subject,  and  possesa 
an  apparatus  which,  although  constructed  so  long  ago  as  1849, 
I  have  not  experimented  with  before  the  last  few  weeks.  It 
consists  of  two  vertical  disks  of  turned  and  polished  sted, 
each  18  inches  in  diameter,  which  revolve  between  corrugated 
iron  plates  at  about  one  quarter  of  an  inch  distance.  The 
axle  passes  through  a  leather  collar ;  and  the  weight  of  the 
disks,  which  is  considerable,  is  supported  by  friction- wheds. 
Revolution  is  eflFected  by  the  agency  of  weights  and  pulleys. 
A  train  of  wheels  in  connection  with  the  axis,  by  which  a 
papered  drum  is  moved  under  a  pen  worked  by  a  pendulum, 
furnishes  the  means  of  measuring  the  velocity.  The  following 
are  the  results  at  which  I  have  already  arrived : — 

Velocttiea  of  rim,  in  feat  Index  of  the  power  of 
per  second,  between  (he  Telodtj  which 

which  the  experi-  ic  proportional  to  the 
Flmid.                      menti  were  made.  reeittanoe. 

I    0-7   and   6-36  0-64     , 

Air \    5-36  „    13-2  0-98 

I  13-2     „    23-03  1-7 

Water  I   ^'^^   »'       ^'^  ^"^ 

^**^^ I  5-2     „    13-44  1-78 

Oil 019  „      1-78  1-24 

•  The  experiments  were  made  at  Thomdiff,  Old  Trafibrd,  near  Han- 
Chester. 
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I  infer  from  the  above  that  in  the  circumstances  of  these 
experiments  the  resistance  of  liquids  up  to  five  feet  per 
second  is  nearly  in  the  simple  proportion  of  the  velocity. 
The  following  are  my  results  as  to  the  resistance  due  to  given 
velocities : — 

B«ti8tanoe  referred  to        Velocity  of  rim,  in 
Floid.  rim,  in  grains.  feet  per  tecond. 

Air    863  23 

Water  6267  18-44 

Oil     6716  1-79 

When  the  liquids  were  exposed  to  three  atmospheres' 
pressure^  the  resistance  appeared  to  be  slightly  increased.  I 
hope  to  clear  up  this  and  other  points^  and  to  obtain  more 
exact  results^  when  the  apparatus  shall  have  received  the  im- 
provements which  have  suggested  themselves  in  the  course  of 
this  preliminary  inquiry. 


On  a  New  Magnetic  Bip-Oircle. 

[Read  before  the  Manchegter  Literary  and  Philosophical  Society,  April  6, 
1869.    Proceedings  of  the  Society,  vol.  viii.  p.  171.] 

Dr.  Joule,  F.R.S.,  gave  an  account  of  his  endeavours  to 
improve  the  instrument  known  as  the  Dip-Circle,  which, 
notwithstanding  what  had  been  done  by  Lloyd  and  others, 
was  not  comparable  in  delicacy  to  the  declinometer.  The 
ordinary  mode  of  causing  the  axis  of  the  needle  to  roll  on 
agate  planes  first  claimed  attention.  He  found  it  possible  to 
obtain  a  steel  cylinder  of  beautiful  accuracy  as  follows  : — 
A  steel  wire,  stretched  by  a  weight  hanging  from  one 
extremity,  being  heated  to  redness,  draws  out  a  certain 
length,  and  in  so  doing  becomes  perfectly  straight.  The 
wire  is  then  divided  into  pieces  each  about  two  inches  long, 
which  are  ground  true  and  then  polished  by  rolling  them 
against  one  another.  If  the  operation  has  beencare  fully 
conducted,  one  wire  laid  across  two  others  will  roll  noise- 
lesssly  down  an  almost  imperceptible  gradient.  The  plan 
of  suspension  thus  indicated  appeared  better  than  the  use  of 
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agate  planes^  inasmuch  as  dust  and  moisture  were  less  Ukdj 
to  interfere  with  the  delicacy  of  the  indications.  Nevathe- 
less  it  was  impossible  altogether  to  avoid  the  effects  of  these 
impediments  to  free  rotation^  and  the  more  so  as  the  obstruc- 
tion to  rotation  is  proportional  to  the  square  root  of  the 
height  of  any  small  particle  between  the  rolling  surfaces.  In 
fact,  on  narrowly  watching  the  periods  of  oscillation  they  were 
invariably  found  to  become  sensibly  quicker  when  the  arc  was 
very  small^  showing  that  the  needle  was  rocking  on  two 
points. 

The  suspension  by  inclined  silk  threads  was  then  tried, 
but  soon  abandoned,  as  it  was  found  that  the  violent  torsion 
at  the  points  of  attachment  could  not  be  certainly  allowed 
for,  owing  to  the  viscosity  of  the  threads. 

The  system  brought  now  before  the  Society  was  free  from 
the  above-named  evils.  In  it  each  end  of  the  axis  of  the 
needle  is  suspended  by  a  fibre  of  silk,  on  which  it  rolls. 
Small  washers  on  the  axis  serve  to  keep  the  fibres  in  a  defi- 
nite position.  The  ends  of  the  fibres  are  supported  by  the 
extremities  of  a  delicate  balance-beam  placed  at  the  top  of 
the  instrument.  Small  pins  &c.  are  used  for  adjusting  the 
length  of  the  fibres  and  to  regulate  the  centre  of  gravity  of 
the  beam.  The  needle  itself  is  a  piece  of  softened  watch 
mainspring,  sufficiently  long  to  extend  completely  across  the 
graduated  circle.  It  is  seven  inches  long,  and  weighs  18 
grains.  A  glass  plate  fastens  before  the  instrument  by  a 
notch.  By  the  reflection  of  the  eye  of  the  observer  from 
this  glass,  parallax  is  avoided,  while  the  position  of  each  edge 
of  the  needle  is  read  off  by  an  eye-glass  to  a  minute  of  arc. 
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Notes  on  the  ahove^  with  Experiments. 
By  Dr.  J.  P.  Joule,  F.B.S. 

[Added  August  1881.] 
The  Dip-Circle  described  in  the  previous  paper  received 
Buccessive  improvements  until  it  assumed  the  form  shown  by 
a  drawing  e^bited  at  South  Kensington  in  the  Loan  Col- 
lection of  Scientific  Apparatus,  1876,  and  which  is  reproduced 
on  a  smaller  scale  in  the  adjoining  figure,  a  a  a  a  is  a 
^wooden  frame  into  which  a  graduated  circle  is  sunk  so  as  to 
be  flush  with  the  surface.  It  is  suspended  by  a  brass  wire  to 
a  clamp  which  can  be  rotated  on  the  top  of  the  instrument 
through  an  angle  of  180^  as  determined  by  the  fixed  pins  c  c. 
ddiasi  Ught  balance-beam  suspended  by  the  tension  wires  e  e ; 
from  this,  attached  to  four  pins,  proceed  the  two  loops  of 
split  silk  thread  on  which  the  gold  axis  of  the  needle  g  rolls. 
h  h  are  holes  for  the  insertion  of  pins  to  hold  the  needle  on 
occasion,  t  is  a  clamp  held  down  by  a  caoutchouc  band  jy 
by  which  the  needle  is  held  whenever  its  magnetism  is  to  be 
reversed,  ffish  piece  supported  at  one  end  by  a  hinge,  on 
the  other  by  a  screw,  whereby  the  needle  can  be  raised  or 
depressed  to  a  small  extent,  when,  by  their  altered  hygrome- 
tric  condition  or  temperature,  the  silk  or  spider  filaments 
become  altered  in  length.  A  is  a  paddle  plunged  in  a  vessel 
full  of  castor  oil  to  rapidly  arrest  the  oscillations  of  the 
frame  when  the  wire  by  which  it  is  supported  is  turned 
through  180^.  The  outer  frame  /  /  /  /  is  enclosed  behind 
and  in  front  by  plate- glass  doors  not  seen  in  the  figure. 

The  positions  of  the  pointed  ends  of  the  needle  are  observed 
with  a  telescope  revolving  on  an  axis  in  front  of  the  circle. 
A  peculiarity  of  this  telescope  is  that  its  object-glass  is  nar- 
rowed to  a  slit  parallel  to  the  needle,  by  which  clearness  of 
definition  of  the  graduation  is  secured  in  spite  of  the  distance 
intervening  between  the  needle  and  the  circle. 

The  two  component  parts  of  a  single  thread  of  the  silk- 
worm are  each  able  to  sustain  for  some  little  time  a  weight 
of  80  grains;  the  thread  of  the  diadema  spider  about  20 
grains.     A  fifth  of  the  breaking-strain  being  deemed  suffi- 
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Fig.  98.    Scale  J. 
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cient,  a  needle  weighing  63  grains  may  be  hung  on  silk^  and 
a  needle  of  16  grains  on  spider  threads.  The  wide  margin  of 
strength  is  needful  on  account  of  the  great  diminution  of 
elasticity  which  occurs  by  increase  of  the  hygrometric  con- 
dition^ to  which  I  shall  subsequently  allude.  The  needle  is 
of  softened  steel  spring  in  order  that  it  may  be  thoroughly 
and  uniformly  magnetized  by  two  strokes^  one  on  each  end, 
by  a  magnet  protected  from  actual  contact  by  a  covering  of 
silk  or  leather. 

In  using  the  instrument  both  ends  of  the  needle  are  in 
succession  observed.  Then  the  rotator  is  moved  through  180°, 
and  the  observations  are  repeated  on  the  other  side.  The 
magnetism  of  the  needle  is  then  reversed,  and  a  third  double 
observation  made.  Lastly  the  rotator  is  brought  back  to  its 
first  position,  and  the  final  readings  taken.  There  are  thus 
altogether  eight  readings  for  one  complete  observation  of 
the  dip,  which  when  done  leisurely  occupies  about  ten 
minutes.  The  difference  between  any  two  consecutive  deter- 
minations is  hardly  ever  greater  than  the  fraction  of  a 
minute,  or  such  as  may  be  fairly  attributed  to  a  change  in  the 
direction  of  the  earth's  magnetism  which  has  occurred  during 
the  interval. 

After  the  needful  correction  for  any  slight  displacement  of 
the  centre  of  gravity  of  the  needle  is  supplied  by  many 
observations,  reversal  of  its  magnetism  is  not  absolutely 
necessary,  and  the  dip  may  be  obtained  with  sufficient  accu- 
racy in  three  or  four  minutes. 

The  viscosity  of  the  suspending  fibres  has  a  slight  tendency 
to  increase  the  value  of  the  dip,  but  to  so  trifling  an  extent 
that  its  influence  may  be  neglected. 


The  following  experiments  on  the  strength  of  silk  and 
spider  filaments  were  made  by  me  in  1870.  The  breaking, 
weights  of  the  two  threads  were  respectively  80  and  18  grs. 
Having  suspended  a  weight  of  20  grs.  to  the  silk  and  5  grs. 
to  the  spider  line,  I  placed  them  along  with  a  thermometer 
in  a  glass  vessel,  and  then  observed  their  lengths  to  experience 
the  following  changes : — 
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Date. 

May  23 
„  24 
„  26 
„  26 
„  27 
„  28 
„  29 
.,  80 
81 
1 
2 


Tempe-       Atmoepherio 
rature.  condition. 


June 


62 

63-4 

62- 

68- 

670 

651 

69-0 

66-6 

61-7 

590 

60-7 


i 

1-4    -) 

i 


Moist. 

Grettinff 
graduaUv 
drier  till 
the  30th. 

Moist 
with 


Length  of 
^k. 
inches. 
120 
12^3 
12-062 
1207 
12-074 
12-077 
12-073 
12081 
12-09 
12-09 
12092 


Length  of 
Spidor-line. 
indieiL 
7-0 
7-015 
7-027 
7-081 
7-051 
7-05 
7-058 
7-07 
7-07 
7-07 
7-071 


On  heating  the  filaments  by  holding  a  hot  iron  near  them 
each  became  shortened  by  about  ^  of  an  inch.  Then  on 
moistening  them  with  water  they  were  elongated  to  12'S3 
inches  and  7*6  inches  respectively.  After  drying,  the  obaerra- 
tions  were  renewed  as  follow : — 


Date. 


Jane  5 


Tempe- 

Length of 

Length  of 

rature. 

Spider-line. 

9.0    A.M.    .. 

..  68 

12-33 

7-35 

4.30  p.m.  . 

..  78 

12-32 

7-345 

6.45  a.m.  .. 

..  64 

12-324 

7-352 

4.30  p.m.  .. 

..  79 

12-32 

7-342 

8.20  a.m.  . 

..  67 

12-314 

7-368 

5.0   P.M.  . 

..  80 

12-317 

7-348 

9.0    A.M.    . 

...  71-5 

12-332 

7-356 

3.2   P.M.  . 

..  77-6 

12-318 

7352 

9.15  a.m.  . 

...  64 

12-327 

7-356 

„    8 
„    9. 

On  adding  20  grs.  to  the  load  on  the  silk  filament^  makiiig 
on  the  whole  40  grs.,  its  length  was  increased  to  12-407, 
stretching  out  gradually  till  June  11,  when  it  broke.  The 
spider-thread  had  3  grs.  added^  making  8  grs.  altogether. 
Its  length  then  became  7*386  on  the  11th  June,  on  which 
day  I  gradually  increased  the  load  to  15  grs.,  which  broke  it 
after  stretching  it  a  short  time. 

In  December  1870  I  resumed  these  experiments.  I  ob- 
tained a  very  strong  diadema-spider  thread  whose  breaking- 
weight  was  27  grs.  Having  attached  to  it  a  weight  of  10  grs., 
I  siispended  it  in  a  glass  tube  having  some  chloride  of  cal- 
cium at  the  bottom  in  order  to  dry  the  air.  This  tube  wm 
placed  in  &  larger  beaker  to  act  as  a  bath. 
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Dec.  10. 


I>ate. 

Dec.  9.  12.0 
„       12.6 
„       12.10 
„       12.16 
„       12.20 
„       12.26 
„       12.30 
„       12.36 
.,       12.40 
12.45 
12.60 
10.0 
„       10.6 
„       10.10 
„       10.15 
„       10.20 
Dec.  11. 10.0 
Dec.  12. 10.0 
„       10.6 
„       10.10 
„       10.16 
„       10.20 
„       10.26 
„       10.30 
„       10.35 
„       10.40 
„       10.45 
„       10.60 
„       10.66 
„       11.0 
„       11.5 
„       11.10 
„       11.16 
„       11.20 
„       11.26 
„       11.30 
^       11.86 
„       11.40 
„       11.45 
^        12.16 
„       12.46 
2.0 
Dec.  13. 11.30 
Dec.  14  10.0 
Dec.  16. 11.46 
Dec.  23. 

Dec.  24. 

1871. 
April  4. 
June  14. 


NOON. 
P.M.    . 


A.H. 

n 


n 

99 
99 
99 
99 
99 
J> 
W 
9f 
» 
99 
99 
99 
W 
99 
» 
99 
W 

99 
99 
W 
99 
PJC. 

» 
99 

A.H. 


Tempe- 
rature. 

3£?6 

71-8 

93-6 
1230 

81-6 

440 

88-0 

74-2 
126-5 

76-0 

38-0 

40 

76-5 
114-0 

86-3 

40-2 

40 

38-8 

79-6 
1320 

83-7 

37-5 

80O 
126-2 

83-2 

420 

37-3 

34-6 

65-3 

84-2 
1020 
126-1 
148-0 
146-8 
1160 
114-0 

87-5 

63-8 

35-2 

36-3 

37-5 

39-3 

42-0 

46-8 

42-0 

33-6 
42-5 
21-7 
36 


Length, 
in. 
23-125  I 

22^1  I  ^^^  ahortening  for  83°-5 1 

22-975  -*. 

M-118  i  ^'^^^  lengthening  for  86^-0  fall 

23147 

23086 

23-022 


0*126  shortening  for  87^-6  rise. 


^-200  [  ^•178  lengthening  for  87o-6fall. 


f 


0-105  shortening  for   74°  rise. 
0-140  lengthening  for  73o-8falL 


23185 

23-119 

23-080 

23-120 

23-220 

23180 

23172  1 

23123}  0-092  shortening  for   93<>*2ri8e. 

23*080  I 

23-130  }  0-144  lengtheningfor  94°-6&U. 

23-224 

23-160  [  0-119  shortening  for  88<^-7ri8e. 

23-106  I 

28166/ 

23-231  Y  0-144  lengthening  for  91°-7fall. 

23-240 

23-249 -< 

23-216 

23-166 

23147 

23-126 

23-138 -< 

23-163 

23-188 

28-196 

23-231 

23-319 

23-400^ 

23-402 

23-400 

23-376 

23-289 

23-286 

23-286-' 

23-280  , 

23-267  y 

23-293 

23-272 


0-111  shortening  for  113o*5rise. 


0-262  lengtheningfor  112'>-8  M. 


^0-115  shortening  in  4  days. 


0-013  shortening  for    9^  rise. 

}  0-026  lengthening  for  20°-8fall. 
[  0-021  shortening  for  18°-3  rise. 


48 


23-288 
23-300 
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On  the  last-named  date  I  poured  a  little  water  into  tlie. 
tube,  which  had  the  immediate  effect  of  lengthening  the 
filament  half  an  inch.  Then^  on  reclosing  the  tube^  I  obtjdned 
the  following  measurements  : — 

^-^-  «3  '-^ 

June  16 68     23-96 

„    16 68-5 24-04 

„    17 67-6 24-09 

„    18 67-0 24-14 

„    19 66-0 24126 

„    20 64-5 24105 

„    21 60-7 24-09 

„    22 69-0 24-092 

„    23 56-0  , 24-09 

I  now  removed  the  calcium  chloride^  and  left  the  tube 
with  both  ends  open^  so  as  to  expose  the  filament  to  the  foil 
influence  of  the  atmosphere. 

Temperature. 

TUf^  Dry-bulb  Wet-bulb  t^mi, 

^^-  ther.  Ther.  ^««*- 

June  23 66-88 62°9  28-979 

„  24 69-6     6614 28-994 

„  26 68-82 6612 28-994 

„  26 60-96 66-82 23-900 

„  27 62-0     67-62 23-992 

„  28 61-35 680  24-010 

„  29 61-6     68-1  24-016 

On  the  30th  and  four  following  nights  the  window  of  the 
laboratory  was  left;  open  in  damp  weather^  with  the  effect  of 
lengthening  the  filament  to  24*090.  It  was  found  broken 
on  the  morning  of  July  5. 

I  suspended  a  weight  of  8  grs.  from  another  diademt- 
spider  thread  on  July  8.  Its  original  breaking-weight  was 
34  grs.  Its  length  was  examined  daily  until  August  8,  when 
it  broke.  In  this  experiment  the  filament  was  exposed 
alternately  to  the  atmosphere  in  its  natural  state  and  whoi 
dried  by  sulphuric  acid.  In  the  former  case  it  was,  cmteru 
paribus,  about  x^^  longer  than  in  the  latter.  The  filament 
increased  in  length  from  11 '62  inches  to  11 '93  in  the  first 
half  of  the  month,  and  then  to  11*99  in  the  last  half. 

I  took  a  remnant  of  the  last  broken  thread  and  immersed 
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it  alternately  in  air  and  water,  each  period  of  immersion 
being  abont  three  minutes.  I  added  the  stretching- weights 
grain  by  grain  till  it  broke. 

Stretchings  Length  Length 

weight.  in  Air.  in  Water. 

1  gr 8-6     3-63 

2  „     3-76 

3  , 3-76 

4  „     3-87 3-04 

6  „     3-94 400 

6  „  400 400 

7  „  4-00 404 

8  „  4-05 4126 

9„  411 

10  „     4-09 4-16 

11  „     416 broke. 

From  the  foregoing  observations  it  will  appear  thai  both 
the  silkworm-  and  the  spider-filaments  comport  themselves  in 
a  similar  manner  to  that  I  have  long  ago  observed  in  caout- 
chouc. They  assume  a  greater  tensile  force  when  they  are 
heated,  and  when  strained  they  have  a  tendency  to  return  to 
their  first  condition.  Used  in  an  ordinary  atmosphere^  they 
are  able  to  sustain  for  an  indefinite  time  a  load  of  one  third 
of  their  immediate  breaking-weight.  Hence,  although  the 
large  margin  of  strength  already  named  may  be  advisable 
when  the  instrument  is  exposed  in  very  damp  weather,  a 
needle  of  27  grs.  may  be  safely  suspended  on  moderately 
strong  diadema-loops  in  the  ordinary  atmospheric  condition. 


Observations  with  the  new  Dip-Circle. 
By  Dr.  Joule,  F.R.S. 

[Read  before  the  Manchester  Literary  and  Philosophical  Society,  Not.  1, 
1870.    Proceedings  of  the  Society,  vol.  x.  p.  16.] 

The  author  exhibited  a  series  of  curves  obtained  by  Dr. 
Stewart,  F.R.S.,  from  the  self-recording  instruments  at  the 
Kew  Observatory,  showiug  the  large  amount  of  disturbance 
of  the  magnetic  declination  and  horizontal  force  during  the 
progress  of  the  Aurora  of  the  25th  of  October.     He  also 
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showed  a  curve  of  the  changes  which  took  place  in  the  mag- 
netic dip  as  observed  on  the  same  day  by  himself  at  Broogfa- 
ton.  The  most  remarkable  variation  occurred  during  the 
interval  between  6*^  15"^  and  6*^23"'  G.  M.T.,  when  the  dip 
increased  from  69^  8'  to  70°  8(f. 


Notice  of  J  and  Observations  with,  a  new  Dip^Circle. 
By  J.  P.  Joule,  LL.D.,  F.R.S. 

[Report  of  the  British  Assodation,  Edinburgh,  1871,  p.  4S.] 

The  method  of  suspension  of  the  needle^  which  formed  the 
principal  feature  of  the  new  instrument,  was  explained.  The 
increased  facilities  of  observation  had  enabled  the  author 
to  trace  the  diurnal  variation  of  inclination  with  greater 
accuracy  than  he  believed  had  hitherto  been  done.  At  Man- 
chester, about  the  summer  solstice,  the  greatest  inclination 
was  found  to  occur  at  21^40"^  mean  local  time,  and  the  mean 
range  extended  5'  of  a  degree.  The  simultaneous  variation 
of  the  horizontal  force  was  such  as  to  indicate  that  the  total 
intensity  was  sensibly  a  constant  quantity. 


Description  of  an  Electrics-Current  Meter^. 
By  J.  P.  Joule,  D.C.L.,  FJR.S. 

This  instrument  is  similar  in  general  form  to  that  described 
in  the  Report  on  the  heat  developed  by  currents  of  electricity 
read  in  1867  before  the  meeting  of  the  British  Association. 

*  Constructed  at  Thorncliff,  Old  Trafford,  near  Manchester.  The  term 
was  adopted  after  some  consideration.  '^  Meier  (from  Mete),  a  measuxer  ** 
(Johnson),  has  too  long  been  in  use  as  an  English  word  to  allow  of  its 
combination  with  Greek  or  Latin  words.  Such  hybrid  words  as  Aorome^, 
hygrometery  chronometer^  &c.,  are  imfortunate,  and  tend  to  destroy  the 
elegance  and  purity  of  the  English  language. 
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The  dimensions  of  the  new  meter  which  I  am  about  to 
describe  are,  however,  lessened  by  the  use  of  coils  composed 
of  copper  riband  instead  of  round  wire.  The  dimensions  of 
the  coik  and  their  distances  asunder  are  exactly  three  fourths 
of  those  of  the  original  instrument.  So  that  the  two  are 
strictly  comparable. 

In  fig.  99,  a  a  represents  a  brass  tube  or  balance-beam, 
at  the  far  end  and  at  the  top  of  which  are  screws  with 

Fig.  99.    Scale  i. 


weights  on  them  for  the  purpose  of  adjusting  its  equilibrium. 
On  each  side  are  copper  wires  b  A,  by  which  the  balance-beam 
is  sustained.  These  wires  are  insulated  from  the  brass  tube 
by  ivory  pieces.  Passing,  without  touching  the  brass,  to 
the  fipont  of  the  beam,  they  are  stretched  by  a  glass  tube  c, 
then  support  the  glass  shelf  d,  and  finally  descend  perpen- 
dicularly to  the  movable  coil  /  placed  between  the  fixed 
coils  e  and  g.    These  three  coils  are  shown  by  the  explana-. 
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tory  figures  100,  101,  and  102.  The  actual  number  of 
convolutions  in  each  coil  is  66,  though  for  the  sake  of  clear- 
ness only  11  are  represented  in  the  figures.  These  coils  or 
spirals  are  constructed  of  ribands  of  good  conducting  copper, 
j^  of  an  inch  broad  and  about  ^q  of  an  inch  thick,  insulated 
by  being  bound  with  silk  tape.  Figs.  101  and  102  are  the 
fixed  coils  attached  to  wooden  boards,  and  kept  at  the  dis- 
tance of  f  of  an  inch  asunder,  measured  from  the  centre  of  the 

Fig.  100.    Scale  i. 


breadth  of  the  wires.  The  movable  coil,  fig.  100,  is  kept  from 
distortion  by  attachment  to  a  thin  sheet  of  glass.  Its  play 
between  the  two  fixed  coils  is  little  under  half  an  inch. 

The  current  from  the  voltaic  apparatus  first  traverses  the 
fixed  coils,  then  is  led  to  one  of  the  suspenders  at  b,  whence 
it  passes  through  the  system  of  wires  to  the  movable  coil  and 
thence  to  the  other  suspender,  and  so  returns  to  the  battery 
again.  Inasmuch  as  the  current  in  the  movable  coil  goes 
in  the  same  direction  as  in  the  upper  fixed  coil,  and  in  a 
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contrary  direction  to  it  in  the  lower  fixed  coil,  it  foUows 
that  in  whatsoever  direction  the  current  is  passed  through 
the  instrument,  its  strength  may  be  determined  by  the  weight 
required  to  be  laid  on  ^  to  keep  the  suspended  coil  in  its 
central  position. 

The  strength  of  the  current  as  determined  by  the  meter  is 
represented  by  the  equation 

C  =  ly/^l  1  -hcorrection  }, 

where  /  is  the  length  of  wire  in  any  one  of  the  three  equal 
coils,  a  the  area  of  a  coil,  and  w  the  weight  required  to  keep 
the  movable  coil  in  the  central  position.  The  correction 
depends  upon  the  distance  between  the  movable  coil  and 
the  fixed  ones ;  and  being  very  difficult  to  estimate  with 
the  requisite  exactness,  I  have  determined  it  by  passing  a 
current  through  the  meter  and  a  tangent  galvanometer 
having  a  single  circle  of  known  diameter,  ascertaining  at 
nearly  the  same  time  the  horizontal  intensity  of  the  earth's 
magnetism  at  the  place.  In  this  way  I  have  found  the  value 
of  the  correction  to  be  '1185  for  both  the  old  and  the  new 
instruments. 

The  current-meter  supplies  also  a  ready  and  accurate 
method  of  ascertaining  the  horizontal  intensity  of  the  earth's 
magnetism  in  absolute  measure.  For  this  purpose  it  is  only 
necessary  to  pass  a  current  in  one  stream  through  the  meter 
and  a  tangent  galvanometer.  The  formula  by  my  old  instru- 
ment along  with  a  tangent  galvanometer,  furnished  with  a 

single  circle  15*0535  inches  in  diameter,  is  H  = ^—. 

®  tan^ 

In  the  new  one  H  =  — - — ^ — .    The  first  formula  was 

tand 

employed  in  my  paper  on  the  heat  evolved  by  the  standard 
wire  of  the  British  Association;  but  the  last  is  considerably 
more  sensitive,  accurate  results  being  obtained  using  a  single 
cell  of  Bunsen's  battery.  I  exhibited  the  new  instrument 
at  the  Manchester  Literary  and  Philosophical  Society  on 
January   11,   1870;   and  the  observations   with  it,   which 
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occupied  only  a  few  minutes^  showed  that  the  absolute  hori- 
zontal intensity  of  the  earth's  magnetism  in  the  hall  of  the 
Society  was  3*88.  The  meter  in  connexion  with  a  dip  circle 
galvanometer  may  also  be  conveniently  employed  to  ascertain 
the  total  terrestrial  magnetic  intensity. 


Account  of  Experiments  on  Magnets  begun  in  1864 
at  Old  Trafford.    By  J.  P.  Joule,  F.R.S. 

[Written  in  1882-83.] 

In  the  endeavour  to  improve  some  of  the  instruments  used 
in  magnetical  observations,  I  have  been  led  to  seek  the 
means  of  procuring  magnets  of  high  intensity  and  great 
permanency. 

Scoresby*  appears  to  have  been  the  first  who  made  a 
careful  investigation  of  the  magnetical  properties  of  steel 
under  the  varied  conditions  of  quality,  mass^  shape,  and 
temper.  In  order  to  obtain  the  highest  retentive  power, 
Scoresby  found  that  it  was  necessary  to  harden  his  bars  to 
the  greatest  possible  extent  and  along  their  entire  length, 
and,  in  compound  magnets,  to  separate  the  constituent  plates 
by  intervening  spaces. 

Having  early  recognized  the  importance  of  using  small 
magnets  in  the  galvanometer,  I  was  guided  by  Scoresby's 
results  to  the  following  investigation,  in  which,  on  the  small 
scale,  I  fully  corroborated  the  principles  he  had  enunciated. 

Common  sewing-needles,  cut  into  uniform  lengths  and 
magnetized,  were  made  up  into  systems  by  inserting  them 
into  the  holes  of  perforated  cardboard.  But  it  was  found 
that  the  action  of  the  needles  on  each  other  very  greatly 
reduced  the  intensity  they  possessed  before  combination,  some 
of  them  even  having  their  polarity  reversed.  I  therefore 
procured  a  quantity  of  needles  of  various  sizes  in  an  early 
stage  of  their  manufacture,  immediately  after  the  hardening 

*  Magnetical  Observations,  Part  1, 1830,  and  Part  2,  1843 ;  Ix>ngman 
and  Co. 
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process^  in  which  condition  they  were  found  to  be  faitUe^ 
never  bending  permanently  before  breaking* 

I  constructed  seven  systems  of  one-inch  needles,  and  aix 
systems  of  half-inch  needles.  The  one-inch  systems  were 
arranged  either  as  shown  in  fig.  103  or  as  in  fig.  104,  the 
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former  consisting  of  71  needles,  the  latter  of  34.  The  half- 
inch  systems  were  arranged  as  shown  in  fig.  105  and 
fig.  106,  in  the  former  case  containing  36  needles  and  in 
the  latter  16. 

Fig.  107,  which  represents  a  side  view  of  one  of  the  half- 
inch  systems,  shows  the  method  of  mounting.  Two  pieces 
of  perforated  cardboard,  after  receiving  the  needles,  were 
bound  to  a  piece  of  wood,  and  to  avoid  the  chance  of  the 
needles  being  displaced,  the  whole  was  varnished  by  dipping 
it  into  a  solution  of  shellac. 

Table  of  Compound  Wire-Magnets. 


Distin- 

guishing 

No. 

Number  of 
needles. 

Their  length. 

Trade  descrip- 
tion of  wire. 

Weight  of 
wire  per  foot 

Totja  weight 

of  steel  in  the 

compoood 

needleu 

1. 

2. 

3. 

4. 

6. 

6. 

7. 

8. 

9. 
10. 
11. 
12. 
13. 

71 
34 
71 
34 
71 
71 
71 
36 
16 
86 
16 
36 
16 

inch, 
w 
w 
ff 
n 

half  inch. 

» 

.  It 

n 

w 

No.    6 
No.   6 
No.    7 
No.   7 
No.   8 
No.   9 
No.  10 
No.   6 
No.   6 
No.   8 
No.    8 
No.  10 
No.  10 

f^3 
13-3 
10-8 
10-8 
8-36 
6-79 
49 
13-3 
13-3 
8-36 
8-36 
4-9 
4-9 

37-67 
63-9 
30^ 
49-48 
40-18 
290 
19-94 
8-86 
12-66 
6-67 
7-36 
3-27 
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In  addition  to  the  above  I  procured  a  loadstone  0*6  inch 
long^  weighing  53  grs.^  which  I  designated  as  No.  14. 

The  method  of  magnetizing,  which  I  invariably  used,  was 
to  apply  the  poles  of  two  powerful  electromagnets  simul- 
taneously, one  at  each  end  of  the  compound  needle. 

I  have  examined  the  deflecting  powers  of  the  above  magnets 
during  an  interval  of  eighteen  years.  It  would  be  unprofi- 
table to  publish  the  mass  of  figures  obtained,  as  they  present 
very  uniform  features  which  are  easily  summarized.  In  the 
first  place  I  will  give  the  average  of  the  deflections  of  the 
inch-long  magnets,  and  the  average  deflections  of  the  half- 
inch  long  magnets  at  various  times  since  1864. 

Inoh-needles'  de-     Half-inoh  needles' 
flection  at  6  inches     deflection  at  3  in- 
Date.  mean  distance,      ohes  mean  distance. 

1864.  Aug.  21  fs      5      ts    52 

1865.  Jimel5 11  87      12  20 

„   Nov.  13 11  20     11  58 

1866.  Aug.ll 11  16  12  1 

1868.  April  1 10  47  11  8 

1874  Aug.  31 9  81  9  88 

1882.  Aug.  25 8  47  9  1 

The  horizontal  intensity  of  the  earth's  magnetism  must 
have  increased  by  only  ^  during  the  18  years,  so  that  this 
element  may  be  disregarded.  Inasmuch  as  both  the  half- 
inch  and  the  inch  needles  were  magnetized  to  saturation  in 
the  commencement,  the  result  that  they  lost  the  same  pro- 
portion of  intensity  might  have  been  anticipated.  It  wiU  be 
seen  that  the  rate  of  deterioration  has  by  degrees  become 
very  considerably  reduced. 

The  gradual  deterioration  of  the  magnets  seemed  to  point 
to  some  active  cause,  and  it  occurred  to  me  that  it  might 
be  found  in  the  changes  of  temperature  to  which  the 
needles  were  incessantly  exposed  from  day  to  day.  To 
investigate  this  I  plunged  them  alternately  into  baths  of  the 
respective  temperatures  212°  and  62°.  After  ten  immersions 
at  each  temperature  it  was  found  that  the  average  diminu- 
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tion  of  the  deflecting  power  in  the  inch  needles  at  6  inchet 
distance  was  from  12°  56'  to  12°  1',  whilst  that  in  the  half- 
inch  needles  at  3  inches  was  from  13°  51'  to  1^  57'. 

I  made  similar  experiments  using  baths  of  the  respective 
temperatures  132°  and  62**,  the  result  being  that  the  deflec- 
ting power  of  the  inch  compound  needles  was  reduced  from 
13°  5'  to  12°  53',  and  that  of  the  half-inch  needles  from  13^ 
52'  to  13°  42'.  Using  smaller  variations,  viz.  from  100°  to 
60%  the  amount  of  deterioration  was  little  more  than  l^  It 
appears  therefore  to  be  nearly  in  proportion  to  the  square  of 
the  amount  of  variation  of  the  temperature. 

On  Nov.  18,  1865,  having  placed  them  in  bottles,  I 
buried  two  of  the  compound  needle-magnets,  viz.  No.  1  and 
No.  8,  under  the  surface  of  the  ground.  Their  respective 
deflecting  powers — ^No.  1  at  six  inches,  and  No.  8  at  three 
inches— were  12°  11'  and  14°  48'.  On  the  1st  of  April  1868 
these  compound  needles  were  again  examined^  and  found  to 
give  deflections  of  11°  49'  and  14°  31'.  These  on  Sept,  12, 
1868,  were  found  further  reduced  to  10°  47'  and  12°  W, 
Again,  on  the  21st  July,  1877,  the  deflections  observed  were 
10°  34^  and  11°  57'. 

Comparing  these  results  with  those  when  the  magnets 
were  left  exposed  to  the  ordinary  vicissitudes  of  daily  tem- 
perature, it  does  not  appear  that  the  maintenance  of  a 
sensibly  constant  temperature  secures  the  absolute  con- 
stancy of  the  magnetic  intensity ;  so  that  the  cause  of  the 
gradual  decline  of  power  has  yet  to  be  discovered. 

The  chief  violence  to  which  the  compound  needles  were 
subjected  arose  from  the  mutual  induction  of  the  individual 
needles.  The  extent  of  this  action  in  the  several  magnets 
will  appear  by  the  following  Table,  which  gives  their  powers 
after  being  charged  to  the  greatest  extent. 
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No.  of 

oom- 

ponnd 

£e«dl6. 

ThioUy  or 
thinl  J  dis- 
tributed. 

Distanoeof 
deflected 
oompoM. 

Total  weight 

of  steel  m 

compoond 

needle. 

Defleotion  of 
compass- 
needle. 

Tuurentof 

Weight  of 

steel  per  onitj 

of  tangent 

f 

1. 

71  thickly. 

6  inch. 

7^67 

f4  27 

0-257 

grs. 

306 

2. 

34  thinly. 
71  thicUy. 

^j 

37-67 

12  14 

0-217 

174 

a 

y) 

63-9 

14  43 

0-262 

244 

< 

4. 

34  thinly. 

9t 

30-6 

11  52 

0-210 

146 

5. 

71  thickly. 

tJ 

49-48 

13  18 

0-236 

210 

6. 

71  thickly. 

}f 

4018 

12  59 

0-230 

175 

7. 

71  thickly. 

tf 

290 

11  59 

0-212 

137 

? 

a 

36  thickly. 

3  inch. 

19-94 

17  22 

0-312 

64 

1 

9. 

16  thinly. 
36  tWckly. 

ff 

8-86 

13  38 

0-242 

37 

10. 

jf 

12-65 

16    8 

0-289 

44 

,-< 

11. 

16  thinly. 
36  thicMy. 

fj 

6-57 

12  29 

0-221 

26 

i 

12. 

jf 

7-36 

13    7 

0-233 

32 

• 

18. 

16  thinly. 

n 

3-27 

10  27 

0184 

18 

We  see  firom  the  above  table  that  the  inductive  influence 
is  such  as  to  render  much  crowding  of  the  needles  in  the 
formafion  of  a  compound  system  useless^  and  that  even  in 
the  case  of  the  hardest  steel  the  limit  to  the  increase  of 
power  with  mass  is  soon  attained. 

To  further  illustrate  the  strain  on  the  individual  needles  of 
a  compound  system^  I  took  No.  1  when  it  had  arrived  at  a 
magnetic  age  of  18  years.  Its  deflecting-power  at  six  inches 
mean  distance  was  then  IQP  &,  I  then  pulled  it  to  pieces, 
carefully  examining  the  deflecting-power  of  each  component 
needle.  This  was  found  to  vary  from  about  16'*  for  the 
needles  near  the  centre  of  the  system,  to  27'  for  the  needles 
near  the  outside,  and  averaged  22'  for  the  entire  number  of 
71.  The  whole  deflecting-power  of  the  separated  needles 
was  therefore  by  separation  increased  more  than  2^  times. 
The  needles  were  then  bound  up  into  a  bundle  afresh,  with 
the  result  that  a  deflecting-power  of  9°  53'  was  obtained, 
i.  e.  nearly  equal  to  what  it  was  at  first. 

It  is  evident  that  great  permanency  can  be  secured  to 
slender  magnetic  needles  by  first  magnetizing  them  to  satu- 

♦  One  was  found  to  be  as  low  as  9';  but  not  one  had  its  polarity 
reyersed. 
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ration,  and  then  reducing  tliem  by  exposure  to  a  nnifomi 
field  of  similar  polarity.  In  large  magnets  this  is  difficult 
or  impossible  because  diflferent  parts  of  the  metal  will  be 
differently  magnetized,  and  then  it  may  very  readily  happen 
(as  I  have  frequently  x)bserved)  that  violence  of  any  kind  will 
increase  the  apparent  polarity  of  the  mass  by  diminishing 
the  intensity  of  portions  of  the  bar  magnetized  contrary  to 
the  general  direction. 

In  order  further  to  study  the  effects  of  thermal  alterations 
in  reducing  the  intensity  of  magnets,  I  procured  six  bars  of 
chilled  cast  iron,  each  about  3'81  inches  long  and  ureighing 
353  grains.  Having  reduced  the  power  of  one  of  these  from 
saturation  to  ^,  by  mechanical  violence,  as  will  sbortly  be 
explained,  I  observed  its  deflecting-powers  at  6  inches  mean 
distance  after  the  specified  sudden  variations  of  its  tem- 
perature. 


Deflecting-power  at  commencement     35  30 

„           after  10  alternations  from  45°  to  212°  and  back  29  22 

9t              V    20       „                 „                 „  29  9 

)>              »    ^0        „                  „                 „  28  0 

.,              „  120        „                  „                 „  28  3S 

„  „  160  „  „  „  28  27 
Another  of  the  chilled  iron  bars  which   had  not  been 

reduced  gave  me  the  following  results : — 

o 
Deflecting-power  at  commencement     42      7^ 

J,        after  single  alternation  from  45''  to  212°  and  back  37  34 

„              after  2  alternations     „                 „                 36  1 

„                 35  36 

„                36  li 

„                 34  55 

34  43 

34  30 

34  8 

The  average  deflecting-power  of  the  six  chilled  cast-iron 
magnets  after  the  deteriorating  treatment  they  had  been 
subjected  to  was,  in  August  1866,  31°  14/.  After  sixteen 
years  had  elapsed,  viz.  on  Sept.  1882,  it  was  found  to  be 
30"^  53',  which  declension  is  ahnost  exactly  accounted  for  by 
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tlie  increase  of  horizontal  intensity  during  the  time  between 
the  observations. 

I  also  procured  four  hardened-steel  bars,  each  of  which 
was  4  inches  long,  0*28  in  diameter,  and  weighed  480 
grains.  One  of  these,  which  originally  had  a  deflecting- 
power  66°  55^,  was  exposed  to  variations  of  temperature  as 
follows : — 

Befleotmg-power  at  commencement  of  the  trials    61    36 

„     after  single  alternation  from  48°  to  212<>  and  back  61    25 
after  2  alternations      ,,  ,,  61    84 


» 


ft  n 


» 


4  „  „  „  61  27 

8  „  „  „  61  8 

IQ  p  „  „  60  60 

82  „  „  „  60  86 

64  „  „  „  60  23 

128  „  „  „  69  17 

266  „  „  .,  67  60 

612  „  „  „  66  12 

768  „  „  „  64  81 


In  six  years  this  bar,  left  to  itself,  was  found  to  have  further 
declined  to  51^  54/. 

Another  of  the  steel  bars  had  its  deflecting-power  at 
6  inches  mean  distance  examined  from  time  to  time  as 
follows: — 

O  t 

Soon  after  magnetization,  in  December  1864 70  80 

August       1866 66  0 

„            1874  ....  69  28 

September  1882  ....  68  11 

Another,  found  to  have  the  deflecting-power  of  66**  2^  in 
Dec.  1864.  had  declined  to  52°  45'  in  July  1877. 

The  above-described  facts  do  not  encourage  the  hope  that 
we  may  be  able  to  procure  magnets  of  absolute  stability, 
although  by  subjecting  them  to  alternations  of  temperature 
and  other  violence  for  considerable  time  we  may  put  them 
into  such  a  state  that  the  gradual  lowering  of  their  intensity 
can  be  safely  relied  on  in  the  reduction  of  magnetic  obser- 
vations. 

I  made  jnany  experiments  with  a  view  to  ascertain  the  effect 
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of  mechanical  violence  on  the  intensity  of  ms^netic  bars.  If 
the  bar  is  regularly  magnetized^  this  is  always  a  d^radation. 
Otherwise  it  may  well  happen  that,  owing  to  parts  of  greater 
intensity  overcoming  parts  of  less  intensity  in  the  same  bar, 
the  total  eflfect  may  be  one  of  increase  instead  of  decrease. 
In  the  following  trials  one  of  the  4-inch  hardened-sted  bars 
(p.  595)  was  let  fall  horizontally*  on  a  sheet  of  plate-glas^ 
with  the  results  as  below : — 
Intensity  at  beginning  shown  by  deflection  at  6  inches  mean     o     , 

distance     66    55 

Intensity  after  1  fall  from  6  inches  high 65     0 

Intensity  after  36  falls  „  64    20 

Experiments  with  the  chilled  iron  bar  used  (p.  594)  : — 

o 

Intensity  at  commencement  shown  by  deflection  at  6  inches  41  42 

Intensity  after  1  fall  from  6  inches 38  20 

Intensity  after  2  more  falls   37  0 

Intensity  after  36  falls 35  36 

Experiments  with  a  glass-hard^  a  hard,  and  a  soft  steel 
bar.     Attraction  at  6  inches. 

Glass-hard  bar.       Hard.  Soft  bar. 


At  commencement 

o 
61 

33 

o 
36 

28 

ir 

68 

After  one  6-inch  fall 

51 

19 

35 

31 

17 

38 

„    another  6-inch  fall 

51 

28 

34 

56 

13 

38 

'    n              M              If 

51 

33 

34 

15 

12 

58 

V             >y              >> 

50 

58 

34 

3 

12 

28 

99                   »                   if 

50 

33 

33 

49 

12 

8 

})                    ff                    t9 

50 

26 

34 

13 

11 

29 

„    4  more  flails     

50 

28 

33 

49 

10 

13 

4. 

60 

16 

33 

55 

9 

48 

»    ^      »              

50 

22 

83 

49 

8 

58 

W     S       t)                

50 

22 

33 

43 

8 

23 

„22      „              

50 

23 

83 

46 

In  the  above  table  we  see,  what  might  have  been  antici- 
pated, how  greatly  the  effects  of  percussion  are  increased  by 
the  softness  of  the  metal.  This  is  still  further  exemplified 
by   the  following  results  obtained  with  a  4-inch  bar  of 

*  The  bars  struck  the  glass  nearly  at  right  angles  to  the  magnetic 
meridian,  but  the  terrestrial  magnetism  was  not  sufficiently  intense  to 
have  much  influence ;  hence,  in  my  experiments  with  perpendicular  fiUK 
it  mattered  little  which  end  of  a  bar  struck  the  ground. 
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specially  softened  iron,  4  inches  long  and  i  by  ^  in.  trans- 
verse dimensions.     Notwithstanding   its  softness,  this  soft 
iron  wire  held  a  very  good  charge  of  magnetism. 
Palls  from  one  inch  high  : — 

o  / 

At  commencement 11  42 

After  one  fall    4  48 

„    another  fall 3  49 

„    another  fall 3  34 

„    three  falls  more ....  3  14 

„    six         „            ....  3  0 

„    six         „            ....  2  47 

After  remagnetizing,  the  effects  of  falls  of  6  inches  were 
observed  : — 

O  i 

At  commencement     9  47 

After  one  fall 1  32 

„    another  fall 1  9 

„    another  fall 0  68 

After  heating  the  same  bar  to  redness,  and  then  cooling  in 
air: — 

At  commencement     6    20 

After  one  Ml  of  6  inches  . .     0    40 

After  heating  again  to  redness,  and  plunging  into  cold 
water : — 

At  commencement     8    40 

After  one  fall 2-0 

In  passing  from  this  part  of  my  subject  I  would  suggest 
the  study  of  the  effects  of  musical  vibrations  on  the  inten- 
sities of  magnetic  bars. 


How  far  the  intensity  of  a  magnet  is  a  ftmction  of  its 
temperature  has  been  the  subject  of  several  experiments. 
On  raising  the  temperature  of  a  magnet  it  loses  intensity,  as 
is  well  known,  and  then  on  cooling  it  it  regains  much  of  its 
power.  The  loss  on  heating  is  greater  than  the  gain  on 
cooling,  because  the  mechanical  violence  occasioned  by 
alteration  of  temperature  produces  a  loss  which  increases  the 
former,  but  decreases  the  latter  effect. 
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In  the  following  experiments  the  magnets  were  plunged 
into  a  bath  of  water^  the  temperature  of  which  was  made  to 
alternate  between  about  55®  and  200°,  but  all  the  results  are 
reduced  to  180°,  the  interval  between  the  freezing-  and  boiling- 
points.  The  fractions  represent  the  ratio  of  gain  or  loss  to 
the  mean  intensity  of  the  bar  in  the  respective  trials. 

System  of  stout  inch  needles  (No.  1).     Deflecting-powCT 
at  6  inches,  13^. 

Loss  on  raising  the  temperature  180*^  j^- 

Gain  on  lowering  „  „        ^. 

System  of  less-crowded  needles  (No.  2).    Deflecting-poww 
at  6  inches,  10°  45'. 

Loss  on  raising  the  temperature  180^ ^i* 

Gidn  on  lowering  „  „        ^. 

System  of  fine  close^et  needles  (No.  7).     Defleoting-power 
at  6  inches,  IS""  &. 

Loss  on  raising  the  temperature  180® ~y 

Gain  on  lowering  „  „        -.y 

Loss  on  raising  „  „        ^, 

Gain  on  lowering  „  „        ^~. 

Four-inch  steel  bar  (hard).     Defiecting-power  at  6  inches, 

34°  17'. 
1.  Loss  on  raising  the  tempentnre  ISO^' ^. 

1.  Gain  on  lowering  „  „        ^, 

2.  Loss  on  raising  „  „        -L. 

2.  Gain  on  lowering  „  „        ^ 

Eemagnetized.     Defiecting-power  at  6  indies,  38*^44^. 
1.  Loss  on  raising  the  temperature  180® X, 


1 
"  "        iB* 


1.  Gun  on  lowering 

2.  Loss  on  raising 
2.  Gain  on  lowering  ^  „        ^ 


J 
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8.  Loss  on  raising  the  temperature  180<^   §:X* 

8.  Gain  on  lowering  „  „        y^* 

4.  Loss  on  raising  „•  „        j^. 

4.  Gain  on  lowering  „  „        iqi^* 

5.  Loss  on  raising  y,  y,        ^^2' 

6.  Gain  on  lowering  „  „        j^. 

6.  Loss  on  raising  „  „        g;g. 

6.  Gain  on  lowering  „  „        j^j.^. 

7.  Loss  on  raiding  „  „        ^. 

7.  Gain  on  lowering  „  „        joq* 

Average  loss,  excluding  the  first     ^r^* 

Average  gain      „  „  1^3. 

Same  bar  annealed  and  then  remagnetized.    Deflecting- 
power  at  6  inches^  26°  51'. 

1.  Loss  on  raising  the  temperature  180^ I^« 

1.  Gain  on  lowering  „  „        ^* 

2.  Loss  on  raising  „  „        -g* 

2.  Gain  on  lowering  „  „        ^. 

3.  Loss  on  raising  „  y,        g:^. 

8.  Gain  on  lowering  „  „        grg. 

4.  Loss  on  raising  „  „        ^^. 

4.  Gain  on  lowering  ,y  „        |-. 

Average  loss,  excluding  the  first    3:3^. 

Average  gain      „  „  ^. 

The  same  bar  hardened  and  then  remagnetized.    Deflecting- 
power  at  6  inches,  35°  47'. 

1.  Loss  on  raising  the  temperature  180° 1^. 

1.  Gain  on  lowering  „  „        ^^* 

2.  Loss  on  raising  „  „        y^^* 

2.  Gain  on  lowering  y,  „        3^* 
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Magnetized  a&esh. 

1.  Lose  on  raismg  the  temperature  180°  jig* 

1.  Gain  on  lowering           „            „        j^- 

2.  Loss  on  raising               „           „        j^. 

2.  Gain  on  lowering            „            „        ^. 

3.  Loss  on  raising               „           „        ^^. 

3.  Gain  on  lowering           „            „        ^:^. 

4.  Loss  on  raising               „            „         Ypi- 

4.  Gain  on  lowering           „            „        j^. 

Average  loss,  excluding  the  first  in  each  set jy;^. 

Average  gain        „               „               „      ^^. 


The  same  bar  glass-hardened  and  magnetized  by  an  electric 
coil.     Deflecting-power  at  6  inches,  52°. 

1.  Loss  on  raising  the  temperature  180° ~. 

1.  Further  loss  on  lowering  the  temperature  180°  ....     —^. 


1 
20-r 

1 


2.  Loss  on  raising  the  temperature  180^ 

2.  Gain  on  lowering            „            „        . 

8.  Loss  on  raising               „            „        ^. 

3.  Gain  on  lowering           „            „        _L. 

51*5 

4.  Loss  on  raising               „           „        _1-. 

4.  Gain  on  lowering           „           „        ^. 

Average  loss,  excluding  the  first        ^. 

Average  gain              „           „        ±^, 


The  same  bar  hardened  again,  by  being  plunged  at  a  high 
temperature  into  mercury.     It  was  magnetized  by  an 
electric  coil.     Deflecting-power  at  6  inches,  54°  42f. 
1.  Loss  on  raising  the  temperature  180^  ^. 

1.  Further  loss  on  lowering  the  temperature  180°  ....     ^ 

2.  Loss  on  raising  the  temperature  180^  j^. 

2.  Gain  on  lowering  „        -. 
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3.  Loss  on  raising  the  temperature  180^   ^cri' 

3.  Gain  on  lowering           „            „        53. 

4.  Loss  on  raising               „            „        2^3. 

4.  Grain  on  lowering           „            „        1^. 

6.  Loss  on  raising               „           „        . . . ! ^:^. 

5.  Gain  on  lowering           „           „        ^1^. 

Average  loss,  excluding  the  first  3^. 

Average  gain           „           „        ^. 

Steel  bar  2  inches  long,  hardened.    Deflecting-power  at 
6  inches,  IP  12'. 

1.  Loss  on  raising  the  temperature  180°   5^. 

1.  Gain  on  lowering            „            „        3^. 

2.  Loss  on  raising               „           „        ^. 

2.  GJain  on  lowering            „           „        ^. 

8.  Loss  on  raising               „           „        i^l^. 

8.  Gain  on  lowering           „           „        3^. 

4.  Loss  on  raising               „           „        i^. 

4.  Gtdn  on  lowering           „           „        ^. 

5.  Loss  on  raising               „           „        ^. 

6.  Gain  on  lowering           „           „        ', ^3:^. 

6.  Loss  on  raising               „           „        29' 

6.  Gain  on  lowering           „           „        I33. 

Average  loss,  excluding  the  first   9* 

Average  gton           „           „        97. 

Same  bar  tempered. 

1.  Loss  on  raising  the  temperature  ISO®  2:^. 

1.  Gain  on  lowering           „           „        i. 

2.  Loss  on  raising               „           „        i. 

2.  Gain  on  lowering           „           „        ^. 
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Same  bar  remagnetized.     Deflection  at  6  inclied^  6°  Qf. 
1.  Loss  on  raising  the  temperature  180^  ^' 

1.  Gain  on  lowering  „  „        j^- 

2.  Loss  on  raising  „  „         ^^ 

2.  Gtdn  on  lowering  „  ,,  , fg' 

S.  Loss  on  raising  „  „  ^' 

3.  Gain  on  lowering  „  „  i' 

4.  Loss  on  raising  „  „  jq* 

4.  Gain  on  lowering  „  „  ^• 

Average  loss,  excluding  the  first  jrjj. 

Average  gain  „  „        ^r^j- 

Same  bar  annealed  and  remagnetized.    Deflecting- 

power  at  6  inches,  5°  41', 
1.  Loss  on  raising  the  temperature  180° p^- 

1.  Gain  on  lowering  „  „        ^' 

2.  Loss  on  raising  „  „        4- 

2.  Gain  on  lowering  „  „        g- 

1 
8.  Loss  on  raismg  „  „        5- 

3.  Gain  on  lowering  „  „        ^ 

1 

4.  Loss  on  raismg  ,1  „        5^- 

'     .  1 

4.  Gwn  on  lowering  „  ,»        ^i' 

Average  loss,  excluding  the  first  ^^ 

Average  gain  „  »  b-»' 

Very  well  annealed  iron  bar  4  inches  long,  rs  broad,  ^  thidt. 
Deflecting-power  at  6  inches,  11°  iff. 
1.  Loss  on  raimng  the  temperature  180"* ^ 

1.  Gain  on  lowering  »  «        «i' 

1 

2.  Loss  on  raising  „  w        15' 

1 
2.  Gain  on  lowering  „  v        »-i* 

1 
8.  Loss  on  raising  „  »        Sn' 

I 
8.  Gidn  on  lowering  n  »        &' 
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4.  L08B  on  iftisiiig  the  temperature  180^  157* 

4.  Gain  on  lowering  „  „  aoT 

5.  Loss  on  raising  „  ,,  ie* 

5.  Gain  on  lowering  „  „  ^^' 

Average  loss,  excluding  the  first l2a* 

Average  gMn         „  „  .^H' 

The  same  iron  bar,  after  being  plunged  red-bot  into  cold 
water,  and  afterwards  remagnetized.  Deflecting-power 
at  6  inches,  5°  4/. 

1.  Loss  on  raising  the  temperature  180®  f:^» 

1.  Gain  on  lowering  „  „        74' 

2.  Lose  on  raising  „  „        ia:^* 

2.  Gain  on  lowering  „  „        j^rg* 

8.  Loss  on  raising  „  ^        19^- 

8.  Gain  on  lowering  „  „        i^^' 

4  Loss  on  raising  „  „        ^i* 

4  Gain  on  lowering  „  „        ^^^ 

Average  loss,  excluding  the  first  j5^. 

Average  gain         „  „  i^^. 

The  same  iron  bar,  plunged  at  a  white  heat  into  mercury, 
then  magnetized  afresh.    Deflecting-power  at  6  inches, 

1.  Loss  on  ndsing  the  temperature  ISO®  ^. 

1.  Gain  on  lowering           „           „  ^. 

2.  Loss  on  raising               „           „  ^^ 

2.  Gain  on  lowering           „           „  j^. 

8.  Loss  on  raising               „            „  ^p^. 

8.  Gain  on  lowering           „           „  £~. 

Average  loss,  excluding  the  first jij. 

Aveiagegain         „  „  j^^. 
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I  have  examined  two  loadstones,  and  they  appeiur  to  have 
lost  no  appreciable  amount  of  magnetic  virtue  during  18  yean. 
However,  they  had  previously  been  subjected  to  the  effects 
of  ten  alternate  plunges  into  cold  and  hot  water,  which  in 
one  of  them  produced  a  diminution  of  intensity  amounting 
to  y.  The  changes  of  intensity  by  raising  the  temperature 
180°  and  lowering  the  same  amoimt  were  as  follows : — 

Loadstone  |  inch  long. 

1.  Loss  on  raising  the  temperature  180®    j^. 

1.  Gain  on  lowering  „  „        ^|:^* 

2.  Loss  on  raising  „  „        j^. 

2.  Gain  on  lowering  „  „        j^. 

Loadstone  1  inch  square. 

1.  Loss  on  raising  the  temperature  180° ^• 

1.  Gain  on  lowering  „  „        j^. 

2.  Loss  on  raising  „  „         ~^. 


2.  Gain  on  lowering  * 


The  temperature  of  the  bath,  by  promoting  currents  of  air, 
might  have  exercised  some  influence  on  the  needle,  but  as 
this  was  well  screened  oflE,  the  irregularities  in  the  foregoing 
results  cannot  be  accounted  for  in  this  way.  We  may 
perhaps  draw  the  general  conclusion  that  in  steel  bars 
thoroughly  hardened  the  temperature-coefficient  is  smaller 
than  in  those  which  are  annealed.  But  this  seems  not  to  be 
the  case  with  wrought-iron  magnets.  Mr.  Whipple's  obser- 
vations (Proceedings  R.  S.  vol.  xxvi.)  were  all  made  with  steel 
of  the  best  quality  and  perfectly  hardened,  and  yet  they,  like 
my  own,  present  great  irregularities.  It  is  probable  that,  what- 
ever process  is  employed  for  hardening  steel,  inequalities  in  its 
physical  condition  will  manifest  themselves  in  altering  the 
temperature-coefficient  for  the  magnetic  moment ;  and  these 
efiects  will  doubtless  be  studied  with  much  advantage  by 
future  enquirers. 
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On  some  Physical  Properties  of  Bees'-wax.  By  J.  P. 
Joule,  F.R.S.^  in  a  Letter  to  Wm.  Fairbaim^ 
F.B.S.,  dated  Salford,  August  24,  1853  * 

[Life  of  Sir  W.  Fairbaini,  Bart.,  by  W.  Pole,  F.R.S.,  p.  296.] 

I  TRANSMITTED  to  Mr.  Hopkins  yesterday  an  account  of  some 
experiments  on  the  physical  properties  of  bees'-waxf^  which 
may  perhaps  serve  to  throw  some  light  on  the  experiments 
on  the  alteration  of  the  point  of  liquefaction  by  pressure. 
The  results  I  arrived  at  are  as  follows : — 

Specific  heat  between  48-88  Cent,  and  l§-74  Cent.  =  0*991 
„  „  39-8        „        „    19-1  =  0-923 

„  ,  32  „        „    18-34  =  0-647 

The  wax  softened  gradually  until  the  point  of  absolute 
fluidity,  viz.  54*^  Cent.,  was  reached.  The  increase  of  the 
specific  heat  at  high  temperatures  was  evidently  owing  to  the 
heat  due  to  the  change  of  state  being  mixed  therewith. 

I  found  in  one  experiment  that  the  specific  heat  of  the  wax 
in  a  perfect  fluid  condition  was  0*506.  Another  experiment 
gave  me  0*509. 

Taking  the  specific  heat  to  be  0*5  both  in  the  states  of  per- 
fect solidity  and  perfect  fluidity,  I  find  the  heat  absorbed  in 
changing  the  state  of  one  grain  of  wax  from  perfect  solidity 
to  perfect  fluidity  to  be  34°'2  Cent,  per  one  grain  of  water. 

The  expansion  of  61  828  grains  of  bees' -wax  I  found  to  be 

From  16-6  Cent,  to  26-8  Cent.  =  Volume  of  0-793  grain  of  water. 

„     26-8       „        37-4     „  =  „         2-739 

„     37-4       „        49-0     „  =  „  4-256 

„     49-0       „        53-4     „  =  „  1-609 

„     64-3       „        67-4     „  =  „  0-678 

The  total  expansion  of  61*828  grs.  of  wax  between  26°-8 
and  53*^*4  is  therefore  equal  to  the  volume  of  8*603  grs.  of 
water.    The  volume  of  the  wax  at  the  former  temperature  is 

*  The  experiments  were  made  at  Acton  Square,  Salford. 
t  The  specimen  was  bleached. 
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64-795  and  at  the  latter  73*398.  Professor  Thomson^ 
formula  gives^  with  these  data^  24^  Cent,  as  the  theoretical 
elevation  of  the  temperature  of  change  of  state  for  the 
greatest  pressure  used  in  our  experiments^  the  actual  result 
which  we  obtained  being  17°  Cent. 

Yours  very  truly, 
Wm.  Fairbaim,  Esq.  J.  P.  Jouue. 


On  some  Photographs  of  the  Sun.    By  J.  P.  Joule. 

[Proceedings  of  the  Manchester  Literary  and  Philosophical  Society, 
voL  X.  p.  132.    Read  before  the  Society,  March  7, 187L] 

The  author  exhibited  three  photographs  of  the  sun  which  he 
had  taken  on  the  Ist  December^  1858.  The  images,  0*43 
inch  in  diameter,  were  produced  by  the  achromatic  object- 
glass  of  a  telescope  with  half-inch  stop.  The  exposure,  ei- 
fected  by  an  apparatus  completely  detached  from  the  camera, 
occupied  about  -^  of  a  second.  He  had  been  induced  to 
examine  them  afresh  after  seeing  the  beautiful  photograph 
of  the  late  eclipse  taken  by  Mr.  Brothers.  In  all  three  a 
nebulous  appearance  appears  on  three  quarters  of  the  cir- 
cumference, the  remainder  being  quite  free.  There  are  also 
indications  of  a  radial  structure;  so  that  he  thinks  it  highly 
probable  that  the  representations  are  actually  those  of  the 
corona. 

Since  communicating  the  above  he  has  examined  two 
other  photographs  of  the  sun,  which  he  took  early  in  No- 
vember 1858.  These,  one  of  which  must  have  been  exposed 
at  about  2  hours  20  minutes  after  the  other,  present  nothing 
remarkable  to  the  naked  eye ;  but  when  viewed  through  a  glass 
of  moderate  power,  a  thin  crescent-shaped  envelope  is  observed 
on  each,  with  this  remarkable  circumstance^  viz.  that  on  the 
two  it  appears  on  opposite  limbs,  suggesting  the  idea  of  a 
semi-revolution  in  the  above  interval  of  time  at  a  velocity  not 
much  different  from  that  due  to  Eepler^s  law  of  planetary 
motion.  In  one  of  the  photographs  there  is,  under  the 
crescent  and  apparently  on  the  rim  of  the  sun  itself,  a  narrow 
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band^  in  breadth  about  3^  of  the  diameter  of  the  disk^  and 
of  at  least  double  the  intensity  of  the  neighbouring  surface 
of  the  sun. 


On  Sunset  seen  at  Soutkport.    By  Dr.  J.  P.  Joule. 

[Proceedings  of  the  Manchester  Literary  and  Philosophical  Society, 
vol.  ix^  p.  1.] 

I  ENCLOSE  a  rough  drawing  of  the  appearance  of  the  setting 
sun.  Mr.  Baxendell  noticed  the  fact  that  at  the  moment  of 
the  departure  of  the  sun  below  the  horizon^  the  last  glimpse 

Rg.  108. 


is  coloured  bluish  green.  On  two  or  three  occasions  I  have 
noticed  this^  and  also  near  sunset  an  appearance  like  what  I 
have  rudely  depicted.  Just  at  the  upper  edge,  where  bands 
of  the  sun^s  disk  are  separated  one  after  the  other  by  refrac- 
tion, each  band  becomes  coloured  blue  just  before  it  vanishes. 


On  the  Alleged  Action  of  Cold  in  rendering  Iron  and 
Steel  brittle.    By  J.  P.  Joule,  D.CX.,  F.B.S.,  &c. 

[Read  before  the  Manchester  Literary  and  Philosophical  Society,  Jan.  10, 
1871.    Proceedings  of  the  Society,  vol.  x.  p.  91*.] 

As  is  usual  in  a  severe  frost,  we  have  recently  heard  of  many 

severe  accidents  consequent  upon  the  fracture  of  the  tires  of 

*  The  experiments  were  made  at  Cliff  Point,  Higher  Broughton. 
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the  wheels  of  railway-carriages.  The  common-sense  expla- 
nation of  these  accidents  is^  that  the  ground  being  harder 
than  nsual^  the  metal  with  which  it  is  brought  into  contact  is 
more  severely  tried  than  in  ordinary  circumstances.  In  ordo* 
apparently  to  excuse  certain  Railway  Companies,  a  pretence 
has  been  set  up  that  iron  and  steel  become  brittle  at  a  low 
temperature.  This  pretence,  although  put  forth  in  defiance, 
not  only  of  all  we  know  of  the  properties  of  materials,  but 
also  of  the  experience  of  every-day  life,  has  yet  obtained 
the  credence  of  so  many  people  that  I  thought  it  would  be 
useful  to  make  the  following  simple  experiments  :  — 

1st.  A  freezing-mixture  of  salt  and  snow  was  placed  on  a 
table.  Wires  of  steel  and  of  iron  were  stretched  so  that  a 
part  of  them  was  in  contact  with  the  freezing-mixture  and 
another  part  out  of  it.  In  every  case  I  tried  the  wire  broke 
outside  of  the  mixture,  showing  that  it  was  weaker  at  50P  F. 
thanat  about  12°P. 

2nd.  I  took  twelve  darning-needles  of  good  quality,  3  in. 
long,  ^  in.  thick.  The  ends  of  these  were  placed  against 
steel  props,  2^  in.  asunder.  In  making  an  experiment,  a 
wire  was  fastened  to  the  middle  of  a  needle,  the  other  end 
being  attached  to  a  spring  weighing-machine.  This  was 
then  pulled  until  the  needle  gave  way.  Six  of  the  needles, 
taken  at  random,  were  tried  at  a  temperature  of  55^  P.,  and 
the  remaining  six  in  a  freezing-mixture  which  brought  down 
their  temperature  to  12°  F,    The  results  were  as  follows : — 

Wann  Needles.  Cold  Needles. 

64  oz.  broke.  55  oz.  broke. 

^     fj  fy  O^     „  fy 

^  V       n  72  „       „ 

62  „      „  60  „  bent 

44  „      „  68  „  broke. 

60  „  bent  40  „      „ 

Average  58j  Average  59f 

I  did  not  notice  any  perceptible  difference  in  the  perfec- 
tion of  elasticity  in  the  two  sets  of  needles.  The  result,  as 
far  as  it  goes,  is  in  favour  of  the  cold  metal. 

drd.  The  above  are  doubtless  decisive  of  the  question  at 
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issue.  But  as  it  might  be  alleged  that  the  yiolence  to  which 
a  railway  wheel  is  subjected  is  more  akin  to  a  blow  than  a 
steady  pull,  and  as,  moreover,  the  pretended  brittleness  is 
attributed  more  to  cast  iron  than  any  other  description  of 
metal,  I  have  made  yet  another  kind  of  experiment.  I  got 
a  quantity  of  cast-iron  garden  nails^  inch  and  a  quarter  long, 
and  i  in.  thick  in  the  middle.  These  I  weighed,  and  selected 
such  as  were  nearly  of  the  same  weight.  I  then  arranged 
matters  so  that  by  removing  a  prop  I  could  cause  the  blunt 
edge  of  a  steel  chisel,  weighted  to  4  lb.  2  oz.,  to  fall  firom  a 
given  height  upon  the  middle  of  the  nail  as  it  was  supported 
from  each  end,  1^^  in.  asunder.  In  order  to  secure  the  ab- 
sdlute  fairness  of  the  trials,  the  nails  were  taken  at  random, 
and  an  experiment  with  a  cold  nail  was  always  alternated 
with  one  at  the  ordinary  temperature.  The  nails  to  be  cooled 
were  placed  in  a  mixture  of  salt  and  snow,  from  which  they 
were  removed  and  struck  with  the  hammer  in  less  than  5". 

Up  to  Series  10,  each  set  of  sixteen  nails  was  made  up  of 
those  of  the  previous  set  which  were  left  unbroken,  added 
to  fresh  ones  to  make  up  the  number. 

Series  1,  Temperature  of  eight  cold  nails  10®.  Of  eight 
warm  36^.     Height  of  fall  of  hammer  2  inches. 

Result.    No  nails  broke. 

Series  2.  Temperature  of  eight  cold  nails  14P.  Of  eight 
warm  ones  36^.    Fall  of  hammer  2^  inches. 

Result.    No  nails  broke. 

Series  3.  Temperature  of  eight  cold  nails  2°.  Of  eight 
others  36^.     Fall  of  hammer  3  inches. 

Result.     One  cold  nail  broke.     No  warm  one  broke. 

Series  4.  Temperature  of  eight  cold  nails  2°.  Of  eight 
others  36°.     Fall  of  hanuner  3^  inches. 

Result.    Two  cold  nails  broke.     One  warm  one  broke. 

Series  5.  Temperature  of  eight  cold  nails  2°.  Of  eight 
others  36°.     Fall  of  hammer  4  inches. 

Result.     One  broke  of  each  sort. 

Series  6.  Temperature  of  eight  cold  nails  0°.  Of  eight 
others  38°.     Fall  of  hammer  4^  inches 

Result.    One  broke  of  each  sort. 

2r 
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Series  7.  Temperature  of  eight  cold  nails  2°.  Of  right 
others  36°.     Fall  of  hammer  5^  inches. 

Result.    No  cold  nail  broke.     One  warm  nail  broke. 

Series  8.  Temperature  of  eight  cold  nails  2°.  Of  eight 
others  40P.    Fall  of  hammer  6^  inches. 

Result.    Two  cold  nails  broke.     One  warm  nail  broke. 

Series  9.  Temperature  of  eight  cold  nails  2°.  Of  eight 
others  40°.     Fall  of  hammer  7^  inches. 

Result.     Three  cold  nails  broke.    Three  warm  nails  broke. 

Series  10.  Experiment  with  the  ten  left  in  the  last 
Temperature  of  five  cold  nails  2°-  Of  the  five  others  40P. 
Fall  of  hammer  8^  inches. 

Result.     Two  cold  nails  broke.     One  warm  nail  broke. 

Series  11.  Experiment  with  the  six  left  from  the  last 
Temperature  of  three  cold  nails  3°.  Of  the  other  three  40^. 
Fall  of  hammer  10  inches. 

Result.     Two  cold  nails  broke.    Three  warm  nails  broke. 

Series  12.  Experiment  with  fresh  nails.  Twelve  cooled 
for  four  hours  to  3°.    Twelve  others  41°.    Fall  7  inches. 

Result.     Seven  cold  nails  broke.    Eight  warm  nails  broke. 

The  collective  result  is  that  21  cold  nails  broke  and  20 
warm  ones. 

The  experiments  of  Lavoisier  and  Laplace^  of  Smeaton, 
of  Dulong  and  Petit,  and  of  Troughton,  conspire  in  giving  a 
less  expansion  by  heat  to  steel  than  iron,  especially  if  the 
former  is  in  an  untempered  state.  Such  specimens  of  steel 
wire  and  of  watchspring  as  I  possess  expand  less  than  iroa. 
But  this,  as  Sir  W.  Fairbaim  observed  to  me,  would  in  certain 
limits  have  the  eflEect  of  strengthening  rather  than  of  weak- 
ening an  iron  wheel  with  a  tire  of  steel. 

The  general  conclusion  is  this — Frost  does  not  make 
either  iron  (cast  or  wrought)  or  steel  brittle,  and  accidents 
arise  from  neglect  to  submit  wheels,  axles,  and  all  othar 
parts  of  the  rolling  stock  to  a  practical  and  sufficient  teat 
before  using  them. 
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Further  Observations  on  the  Strength  of  Garden  Nails. 
By  J.  P.  Joule,  D.C.L.,  F.B.S.,  &c* 

[Read  before  the  Manchester  Literary  and  Philosophical  Society,  Feb.  21, 
1871.    Proceedings  of  the  Society,  vol.  x.  p.  127.] 

Since  commimicatmg  the  paper  on  the  Alleged  Influence 
of  Cold  in  giving  Brittleness  to  Iron,  I  have  collated  the 
results  with  cast-iron  nails  in  order  to  show  the  range  of 
strength  in  such  specimens. 

Height  of  Fall  Percentage  of 

of  Hammer.  Fractures. 

2  inches  0 

2i  „  0 

3  „  6-25 

3i  „  23-5 

4  „  30 

4i  „  36-4 

5i  „  37-5 

6i     „      48 

7       „      62-6 

n     „      64-3 

S4     „      75 

10      „      92-8 

I  chose  the  garden  nails  for  experiment  after  some  thought^ 
as  presenting  a  marked  variety  of  metal  in  contrast  with  the 
iron  and  steel  wire,  tempered  and  untempered.  I  did  not 
expect  them  to  possess  great  strength;  but  having  found 
them  to  require  a  heavier  blow  than  I  expected  to  fracture 
them,  I  have  had  the  curiosity  to  make  some  experiments 
on  them  which  may  be  interesting  to  the  Society. 

I  took  pairs  of  the  nails,  placed  them  head  to  point 
parallel  to  each  other  so  that  pressure  applied  in  the  middle 
by  pincers  sufficientfy  forcibly  would  fracture  one  of  them. 
Paper  slips  were  pasted  on  the  edges  of  the  nails,  and  their 
distances  asunder  measured  by  a  microscope  with  micro- 
meter-eyepiece divided  by  lines  corresponding  to  ^o  of  an 
inch.  Weights  were  gradually  added  to  the  lever  of  one 
arm   of  the  pincers  until  fracture  took  place,  which  was 

*  The  experiments  were  made  at  Cliff  Point. 

2e2 
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always  accompanied  with  a  sharp  report.  The  observed 
deflection  or  bending  of  the  nails  was  taken  continiumsly 
as  the  weights  were  laid  on^  and  the  calculation  of  what  it 
would  have  been  at  the  moment  of  rupture  taken  from  the 
immediately  preceding  observations.  The  amount  of  deflec- 
tion was  almost  exactly  proportional  to  the  weight  laid  on 
in  each  experiment. 

Naof            Length  of  Breadtho  Depth  of                                         Breakimg 

Expert-        NaU  between  Nail  at  NaU  at  Deflectioii.              WdfliL 

ment.            8a];^rt8.  Fracture.  Fracture. 

in.  in.                        in.                         in.                       lb. 

1 1-05  0-13  0-127  -0062  146-5 

2 M  0-114  0-126  -0067  141 

a 1-1  0-120         0-115         -0090         in 

4 1-08  0-111  0-106  -0073  142-5 

6 1-12  0122  0-146  -0008  189 

6 1-06  0-138  0-120  -0087  184-5 

7 108  0-160  0118  -0096  201 

Average      1-084  0-1264  0-1223  -0082  167-8 

If  we  compare  the  above  with  Mr.  Brockbank's  expai- 
ments  we  shall  find^  approximately^  on  reducing  them  to 
the  dimensions  he  adopted^  viz.  3  feet  between  supports  and 
1  inch  section : — 

Breaking  Weight       Defleotioa. 
Mr.  Brockbank's,  with  laige  bare  . .      860-7  lb.        740  inch. 
My  own,  with  nails 2673  1-106 

The  metal,  in  the  form  I  used  it, was  therefore  more  than 
three  times  as  strong  as  that  of  the  large  bars  to  resist  a 
compressing  and  tensile  force,  whUe  its  extent  of  spring  at 
the  breaking  weight  was  half  as  much  again.  Therefore, 
so  fiir  from  being  of  inferior  quality,  it  would  sustain  a  very 
much  heavier  blow  without  fracture. 


Further   Ohservations   on   the   Strength  of  Garden 
Nails.    By  J.  P.  Joule,  LL.D.,  F.Ii.S. 

'^Jead  before  the  Manchester  Literary  and  Philosophical  Society,  March  7, 
1871.   ProceediogB  of  the  Society,  voL  x.  p.  1?V^ 

uthor  thought  it  desirable  to  ascertain  how  far  hard- 
^  to  do  with  the  strength   and   elasticity  of  these 
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small  specimens  of  cast  iron.  For  this  purpose  lie  plunged 
some  of  them  at  a  heat  near  the  melting-point  into  water ; 
then  selecting  those  which  had  been  hardened  sufficiently  to 
resist  the  action  of  the  file.  Others  he  cooled  slowly  from  a 
bright  red  heat.  The  experiments  were  conducted  in  the 
manner  described  in  the  previous  communication. 


«^ 


Ka  of      Length  of 
Bxperi-    NaUbetween 

Breadth  of 

Depth  of 

Breaking 

NaUat 

NaUat 

Deflection. 

Weight: 

meat.        Supporta. 

Fracture. 

Fracture. 

in. 

in. 

in. 

in. 

lb. 

^1 10 

Oil 

0-122 

0-0067 

129 

2.     ....     104: 

012 

0-12 

00037 

84 

3 10 

0-12 

0-122 

0-0028 

81 

4 1-02 

0-143 

0102 

00077 

129 

L  6 11 

0-138 

013 

0O071 

203 

Average  1032 

01262 

0-1192 

0-0056 

126-2 

re 1-0 

0-112 

0-117 

0-0088 

141 

7 1-06 

0-139 

0114 

0-0087 

150 

8 102 

0130 

0-138 

0-0051 

176 

9 104 

0-117 

0-090 

0-0101 

101 

Lie 1-04 

0121 

0108 

0-0073 

113 

Average  1*03 

0-1238 

01134 

0-008 

136-2 

I 


Reducing  to  a  length  of  3  feet  and  1  inch  square  section, 
and  making  a  deduction  of  one  sixth  from  the  deflections  on 
account  of  the  taper  of  the  nails,  the  above  results,  along 
with  those  in  the  last  number  of  the  Proceedings,  become 

Breaking  Weight.         Defleotion. 

Nails  in  the  original  state 26731b.         0*922  inch. 

Hardened  nails     2002  0-677 

Softened  nails 2448  0-924 


Examples  of  the  Performance  of  the  Electro-Mag- 
netic Engine.    By  J.  P.  Joule,  D.C.L.y  F.B.S.J  &c. 

[Read  before  the  Manchester  literary  and  Philosophical  Society,  March  21, 
1871.     Proceedings  of  the  Society,  vol.  x.  p.  152.] 

Some  experiments  and  conclusions  T  arrived  at  a  quarter  of 
a  century  ago  having  been  recently  criticised,  I  have  thought 
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it  might  be  useful  to  place  the  subject  of  work  in  connexion 
with  electro-magnetism  in  a  different  and  I  hope  clearer  form 
than  that  in  which  I  have  hitherto  placed  it.  The  numbers 
given  below  are  derived  from  recent  experiments. 

Suppose  an  electro-magnetic  engine  to  be  furnished  with 
fixed  permanent  steel  magnets^  and  a  bar  of  iron  made  to 
revolve  between  the  poles  of  the  steel  magnets  by  reversing 
the  current  in  its  coil  of  wire.  Such  an  arrangement  is 
perhaps  the  most  efficient,  as  it  is  the  most  simple  form  of 
the  apparatus.  In  considering  it,  we  will  first  suppose  the 
battery  to  consist  of  5  large  Daniell^s  cells  in  series,  so  lai^ 
that  their  resistance  may  be  neglected.  We  will  also  sup- 
pose that  the  coil  of  wire  on  the  revolving  bar  is  made  of  a 
copper  wire  389  feet  long,  and  ^  of  an  inch  diameter,  or 
offering  a  resistance  equal  to  one  B.A.  unit.  Then,  on  con- 
necting the  terminals  of  this  wire  with  the  battery,  and  keep- 
ing the  engine  stiU,  the  current  through  the  wire  will  be 
such  as,  with  a  horizontal  force  of  earth's  magnetism  3'678, 
would  be  able  to  deflect  the  small  needle  of  a  galvanometer 
furnished  with  a  single  circle  of  one  foot  diameter,  to  ibe 
angle  of  54°  23'.  Also  this  current,  going  through  the  above 
wire  for  one  hour,  wOl  evolve  heat  that  could  raise  110-66  lb. 
of  water  1*",  a  quantity  equal  to  85430  ft.  lb.  of  work.  In 
the  meantime  the  zinc  consumed  in  the  battery  will  be 
535*25  grains.  Hence  the  work  due  to  each  grain  of  zinc 
is  159-6  ft.  lb.,  and  heat  -20674  of  a  unit. 

I.  In  the  condition  of  the  engine  being  kept  still  we 
have,  current  being  1*396,  as  shown  by  a  deflection  of 
54°  23'  :— 

1.  Heat  evolved  per  hour  by  the  wbe,  110-66  units. 

2.  Consumption  of  zinc  per  hour,  685*26  grains. 
8.  Heat  due  to  535*25  grains,  110-66  units. 

4.  Therefore  the  work  per  hour  will  be  (110-66  —  110*66)772=0. 

5.  And  the  work  per  grain  of  zinc  wiD  be  rqkTok^O. 

n.  If  the  engine  be  now  started  and  kept  by  a  proper 
load  to  a  velocity  which  reduces  the  current  to  §,  or  -9307, 
indicated  by  a  deflection  42P  57',  we  shall  have 
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1.  Heat  evolved  per  hour  by  the  wire,  11066  x  |  ?  [  =49-18  units. 

2 

2.  Consumption  of  zinc  per  hour,  636'26  X  5 =366*83  grains. 

2 

3.  Heat  due  to  366-83  grains,  110-66x3=73-77  units. 

4  Therefore  the  work  per  hour  will   be  (73-77-49-18)772=18983 

ft.  lb. 

18983 
6.  And  the  work  per  grain  of  zinc  will  be  q-a^"^*^'  ^'  i  of  the 

maximum  duty. 

m.  If  the  load  be  lessened  until  the  current  is  reduced 
to  ^  of  the  original  amount^  or  to  '698,  we  shall  have 

1.  Heat  evolvedperhourby  the  wire,  110-66  X  m  =27666  units. 

2.  Consumption  of  zinc  per  hour,  636-26  x  «=  267-62  grains. 

3.  Heat  due  to  267-62  grains,  110-66  X  2=^*33. 

4  Therefore  the  work  per  hourwill  be  (66-33 -27*666)772 =21367  ft.  lb. 
6.  And  the  work  per  grain  of  zinc  will  be  267-62  ~  ^^^'  ^'  ^  ^^  *^® 

n^fj-yimii^  dutj. 

• 

IV.  If  the  load  be  still  further  reduced  and  velocity  in- 
creased so  as  to  bring  down  the  current  to  i  of  what  it  was 
when  the  engine  was  still,  or  to  '4653,  shown  by  a  deflec- 
tion of  the  galvanometer  of  24P  57',  we  shall  have 

1.  Heat  evolved  per  hour  by  the  wire,  110-66  X  (^y=12-294  units. 

2.  Consumption  of  zinc  per  hour,  636-26  x  «  =178-42  grains. 

3.  Heat  due  to  17842 grains,  110-66  X  3  =  36-89  units. 

4.  Therefore  the  work  per  hour  will  be  (36-89-12-294)772=18988 

ft.  lb. 

18988 
6.  And  the  work  per  grain  of  zinc  will  be  17^.42==  106*4,  or  f  of  the 

maximum  duty. 

V.  Remove  the  load  still  further  until  the  velocity  is  in- 
creased so  much  that  the  current  is  brought  down  to  yiTr  of 
its  quantity  when  the  engine  is  still.    Then  we  shall  have 
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1.  Heat  evolved  per  hour  by  the  wire,  110-66  x   (^V= -011086  of 

a  unit. 

2.  Consumption  of  zinc  per  hour,  636-25  X  jqq =6-3526  graina 

a  Heat  due  to  6-8625  grains  of  zinc,  110-66  x  jqq=1-1066  unitB. 

4  Therefore  the  work  per  hour  will  be  (1-1066- -011066)772 =845^78 
ft  lb. 

5.  And  the  work  per  grain  of  zinc  will  be  g^ggS-  =168,  or  ^f^  of  the 
maximum  duty. 

When  the  velocity  increases  so  that  the  current  yanishes, 
the  duty  =  159*6  or  the  maximum. 


I.  Let  us  now  improve  the  engine  by  giving  it  a  coil  of  4 
times  the  conductivity,  which  will  be  done  by  using  a  copper 
wire  389  feet  long  and  ^th  of  an  inch  diameter,  the  same 
battery  being  used  as  before.  Then,  when  the  engine  is  kept 
still,  we  shall  have  a  current  1*396  x  4=5*584,  shown  by  a 
deflection  of  79°  51'.     Then  we  shall  have 

4" 

1.  Heat  evolved  per  hour  by  the  wire,  110-66  x  j  =442*64  unita. 

2.  Consumption  of  zinc  per  hour,  636-26  x  4=2141  grams. 

3.  Heat  due  to  2141  grains,  442*64  units. 

4.  Therefore  the  work  per  hour  will  be  (442-64  -442-64)772=0. 

0 
6.  And  the  work  per  grain  of  zinc  will  be  ottj  =0. 

II.  Start  the  engine  with  such  a  load  as  shall  reduce  the 
current  to  ^,  or  to  37227  (74°  580  ;  then  we  shall  have 

1.  Heat  evolved  per  hour  by  the  wire,  442-64X  m  =190*73  unit^ 

2 

2.  Consumption  of  zinc  per  hour,  2141 X  »  =  1427*3  grains. 

2 

3.  Heat  due  to  1427-3  grains,  442-64x  3  =206-09  units. 

4.  Therefore  the  work  per  hour  will  be  (295*09-196*73)772=75834. 

76934 
6.  And  the  work  per  grain  of  zinc  will  be  t^tTq  =53-2,  or  i  of  the 

maximum  duty. 

III.  Lessen  the  load  so  that  the  velocity  of  the  engine  is 
increased  until  the  current  is  reduced  to  one  half  its  origmal 
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amonat^  or  2*792^  shown  on  the  galvanometer  by  a  deflection 
of  70°  18.     Then  we  shall  have 

1.  Heat  evolved  per  hour  by  the  wire,  442-64X  Q)  =110-66  units. 

2.  Consomption  of  zinc  per  hour,  2141 X  2= 1070*5  grains. 

3.  Heat  due  to  1070*5  grains,  442*64X2  -221*82  units. 

4.  Therefore  the  work  per  hour  will  be  (221*32 -110*66)772=85480 

ft  lb. 

85429 

5.  And  the  work  per  grain  of  zinc  will  be  fQTQig  =79*8,  or  ^  the  max- 

imum duty. 

rV.  Let  the  load  be  further  reduced  until  the  velocity 
reduces  the  current  to  J,  or  to  1*8613,  shown  by  a  deflection 
of  61°  44!.    Then  we  shall  have 

1.  Heat  evolved  per  hour  by  the  wire,  442*64  X  (^S = 49*182  units. 

2.  Consumption  of  zinc  per  hour,  2141  x  o=713*66  grains. 

3.  Heat  due  to  713*66  grains  of  zinc,  442*64X3=147*55  units. 

4.  Therefore  the  work  per  hour  will  be  (147*55-49*182)772=75940 

ft.  lb. 

76940 

5.  And  the  work  per  grain  of  zinc  will  be  ^^0,^^= 106*4,  or  f  of  the 

maTrimum  duty. 

V.  Let  the  load  be  still  further  reduced  until,  with  the 
increased  velocity,  the  current  becomes  reduced  to  x^,  or  to 
*05584,  showing  a  deflection  of  3°  12'.    Then  we  shall  have 

1.  Heat  evolved  per  hour  by  the  wire,  442*64  x  (-^^Vs  •044264  of  a 

unit 

2.  Consumption  of  zinc  per  hour,  2141  x  Iqo= 21*41  grains. 

8.  Heat  due  to  21*41  grains  of  zmc,  442*64  x  fQQ= 4*4264  units. 

4.  Therefore  the  work  per  hour  will  be  (4*4264-04426)772=3383 

ft.  lb. 

3383 

5.  And  the  work  per  grain  of  zinc  will  be  oTil"^^'  ^'  ^^  ^  *^® 

maximum  duty. 
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Now  suppose  that  we  still  further  improve  our  engine  V 
making  the  stationary  magnets  twice  as  powerfdL  In  tlii 
case  all  the  figures  will  remain  exactly  the  same  as  befoR. 
the  only  difference  being  that  the  engine  will  only  require 
to  go  at  half  the  velocity  in  order  to  reduce  the  current  to 
the  same  fraction  of  its  first  quantity.  The  attraction  wifi 
be  doubled,  but  the  velocity  being  halved  no  change  wil 
take  place  in  the  amount  of  work  given  out. 

In  all  cases  the  maximum  amount  of  work  per  hoar  it 
obtained  when  the  engine  is  going  at  such  a  velocity  as 
reduces  the  current  to  one  half  of  its  amount  wh»i  thr 
engine  is  held  stationary ;  and  in  this  case  the  duty  per  graii 
of  zinc  is  one  half  of  the  theoretical  maximum. 

The  same  principles  apply  equally  well  when,  instead  d 
employing  the  machine  as  an  engine  evolving  work,  we  do 
work  on  it  by  forcibly  reversing  the  direction  of  its  motioo. 
Suppose  for  instance  we  urge  it  with  this  reverse  velocity 
until  the  quantity  of  current  is  quadrupled  or  becomes 
22-336,  indicated  by  a  deflection  of  87^  26'.  Then  we  shall 
have 

1.  Heat  evolved  per  hour  by  the  wire,  442*64x4* =7082-2  unita. 

2.  Oonsumption  of  zinc  per  hour,  2141 X  4=8564  gndiiB. 

8.  Heat  due  to  8664  grains  of  zinc,  442*64x4= 177056  unita. 

4.  Therefore   the  work   per  hour  will   be    (1770-56-7082^)773= 

-4100482  ft.  lb. 

5.  And  the  work  per  grain  of  zinc  will  be  — g™ —  s=  —478*8,  or  — S 

times  the  mftximum  working  duty. 

The  principal  reason  why  there  has  been  greater  scope 
for  the  improvement  of  the  steam-engine  than  that  of  the 
electro-magnetic  en^ne  arises  from  the  circumstance  th^ 

in  the  formula >  applied  to  the  steam-engine  by  Thom- 

a 

son,  in  which  a  and  b  are  the  highest  and  lowest  tempera- 
tures, these  values  have  been  limited  by  practical  difficulties. 
For  a  cannot  easily  be  taken  above  459^+374*'= 833^  from 
absolute  zero,  since  that  temperature  gives  12*425  atmo- 
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^r   spheres  of  pressure,  nor  can  b  be  readily  taken  at  less  than 
T*x*a    the  atmospheric  temperature,  or  459° +60°  =  519°.      Also 
-  Sir:    there  is  much  difficulty  in  preventing  the  escape  of  heat ; 
i  zi     "whereas  the  insulation  of  electricity  presents  no  difficulty. 
^i^  I  had  arrived  at  the  theory  of  the  electro-magnetic  engine 

^  •      in  1840,  in  which  year  I  published  a  paper  in  the  4th  volume 
■J^j;;      of  Sturgeon's  ^Annals,'  demonstrating  that  there  is  '^novari- 
ry^x       ation  in  economy,  whatever  the  arrangement  of  the  conduc- 
-^.-      ting  metal,  or  whatever  the  size  of  the  battery. '^     The  ex- 
^,.^       periments  of  that  paper  indicate  36  foot  lb.  as  the  maximum 
. ,.        duty  for  a  grain  of  zinc  in  a  Wollaston  battery.     Multi- 
plying this  by  4  to  bring  it  to  the  intensity  of  a  DanielFs 
battery,  we  obtain  144  foot  lb.     Here,  as  in  the  experi- 
^  .        ments  in  the  paper  on  Mechanical  Powers  of  Electro-Mag- 
netism, Steam,  and  Horses,  the  actual  duty  is  less  than 
^,  the  theoretic ;    which  is    owing    partly    to    the    pulsatory 

\^         nature  of  the  current,  and  partly  also  to  induced  currents 
1  giving  out  heat  in  the  substance  of  the  iron  cores  of  the 

electro-magnets ;  although  these  last  were  obviated  as  far 
as  possible  by  using  annealed  tubes  with  slits  down  their 
sides. 


On  the  Magnetic  Storm  of  February  4,  1872. 

[Read  before  the  Manchester  Literary  and  PhUosophical  Society,  Feb.  6, 
1872.    Proceedings  of  the  Society,  vol.  xi.  p.  91.] 

Dr.  Joule,  F.R.S.,  called  attention  to  the  very  extraordinary 
magnetic  disturbances  on  the  afternoon  of  the  4th,  and  from 
which  he  anticipated  the  aurora  which  afterwards  took  place. 
The  horizontally  suspended  needle  was  pretty  steady  in  the 
forenoon  of  that  day,  but  about  4  p.m.  the  north  end  was 
deflected  strongly  to  the  east  of  the  magnetic  meridian,  and 
afterwards  still  more  strongly  to  the  west.  The  following 
were  the  observations  he  had  made : — 
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Time. 


DefleotJon  from  tiie 
Magnetic  If  eridian. 


Time. 


Deflectun  fSposD  fte 


4.0    P.M. 0  60  E. 


430 

4.56 

4.58 

5.9 

5.12 

5.23 

5.24 

6.35 

5.55 


0  47  W. 

2  22  „ 

3  0  „ 
3  45  „ 
0  52  „ 
5  36  „ 
2  28  „ 
0  52  „ 
0  52  „ 


aiop.M. 1 


6.12 
7.41 
7.43 
8.9 
8.31 
8.54 
8.68 
11.3 


24  W. 

8  „ 
10    „ 

0  „ 
42    „ 

18    „ 

52    „ 

6    „ 


Observation  with  the  spectroscope  of  the  aurora  showed  a 
bright  and  ahnost  colourlesss  line  near  the  yellow  part  of  the 
spectrum.  This  line  appeared  to  whatever  part  of  the  heaTeni 
the  instrument  was  directed,  and  could  be  plainly  seen  when 
the  sky  was  covered  with  clouds  and  rain  was  falling.  When 
looking  at  the  most  brilliant  red  light  of  the  aurora,  a  faint 
red  Ught  was  seen  at  the  red  end  of  the  spectrum,  and  beyond 
the  bright  white  line  towards  the  violet  end  two  broad  bands 
of  faint  white  light. 

Mr.  Sidebotham  states  that  he  also  expected  the  mag- 
nificent aurora  on  account  of  the  violet  disturbance  of  the 
needle  at  Bowdon,  amounting  to  at  least  3^. 


On  the  Polarization  of  Platina  Plates  by  Prictumal 
Electricity. 

[Read  before  the  Manchester  Literary  and  Philosophical  Society. 
Proceedings  of  the  Society,  vol.  xL  p.  99.] 

Dr.  J.  P.  Joule  described  some  experiments  he  had  been 
making  on  the  polarization  by  frictional  electricity  of  platina 
plates,  either  immersed  in  water  or  rolled  together  with  wet 
silk  intervening.  The  charge  vras  ascertained  both  in  quality 
and  quantity  by  transmitting  it  through  the  coil  of  a  delicate 
galvanometer.  He  suggested  that  a  condenser  on  this  prin- 
ciple might  be  useful  for  the  observation  of  atmospheric  elec- 
tricity. 
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Note  added  in  1883. 

The  experiments  of  which  the  above  is  a  short  notice  were 
made  in  the  commencement  of  1872.  The  electrical  machine 
had  a  cylinder  of  9  inches  diameter^  and  was  furnished  with 
insulated  rubber  and  prime  conductor  in  the  usual  manner. 
The  galvanometer  had  a  coil  of  half  an  inch  diameter  com- 
posed of  a  long  and  fine  insulated  wire,  and  the  needle  was 
astatic.  An  apparatus  which  we  may  call  a  condenser  was 
formed  by  rolling  up  two  sheets  of  platina  foil  and  two  sheets 
of  silk  or  cotton  fabric.  The  roll  was  bound  tightly  with 
silk  thread,  two  fine  platina  wires  being  attached  to  the  pla- 
tina plates.  It  was  then  placed  in  a  beaker  filled  with  water. 
When,  therefore,  the  wires  were  connected  on  one  hand  with 
the  rubber,  and  on  the  other  with  the  prime  conductor  of  the 
electrical  machine,  and  the  latter  was  worked,  a  charge  was 
accumulated  in  the  condenser  which  could  be  measured  by 
being  transmitted  through  the  galvanometer. 

The  charge,  as  indicated  by  the  throw  of  the  needle,  was 
rather  lower  than  in  the  simple  proportion  of  the  number  of 
revolutions  of  the  cylinder,  which  was  owing  to  the  time 
occupied  allowing  the  dissipation  of  a  portion  of  the  charge. 
Thus  I  had  in  one  instance  (which  will  do  as  an  example 
of  the  rest) : — 

Turns.  Throw  of  Needle. 

60 P  52' 

100 2    50 

200 5      0 

400 7    52 

The  condenser  is  not  entirely  discharged  when  its  wires 
are  placed  in  connexion  with  the  galvanometer ;  on  the  con- 
trary, a  considerable  residuary  charge  accumulates  which, 
after  being  discharged,  will  again  collect  many  times  in  suc- 
cessively decreasing  quantities — a  circumstance  which  makes 
it  difficult  to  arrive  at  accurate  quantitative  results. 

It  is  highly  probable  that  if  the  condenser  were  immersed 
in  perfectly  pure  water  deprived  of  air,  it  would  retain  the 
charge  much  longer  than  it  did  in  my  experiments,  although 
the  town's  water  I  used  is  one  remarkably  free  from  foreign 
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ingredients.  With  this  water  the  average  time  occupied  in 
the  reduction  of  the  charge  to  one  half  was  40  minutes. 

The  addition  of  alcohol  to  the  water  in  the  proportion  of 
one  per  cent,  produced  no  sensible  effect,  the  average  time 
required  to  reduce  the  charge  one  half  being  42  minutes. 

Sugar,  in  a  similar  proportion,  seemed  to  reduce  the  hold- 
ing power,  for  a  mean  of  two  experiments  showed  that  the 
charge  was  diminished  to  one  half  in  20  minutes. 

With  common  salt  in  a  similar  proportion,  the  charge  was 
reduced  to  one  half  in  15  minutes. 

A  small  addition  of  sulphuric  acid  reduced  the  holding 
power  very  considerably ;  but  there  was  little  further  reduc- 
tion effected  by  an  increase  in  its  quantity — a  proportion  <rf 
1  to  600  was  sufficient  to  reduce  the  charge  to  one  half  in 
6^  minutes,  a  proportion  of  1  to  300  had  the  same  effect, 
while  a  still  further  increase  of  strength,  viz.  1  to  150,  only 
shortened  the  time  required  to  reduce  the  charge  to  one  half 
by  half  a  minute  more,  or  to  6  minutes. 

As  might  have  been  anticipated,  nitric  acid  had  a  much 
more  powerful  effect  to  destroy  the  holding  power.  One 
part  in  600  caused  the  charge  to  be  halved  in  2^  minutes, 
while  1  in  300  produced  the  same  deterioration  in  l{ 
minutes. 


On  the  Prevalence  of  Hydrophobia. 

[Read  before  the  Literary  and  Philosophical  Society,  Dec  24,  1872. 
Proceedings  of  the  Society,  vol.  xii.  p.  41.] 

The  President  drew  attention  to  the  increasing  number  of 
cases  of  hydrophobia.  There  was  every  reason  for  believing 
that  this  dreadful  disorder  was  communicated  from  one 
animal  to  another  by  a  bite,  and  was  seldom,  if  ever,  spon- 
taneously developed.  Inasmuch,  therefore,  as  the  effects  of 
a  bite  nearly  always  occurred  within  four  months,  it  would 
only  be  necessary  to  isolate  dogs  for  that  period  in  order  to 
stamp  out  the  disease.  That  was  the  opinion  of  Dr.  Bardsley, 
whose  elaborate  paper  will  be  found  in  the  4th  vol.  of  the 
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Memoirs  of  the  Society,  and  probably  gave  rise  to  the  practice 
of  confining  dogs  at  certain  periods  of  the  year ;  which,  how- 
ever, has  unfortunately  been  rendered  to  a  great  extent 
nugatory  in  consequence  of  having  been  only  partially 
adopted. 

Note,  1883. — Having  been  told  when  a  child  by  an  old  ser- 
vant of  my  father^s  that  he  had  himself  assisted  in  smothering  a 
victim  to  this  horrid  disease,  I  have  ever  since  felt  an  anxious 
interest  in  the  subject.  There  is  no  known  preventive,  except 
possibly  that  resorted  to  by  my  sister  in  a  case  which  occurred 
in  our  own  family — she  kept  the  wound  open  a  very  long 
time.  It  is  difficult  to  understand  the  intellectual  and  moral 
condition  of  a  public  which,  by  the  neglect  of  the  obvious 
precaution  indicated  by  Dr.  Bardsley,  consigns  to  a  firightful 
death  probably  as  large  a  number  of  persons  as  those  who  by 
common  custom  are  exclusively  spoken  of  as  murdered. 


On  a  Mercurial  AiV'Pwnvp. 

[Read  before  the  Manchester  literary  and  Philosophical  Society,  Feb.  18, 
1873.    Proceedings  of  the  Society,  vol.  xii.  p.  57.] 

Db.  Joule,  F.R.S.,  gave  some  further  account  of  the  improve- 
ments he  had  made  in  his  air-exhausting  apparatus.  As 
stated  in  the  last  Proceedings,  he  had  substituted  a  caout- 
chouc tube  attached  to  the  neck  of  a  glass  vessel  for  the 
original  perpendicular  pipe  with  its  stop-cock.  This  is  seen 
in  the  adjoining  sketch,  c  and  d.  The  two  positions,  viz.  , 
when  b  is  being  filled,  and  when  it  is  being  emptied,  are 
shown  by  the  full  and  the  dotted  drawing.  It  is  convenient 
to  introduce  no  air  into  d  except  that  required  to  act  as  a 
cushion  to  avoid  a  shock  when  filled  iu  the  lower  position. 
Sulphiuric  add  may  be  introduced  into  the  receiver  to  be 
exhausted ;  but  it  is  perhaps  more  convenient  to  place  it  over 
the  mercury  in  a,  whence  it  may  occasionally  be  drawn  into 
by  to  effect  the  drying  of  the  internal  parts  of  the  apparatus. 
Dr.  Joule  has  met  with  some  difficulty  in  using  mercury- 
gauges  to  ascertain  the  residual  pressure,  inasmuch  as  he 
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finds  that  mercury  thoroughly  boiled  in  clean  glass  tubes 
does  not  show  a  convex  surface,  but  adheres  strongly  to  the 
glass.  However,  he  has  confidence  in  giving  the  following 
results  in  working  with  his  apparatus,  with  acid  of  various 
strength,  obtained  by  successive  dilutions  by  volume  of 
sulphuric  acid,  of  sp.  gr.  1*845. 

Sulphuric  Pressure  in  Inches 

Acid.  Water.  of  Mercury. 

3  +  0  Inappreciable. 

3  4-  1  Inappreciable. 

3  4-  2  001  at  70° 

1  4-  1  0-03  at  63° 

1  +  2  0-16at68P 

1  +  4  0-30  at  56° 

0  +  1  0-37at47° 


[Read  before  the  Manchester  Literary  and  Philosophical  Society, 
January  13, 1874.    Proceedings  of  the  Society,  vol.  xiiL  p.  68.] 

A  DRAWING  was  shown  representing  some  further  improve- 
ments of  Dr.  Joule^s  mercurial  air-exhauster  described  in  the 
Proceedings  of  February  18,  1873. 

In  the  section  represented  by  fig.  110,  i,  W  W  is  a  wooden 
firame ;  P  a  pulley  for  raising  or  lowering  a  flask  of  mercury 
held  in  a  wooden  box,  M,  working  in  a  slide ;  88  88  are  india- 
rubber  stoppers ;  E  is  the  exhauster ;  /,  e  the  entrance  and 
exit  tubes ;  g  the  gauge ;  /  a  funnel  to  admit  sulphuric  acid ; 
B,  B  movable  brackets  to  support  any  apparatus. 

In  fig.  1 10,  2,  the  exhauster  is  drawn  to  a  larger  scale.  /,  e 
are  the  entrance  and  exit  tubes,  fitting  tightly  in  an  india- 
rubber  disk  a,  which  disk  is  kept  tightly  pressed  against  the 
exhauster  by  means  of  the  ring,  ft,  b.  The  mercury  is  repre- 
sented sunk  below  the  entrance  tube,  as  is  the  case  when  the 
movable  flask  is  in  its  lower  position.  On  raising  the  flask 
by  means  of  the  pulley,  the  mercury  rises  in  the  exhauster 
and  forces  any  air  it  may  contain  into  the  upper  part  of  the 
exhauster  by  raising  the  india-rubber  plug.  The  air  then 
makes  its  exit  through  the  pipe  e.  This  latter  is  also  used 
for  withdrawing  the  acid  which  gradually  accumulates. 

2s 
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Fig.  110,  3,  also  drawn  to  a  large  scale,  represents  a  con- 
venient means  of  introducing  sulphuric  acid  for  removing 
aqueous  vapour,  or  to  let  air  into  the  apparatus.  The  orifice 
at  the  bottom  of  the  funnel  is  about  j^o  of  ^^  i^^ch  diameter 
to  prevent  violent  action. 

It  may  be  useful  to  mention  that  the  junctions  are  made 
-witli  black  india-rubber  tube  fastened  by  softened  iron  wire. 

Note,  1883. — In  practice  I  find  it  more  convenient  to  raise 
tlie  globes  with  the  hand  than  to  work  them  with  pulleys.  I 
early  thought  of  plungers  consisting  of  iron  cylinders  working 
in  mercury  in  order  to  alternate  the  level,  which  would  ob- 
viate the  necessity  of  using  caoutchouc  tubes.  But  this  did 
not  seem  to  ofier  any  practical  advantage. 


[Proceedings,  vol.  xiv.  p.  12.]  ^ig-  ^ 


On  October  6, 1874,  Dr.  Joule  made  a  further 
communication  respecting  his  mercurial  air- 
pump  described  in  the  Proceedings  for  Dec. 
24,  1872,  and  Feb.  4,  Feb.  18,  and  Dec. 
30,  1873.  He  had  successfully  made  use  of 
the  glass  plug  proposed  in  the  Proceedings 
for  Feb.  4,  1873.  This  he  constructs  by 
blowing  out  the  entrance  tube  and  grinding 
the  bulb  thus  formed  into  the  neck  of  the 
thistle-shaped  glass  vessel.  To  collect  the 
pumped  gases  he  now  employs  an  inverted 
glass  vessel  attached  to  the  entrance  tube 
and  dipping  into  the  mercury  in  the  upper 
part  of  the  thistle-glass. 


QUrOBBTH 


TKSIZE 


2s2 


628  ON  A  GLUE-BATTERY. 

On  a  Glm-Battery.    By  Dr.  J.  P.  Joule,  F.B.S. 

[Read  before  the  Manchester  Literary  and  PhUoeophical   Society, 
October  6, 1875.    Proceedings  of  the  Society,  voL  xv.  p.  1.] 

If  sulphate  of  zinc  or  sulphate  of  copper  be  dissolved  in 
solution  of  gelatine  and  then  carefully  dried,  an  elastic  solid 
is  produced  holding  the  salt  in  conbination,  which  softens 
on  the  application  of  heat.  I  have  taken  advantage  of  this 
circumstance  to  form  a  voltaic  couple  which  illustrates  Fara- 
day's discovery  of  the  necessity  of  liquefaction  for  electro- 
lysis, and  which  also  may  not  be  without  some  practical 
advantages. 

I  paint  pieces  of  zinc  with  glue  impregnated  with  salt  of 
zinc,  and  pieces  of  copper  with  glue  charged  with  sulphate 
of  copper,  dry,  and  lay  them  together  in  series.  The  pile 
thus  formed  is  inert  when  cold,  but  capable  of  giving  a  good 
current  when  heated,  as  will  be  seen  from  the  following 
results  obtained  with  a  single  couple  in  connexion  with  a 
delicate  galvanometer : — 

Temp.  Fahr.  Deflectiaii. 


Temp.  Fahr. 

Deflectio 

6l     

5       ' 

70    

0    40 

80    

1    10 

90     

1    40 

110    

2    50 

180    

3      0 

140    

4    40 

o 
16U 

160 

170 

180 

190 

200 


6 

m 

7 

20 

8 

10 

10 

20 

17 

40 

43 

0 

After  the  lapse  of  three  years  I  find  that  the  above  ooopk 
has  retained  its  powers  almost  unimpaired. 


On  the  Utilization  of  the  Common  Kite. 
By  Dr.  J.  P.  Joule. 

[Read  before  the  Manchester  Literary  and  Philosophical  Society, 
Dec.  28, 1876.    Proceedings  of  the  Society,  voL  xv.  p.  61.] 

Unsuccessful  attempts  have  recently  been  made  for  the 
purpose  of  utilizing  a  modification  of  the  common  kite  as  a 
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means  of  obtaining  a  view  of  the  surrounding  country. 
The  machine  in  each  instance  rose  only  to  fall  violently  to 
the  ground  after  remaining  in  the  air  a  very  short  time. 
These  trials  have  brought  to  my  recollection  some  experi- 
ments I  made  more  than  six  years  ago^  but  of  which  I  did 
not  publish  the  results^  imagining  that  all  such  matters 
must  have  been  thoroughly  elucidated  by  the  Chinese,  if 
not  by  our  own  more  juvenile  kite-flyers.  The  usual  method 
of  making  the  skeleton  of  a  kite  is  to  aflSx  a  rather  slender 
bow  to  the  top  of  a  standard,  tying  the  extremities  of  the 
bow  to  twine  fastened  to  the  bottom  of  the  standard.  The 
steadiness  of  the  kite  in  the  air  depends  on  the  fact  that 
the  wings  yield  with  the  wind.  If  the  bow  is  too  stiff  and 
the  surface  nearly  a  plane,  instability  results.  A  kite  ought 
to  have  a  convex  spherical  surface  for  the  wind  to  impinge 
upon.  Such  a  surface  I  readily  made  by  fixing  two  bows 
crosswise.  The  string  was  attached  to  a  point  a  little  above 
the  centre  of  the  upright  bow,  and  a  very  light  tail  was  fast- 
ened to  the  lower  end.  The  kite  stood  in  the  air  with  almost 
absolute  steadiness.  I  found  that  by  pulling  strings  fastened 
to  the  right  and  left  sides  of  the  horizontal  bow,  the  kite 
could  be  made  to  fly  30°  or  more  from  the  direction  of  the 
wind,  and  hence  that  it  would  be  possible  to  use  it  in  bring- 
ing a  vessel  to  windward.  One  great  advantage  of  such  a 
mode  of  propulsion  over  ordinary  sails  would  be  that  the 
force,  however  great,  could  be  applied  low  down,  so  as  to 
produce  no  more  careening  than  that  desired  by  the  seaman. 
PS.  1883.— In  1827  Pocock  yoked  a  pair  of  kites  to  a 
carriage  in  which  he  travelled  from  London  to  Bristol.  He 
had  an  extra  line  to  vary  the  angle  of  the  surface  of  his  kite, 
and  so  the  direction  of  the  tractile  force. 


On  a  Barometer.    By  Dr.  J.  P.  Joule,  F.B.S.  &c. 

[Read  before  the  Manchester  Literary  and  Philosophical  Society, 
March  19, 1878.    Proceedings  of  the  Society,  vol.  xriL  p.  114.] 

Some  years  ago  I  brought  under  the  notice  of  the  Society  a 
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syphon  barometer,  the  peculiarity  of  which  consisted  in  the 
introduction  of  a  small  quantity  of  sulphuric  acid.     I  hoped 


that  the  diminution  of  the  capillary 
effect,  and  the  extreme  mobility  of 
the  mercury  thus  obtained,  would 
present  some  advantages.  I  found, 
however,  that  the  opinion  expressed 
by  Dr.  R.  A.  Smith,  viz.  that  the 
acid  would  act  on  the  mercury,  was 
fully  justified  in  the  event ;  for  the 
barometer,  after  a  few  weeks  had 
elapsed,  stood  at  too  low  a  level, 
and  now,  after  an  interval  of  5 
years,  stands  3  inches  below  its 
proper  height,  while  a  plentiful  crop 
of  transparent  prismatic  crystals  has 
been  formed. 

In   the  barometer  which  I  now 
venture  to  submit,  I  have  applied  a 
principle  which  I  have  found  very  (J) 
useful  in   the   construction  of  the 
manometer.     Sealed  within  to  the 
top  of  the   long  leg   of  a   syphon 
barometer  is  a  piece  of   thin  glass 
rod,  with  the   extremity   of  which 
at  A  the  mercurial  column  can  be 
brought  into  contact  by  means  of  the 
adjunct  to  the  lower  short  leg.     C  is 
a  tube  of  the  same  diameter  as  the 
rest  of  the  barometer  :  it  is  connected 
with  the  short  leg  by  means  of  a  T 
tube,  to  which  also  the  narrow  glass 
tube  D  is  attached  by  a  piece  of  rub- 
ber tubing.     By  raising  this  small 
tube  by  turning  the  axle  E,  the  mer- 
cury  can  be  brought  to  touch  the 
glass  point  at  A.      Affixed   to    the 
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upper  part  of  the  framework  of  the  instrument  is  a  graduated 
"vvheel  F  having  a  groove  in  its  periphery  and  also  a  small  V 
groove  near  its  centre.  This  last  holds  a  fine  wire  with  a  glass 
plummet  at  one  end  and  an  exact  counterpoise  at  the  other. 
To  bring  this  plummet  in  contact  with  the  mercury  of  the 
lower  leg,  the  wheel  is  moved  by  means  of  the  thread  G. 
The  contacts  of  the  mercurial  colunin  are  observed  with  micro- 
scopes, and  the  value  of  the  graduations  of  the  wheel  by  com- 
parisons with  a  standard  rule. 

In  order  to  facilitate  the  application  of  the  needful  tempe- 
rature-corrections, it  is  desirable  to  secure  the  upper  part  of 
the  barometer  to  the  block  of  timber  which  supports  the 
wheel,  leaving  the  lower  end  free.  There  is  also  an  advan- 
tage in  introducing  a  small  quantity  of  sulphuric  acid  into 
the  small  tube  D,  to  promote  the  freedom  of  movement  of 
the  mercury  in  it. 

The  average  time  occupied  by  an  observation  is  found  to 
be  I  of  a  minute,  and  the  average  error  y^  of  an  inch.  In 
the  morning  of  yesterday  the  wind  was  high  and  gusty, 
causing  the  mercury  to  oscillate  at  short  intervals  of  time 
through  a  space  of  about  ^^  of  an  inch. 


Method  of  Checking  the  Oscillations  of  a  Telescope. 
By  Dr.  Joule. 

[Read  before  the  Manchester  Literary  and  Philosophical  Society,  Oct.  7, 
1879.    Proceedings  of  the  Society,  vol.  xix.  p.  4.] 

Dr.  Joule  described  a  simple  means  for  checking  the  oscil- 
lations of  his  telescope.  Leaden  rings  are  placed  centrally 
about  the  axis  of  the  tube  of  the  telescope,  each  being  attached 
thereto  by  three  or  more  elastic  caoutchouc  bands.  He  had 
usually  employed  two  of  these  rings,  one  near  the  object-glass, 
the  other  near  the  eyepiece.  Their  united  weight  was  only 
one  quarter  that  of  the  telescope-tube ;  but  nevertheless  they 
diminished  the  time  required  for  the  cessation  of  vibration  to 
one  sixth  of  what  it  was  before  their  application. 
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New  Determination  of  the  Mechanical  Equivalent  of 
Heat.  By  James  Prescott  Joule,  D.C.L.,  LL.D^ 
F.B.SS.  L.  and  E.,  &c..  President  of  the  lAterarg 
and  Philosophical  Society  of  Manchester. 

[PhilosopMcal  Transactions,  1878,  Part  H.    Read  January  24,  1878.] 
[Plate  IV.] 

The  Committee  of  the  British  Association  on  Standards  of 
Electrical  Resistance  having  judged  it  desirable  that  a  fresh 
determination  of  the  mechanical  equivalent  of  heat  should 
be  made^  by  observing  the  thermal  effects  due  to  the  trans- 
mission of  electrical  currents  through  resistances  measured 
by  the  unit  they  had  issued,  I  undertook  experiments  with 
that  view,  resulting  in  a  larger  figure  (782*5)  *  than  that 
which  I  had  obtained  from  the  friction  of  fluids  (772*6)  f. 

The  only  way  to  account  for  this  discrepancy  was  to  admit 
the  existence  of  error,  either  in  my  thermal  experiments  or 
in  the  unit  of  resistance.  A  committee,  consisting  of  Sir 
Wm.  Thomson,  Professor  P.  G.  Tait,  Professor  Clerk  Max- 
well, Professor  B.  Stewart,  and  myself,  were  appointed  at 
the  meeting  of  the  British  Association  in  1870 ;  and  with 
the  funds  thus  placed  at  my  disposal  I  was  chained  with  the 
present  investigation,  for  the  purpose  of  giving  greater  accu- 
racy to  the  results  of  the  direct  method. 

The  plan  I  adopted  was,  in  regard  to  the  measurement  of 
work,  similar  (as  1  afterwards  found)  to  that  used  l^  Him, 
who  has  laboured  so  earnestly  and  successiully  on  this  sub- 
ject. He  has  described  it  as  follows  : — "  L'appareil  qui  m'a 
servi  pour  cette  etude  consiste  :  1"*,  en  un  cylindre  en  laiton 
de  0™*3  de  diametre,  de  1™  de  longeur,  poli  k  sa  periph^e 
exteme,  monte  sur  un  axe  solide  en  rapport  avec  un  moteur 
d^un  mouvement  tres  regulier,  et  pouvant  recevoir  une  vitesse 

•  Brit  Assoc.  Report,  Dundee,  1867,  p.  522. 
t  PhiL  Trans.  1850,  p.  82. 
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variant  ^  volonte  de  60  h,  600*  par  minute ;  2^,  en  un  eylindre 
fixe,  poli  h  son  int^rieur,  concentrique  au  premier,  eloigne 
partout  de  0™'03  de  celui-ci.  Les  disques  ou  plateaux  for- 
mant  les  extr^mites  de  la  eylindre  etaient  munis,  k  leur  partie 
centrale,  de  boites  ^.etoupes  par  ou  sortait  Taxe  du  eylindre 
interne.  Tout  Fintervalle  compris  entre  les  deux  cylindres 
pouvait  etre  rempli  ainsi  d^un  liquide  quelconque  que  les 
boites  h  ^toupes  empSchaient  de  s'^couler  par  les  centres. 

"  Lorsque  le  eylindre  int^rieur  toumait,  le  frottement  que 
sa  surface  exteme  exer9ait  sur  le  liquide,  et  que  le  liquide, 
mis  ainsi  en  mouvement  lui-meme,  exer9ait  k  son  tour  sur  la 
surface  interne  du  eylindre  exteme,  tendait  k  faire  toumer 
celui-ci.  Deux  leviers  parfaitement  paralleles,  adapt^s  aux 
deux  extr^mit^s,  et  portant  des  plateaux  de  balance,  per- 
mettaient  d^empecher  la  rotation  k  Faide  de  poids  qui  indi- 
quaient  ainsi  la  valeur  du  frottement.  La  tare  des  leviers,  la 
valeur  du  frottement  des  boites  k  ^toupes,  etc.,  etaient  d^ter- 
minees  aisement  en  faisant  toumer  tres  lentement  le  eylindre 
interne  dans  les  deux  sens  altemativement.  Deux  tuyaux 
verticaux,  soud&  aux  deux  disques  de  fermeture,  et  aussi 
pres  que  possible  des  boites  a  ^toupes,  permettaient  d^etablir 
dans  Tappareil  un  courant  continu  et  parfaitement  r^gulier 
d'un  liquide  voulu. '  La  temperature  de  ce  liquide  ^tait  prise 
k  Fentr^e  et  k  la  sortie.  Autant  que  possible,  la  temperature 
k  Fentree  €tait  tenue  k  autant  de  degres  audessous  de  celle 
de  Fappartement  que  celle  du  liquide  sortant  ^tait  sup^rieure. 
Du  reste,  la  loi  de  refroidissement  de  Fappareil  ^tait  soi- 
gneusement  determinde  de  maniere  k  ce  qu^il  fat  facile  de 
faire  les  corrections  n^cessaires. 

'^  Cet  appareil,  qui  dans  son  ensemble  constitue  une  veri- 
table balance  k  frottement  des  liquides,  pouvait  tres  aisement 
servir  k  faire  connaitre,  d'une  part,  le  travail  depense  pour 
tel  ou  tel  liquide,  pour  telle  ou  telle  vitesse,  et  d^autre  part, 
k  Faide  des  corrections  convenables,  k  faire  connwtre  le 
nombre  de  calories  produit  par  ce  frottement  dans  un  liquide 
dont  la  capacity  calorifique  etait  connue. 

"  Les  r&ultats  obtenus  ont  6t€  en  general  d^une  regularite 
satisfaisante.     Six  experiences  consecutives  faites  sur  Feau, 
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et  avec  diffgrentes  vitesses,  avec  des  quantites  diverses  de 
liquide  introduites  par  seconde  entre  les  deux  tambonra^ 
m^ont  donn^  482°*  pour  le  travail  produisant  une  calorie,  et 
par  suite  pour  la  yaleur  de  ^equivalent/'  t 

The  method  I  adopted  was  to  revolve  a  paddle  in  a  sus- 
pended vessel  of  water,  to  find  the  heat  thereby  prodaced, 
measuring  the  work  by  the  force  required  to  hold  the  vessel 
from  turning,  and  the  distance  run  as  referred  to  the  point 
at  which  the  force  was  applied.  Fig.  113  (Plate  IV,)  repre- 
sents the  apparatus  drawn  one-eighteenth  the  actual  sise. 
A  massive  wooden  framework,  a  a,  resting  on  the  asphalted 
floor  of  a  cellar,  is  still  further  strengthened  by  means  of 
timber  abutting  against  the  waUs  on  every  side.  The  perpen- 
dicular shaft  b  is  supported  by  a  conical  collar^  turned  on 
it  at  c.  It  is  revolved,  along  with  the  fly-wheel/,  weighing 
about  1  cwt.,  by  means  of  the  doubling  hand- wheels,  rf  e. 
A  counter  §  is  placed  at  ff,  for  the  purpose  of  reading  off 
the  number  of  revolutions.  The  calorimeter  h  has  an  accu- 
rately turned  groove,  from  which  silk  threads  pass  over  the 
light,  accurately-turned  pulleys  y  j,  to  the  scales  *  *.  The 
hydraulic  supporter,  w  t?,  was  not  employed  in  the  first 
two  series  of  experiments,  and  will  be  described  further  on* 
Three  sides  of  the  frame  are  boxed  in  permanently;  the 
fourth,  or  front,  has  shutters  with  windows  which  can  be 
removed  at  pleasure.  A  delicate  thermometer,  suspended 
within  the  frame,  is  observed  through  a  telescope,  as  is  also 
the  thermometer  employed  in  reading  the  temperature  of 
the  calorimeter. 

* 

•  This  equals  7874  in  the  measures  I  have  adopted,  vi«.,  British  fe«, 
and  degrees  Fahr. 

t  '  Th^orie  M^anique  de  la  Chaleur/  1865,  p.  55.  Maxwell  has  inde- 
pendently, in  1875,  devised  an  apparatus  of  a  similar  deecripdon.  He 
employs  channelled  cones,  the  revolution  being  on  a  vertical  axio. 

X  Its  surface,  though  only  half  a  square  inch;  was  found  amply  suffi- 
cient when  castor-oil  was  employed  as  the  lubricator.  Other  oils  £uled 
on  trial. 

§  In  most  of  the  experiments  a  second  counter  of  my  own  construction 
was  used  to  check  the  indications  of  the  other.  They  were  found  in  every 
instance  to  agree  exactly. 
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Fig.  114  (Plate  IV.)  represents  the  section  of  the  calori- 
meter, with  its  paddle,  all  of  stout  sheet  brass;  and  fig.  115 
(Plate  IV.)  gives  a  plan  of  the  same.  The  dotted  lines  in  the 
latter  show  the  position  of  the  fans  in  the  upper  part.  The 
axle  of  the  paddle  works  easily  in  the  collar  m,  and  is  screwed 
into  the  boxwood  piece  n.  There  is  another  boxwood  piece, 
o,  fig.  113  (Plate  IV.),  placed  to  prevent  any  considerable 
quantity  of  heat  arising  from  the  friction  of  the  shaft  being 
conducted  downwards.  This  friction  was,  however,  so  small 
that  the  precaution  was  afterwards  found  to  be  needless. 

It  will  be  seen  in  figs.  114  and  115  (Plate  IV.)  that  there 
are  four  stationary  vanes  in  the  calorimeter,  and  two  sets  of 
rotating  vanes,  each  of  five  arms,  the  upper  set  being  fixed 
on  the  axis  9°  behind  the  lower  set.  Hence  no  two  vanes 
pass  the  fixed  ones  at  the  same  moment ;  and  inasmuch  as 
the  momentary  alteration  of  resistance  at  crossing  takes 
place  40  times  in  each  revolution,  the  resistance  may  be 
considered  as  practically  uniform. 

The  circumference  of  the  groove  of  the  calorimeter  was 
found  by  measuring  its  diameter  in  various  places,  and  also 
by  measuring  it  directly  with  a  fine  wire,  allowing  for  the 
thickness  of  the  latter.  The  results,  obtained  with  a  rule 
verified  by  the  Warden  of  Standards,  are : — 

Diameter  in  inches.  Circumference. 

10-5850     .     .     xir=33-2538 

10-5865    .     .     X7r= 33-2553 

10-5855    .     .     xir=33-2o53 

Measured  by  wire  ^  J  ^  in.  diameter =83'2538 

»  «        A-  n        =33-2563 


Average 332549  inche8= 2*77124  feet. 

The  diameter  of  the  silk  cord,  which  was  the  finest  that 
could  be  used  with  safety,  was  exactly  jh-u^^  inch.  Hence 
the  distance  to  be  considered  as  run  against  the  weights  of 
the  scales  was,  for  each  revolution,  2*77386  feet. 

When  a  silk  thread  with  a  weight  of  11,000  grains  at 
each  extremity  was  thrown  over  the  small  pulleys,  30  grains 
added  to  one  of  the  weights  was  sufiicient  to  keep  both  in 
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motion.     This  friction,  which  includes  the  rigidity  of  the 
silk  cord,  taken  with  the  distance  traversed  by  the  weights 
in  their  slight  upward  and  downward  motions  during  an  ei- 
periment,  gives  the  loss  of  work  on  the  calorimeter  firom 
this  cause.     It  did  not  amount  to  more  than  -^(hns^  ^^ 
tractive  from  the  equivalent,  and  could  therefore  be  neglected. 
The  thermometer  used  to  indicate  the  temperature  of  the 
calorimeter  was  the  same  which  I  employed  in  my  former 
experiments.     Those  designated  A*  and  D  were  calibrated 
with  great  care.     I  have  recently  compared  them  leather 
at  50  different  temperatures  between  32°  and  80^  Fahr.,  the 
result  being  that,  if  the  less  sensitive  was  assumed  to  be 
correct,  the  other,  or  A,  nowhere  appeared  more  than  (r-Q23 
in  error;  but  taking  the  averages  for  each  consecutive  10^, 
this  error  amoimted  to  no  more  than  0°'008.     I  was  anxious 
to  compare  these  instruments  with  an  air-pressure  thermo- 
meter ;  and  with  that  view  have  constructed  an  apparatus  in 
which  the  height  of  the  mercurial  column  is  measured  by  a 
plummet  hung  over  the  axis  of  a  graduated  wheel — a  method 
which  I  find  capable  of  extreme  accuracy,  and  which  I  pur- 
pose to  apply  to  the  construction  of  a  new  barometer.     But 
owing  to  the  use  of  caoutchouc  in  the  connexion  between 
the  receiver  and  the  rest  of  the  apparatus,  I  fear  that  the 
zero  point  was  subject  to  a  slight  displacement.    The  figures 
at  which,  after  much  labour,  I  have  hitherto  arrived,  could 
not  therefore  be  accepted  as  any  improvement  on  Regnault's 
determinations  of  the  expansion  of  air  by  heat. 

The  freezing-point  of  the  standard  D  had  risen  from  13*3 
divisions  of  its  scale  in  1844  to  15*  14  in  1877.  I  think  it 
probable  that  the  boiling-point  of  this  thermometer,  if  kept 
constantly  at  this  temperature,  would  in  the  course  of  time 
fall  as  much.  The  five  careful  determinations  of  this  boiling- 
point  referred  to  30  bar.  and  60°  are  respectively  706,  7064, 
706,  705-9,  and  70615— mean  70609.  Subtracting  184, 
704*25  will  be  the  probable  ultimate  reading,  from  which  if 
we  take  15*14  we  shall  have  689*11  as  the  range  betweoi 
the  fixed  points  cleared  from  the  effects  of  imperfect  elasti- 
•  Phil.  Trans.  1860,  p.  64. 
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city  of  the  glass.  Mr.  E.  Hodgkinson  has  pointed  out*  that 
the  '^  set  ^'  of  imperfectly  elastic  bodies  is  proportional  to 
the  square  of  the  force  applied.  Therefore  the  effect  of 
imperfect  elasticity  in  the  glass  of  the  thermometers  will  be 
insensible  for  the  small  ranges  used  in  the  experiments ;  and 
the  factor  3-3822  for  reducing  the  indications  of  D  to  those 
of  A  may  be  confidently  relied  on. 

We  have  therefore  Q^g^^^^:^22^^'''^'^'^^  ^  ^^^  ^^^* 

probable  value  of  one  division  of  A.  In  my  former  papers 
the  number  was  taken  as  0°*077214,  which  is  so  near  that 
I  shall  continue  to  use  it,  trusting  by  long-continued  obser- 
vations of  the  fixed  points  to  give  it  ultimately  greater 
accuracy,  and  also  by  experiments  above  indicated  to  state 
it  in  terms  of  the  absolute  interval  between  these  points. 

The  elevation  of  the  mercurial  column  in  A  caused  by  the 
atmospheric  pressure  is  five  divisions ;  but  inasmuch  as  in  the 
limited  time  of  an  experiment  the  barometer  never  altered 
0*1  inch,  error  from  this  cause  was  neglected.  The  depres- 
sion occasioned  by  capillarity  was  0*33  of  a  division. 

A  delicate  calibrated  thermometer  E,  each  division  of  which 
indicated  0°'11195,  was  first  used  for  taking  the  temperature 
of  the  air ;  but  in  consequence  of  a  slight  hitch  in  the  motion 
of  the  mercury,  an  instrument  called  G  was  afterwards  em- 
ployed, each  of  whose  divisions  was  equal  to  0°*1911. 

In  registering  the  temperature  of  the  air  surrounding  the 
calorimeter  it  was  necessary  to  make  allowance  for  the  time 
which  a  thermometer  takes  in  altering  its  temperature.  I 
found  that  in  a  regularly  rising  or  falling  temperature,  E  was 
8"*-8  behind  time  and  G  3°^- 127.  This  lagging  of  the  ther- 
mometers was  always  carefully  allowed  for. 

The  capacity  for  heat  of  the  calorimeter,  calculated  firom 
the  specific  heat  of  brass  given  by  Regnault,  was  equal  to 
that  of  5002  grains  of  water.  But  Regnault  has  shown  how 
considerably  the  specific  heat  of  metals  of  the  same  chemical 
composition  is  altered  by  changes  in  their  hardness,  and 
•  Brit.  Assoc.  Report,  1848,  p.  23. 
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moreover  there  were  the  stoppers  and  other  adjuncts  to  be 
taken  into  account.  I  therefore  constructed  the  special 
apparatus  represented  by  fig.  116  (Plate  IV.),  where  B^  B  is 
a  wooden  box  containing  the  calorimeter  h ;  the  projecting 
rim  of  the  latter  being  supported  by  bits  of  string  fastened 
at  the  top  of  three  wooden  legs,  one  of  whch  is  shown  in 
fig.  117  (Plate  IV.).  In  the  lid  of  the  box  are  three  holes 
which  the  tubulures  of  the  calorimeter  just  enter  without 
touching.  The  paddle  of  the  calorimeter  can  be  agitated  by 
means  of  the  boxwood  piece  n.  C  is  a  copper  vessel  covered 
with  a  non-conducting  substance:  its  lid  is  perforated  to 
admit  a  stirrer,  a  thermometer,  and  a  rod  furnished  with  a 
caoutchouc  stopper. 

In  experimenting  with  this  apparatus,  the  calorimeter  was 
first  weighed  after  the  water  which  it  might  have  contained 
was  shaken  out.  It  was  then  placed  on  its  three  supports, 
and  left  for  three  or  more  hours  in  an  apartment  of  uniform 
temperature,  until  its  thermometer  ceased  to  show  alteration. 
The  vessel  C,  containing  an  adjusted  quantity  of  hot  distilled 
water,  and  placed  at  some  distance,  had  its  gradually  descend- 
ing temperature  noted  from  minute  to  minute.  At  a  given 
moment  it  was  rapidly  transferred  to  the  position  shown 
in  the  figure ;  and  then  on  pulling  the  plug  out,  h  was  filled 
in  a  few  seconds.  C  was  then  quickly  removed,  and  the 
caoutchouc  stopper  belonging  to  the  tubulure  through  which 
the  water  had  entered  having  been  replaced,  the  temperature 
of  the  water  was  noted  again  from  minute  to  minute  while 
n  was  constantly  moved.  These  observations  afforded  the 
means  of  eliminating  the  effects  of  radiation.  Finally  tibe 
calorimeter,  as  filled  with  the  water,  was  again  weighed. 

In  the  first  half  of  the  following  Table,  A  was  employed 
in  determining  the  temperature  of  the  water  introduced  into 
the  calorimeter,  and  D  was  the  thermometer  plnnged  into 
the  calorimeter.  In  the  latter  half  their  positions  were 
reversed.  The  temperatures  are  all  given  in  divisions  of  A. 
w  includes  the  estimated  value  of  the  air  displaced,  reckoned 
at  8  grains  of  water. 
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ExPEEiMENTs  OD  Capacity  for  Heat  of  Calorimeter. 


No. 

Wafcer 
already 
in  calo- 
rimeter. 

Fint 

temperature 

ofoalori- 

meter. 

T. 

Grains  of 

water 

poured  in. 

W. 

Temperafcore 

of  water 

poured  in. 

T'. 

Oorrected 

resulting 

temperature. 

T". 

Thermal 

capacity  of 

calorimeter. 

W(T'-T")    ^ 

m. 

(T"-T) 

1 

323-2 

326-0 

78887-6 

457-63 

449-47 

4890-4 

2 

195-4 

822-36 

78996-6 

464-62 

466-6 

4586-6 

8 

225-9 

331-11 

78984-6 

475-84 

467-4 

4665-4 

4 

2380 

386-94 

79042-6 

505-36 

^96-86 

4756-7 

6 

315-0 

858-0 

78916-8 

60404 

495-4 

4647-6 

6 

217-9 

354-1 

79029-6 

612-36 

50213 

6243-6 

7 

1821 

377-95 

79127-7 

614-1 

506-18 

4706-1 

8 

173-8 

382-7 

79044-7 

634-42 

625-29 

4887-4 

9 

198-8 

379-26 

79059-2 

613-83 

699-82 

4822-8 

10 

153-3 

362-6 

78959-2 

614-04 

698-56 

6024-6 

11 

153-3 

863-0 

78920-2 

67803 

654-67 

4841-3 

12 

182-3 

353-0 

789140 

641-11 

623-77 

4871-3 

13 

151-2 

353-45 

78789-2 

668-06 

640-11 

4782-4 

14 

182-4 

843-68 

785740 

668-01 

649-02 

4704-3 

16 

146-9 

819-9 

78817-7 

654-88 

a34-85 

4853-2 

16 

142-2 

808-0 

78938-2 

640-97 

621-13 

4859-0 

17 

141-7 

291-76 

79021-7 

668-07 

646-07 

4764-8 

18 

128-3 

305-3 

78946-7 

647-78 

627-8 

4762-7 

19 

137-1 

319-6 

78895-2 

681-64 

660-31 

4802-1 

20 

138-9 

330-1 

78821-7 

654-51 

685-38 

4800-4 

21 

151-4 

228-99 

78774-7 

624-35 

600-8 

4950-9 

22 

137-3 

201-16 

78996-2 

638-62 

612-66 

4827-1 

23 

144-3 

189-48 

78965-7 

687-71 

611-18 

4823-6 

24 

163-7 

160-46 

78884-7 

686-91 

607-95 

4941-8 

25 

125-6 

172-46 

78801-2 

643-44 

61612 

4915-7 

26 

130-5 

196-24 

79026-7 

613-78 

689-46 

4757-2 

27 

141-4 

234-24 

79094-2 

665-48 

640-63 

4715-7 

•28 

119-3 

284-22 

79031-2 

669-39 

64719 

4714-4 

29 

142-2 

236-34 

78913-2 

669-26 

643-56 

4838-1 

30 

132-9 

207-82 

78976-7 

662-14 

636-38 

4810-0 

81 

125-8 

200-2 

79019-7 

674-56 

646-63 

4817-9 

32 

126-8 

217-88 

78915-7 

667-95 

641-0 

4893-7 

33 

120-9 

225-1 

78824-7 

672-3 

646-14 

4776-6 

34 

114-3 

210-75 

78086-2 

673-03 

646-08 

4786-1 

35 

131-2 

197-93 

78806-7 

648-93 

622-61 

4772-6 

36 

113-4 

2350 

79024-2 

684-54 

658-82 

4781-3 

37 

121-3 

248-95 

78882-2 

675-41 

660-4 

4793-0 

38 

138-8 

258-63 

78865-7 

682-38 

657-24 

4835-2 

39 

127-3 

213-94 

78696-0 

682-26 

654-53 

4825-7 

40 

139-8 

218-6 

788117 

681-67 

664-57 

4759-2 

Avei 

•age.  . 

278-91 

•• 

624-71 

604-25 

4816-16 
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The  average  temperatures  T'  and  T"  are  78°-38  and  76^-8- 
Hence  in  order  to  express  the  foregoing  result  in  terms  d 
the  capacity  of  a  grain  of  water  at  60^,  we  have  firom  the 
experiments  of  Regnault,  481515  x  100132=4821-5.  Two 
farther  corrections  were  needed — one  amounting,  as  was 
ascertained  by  means  of  experiments  devised  for  the  purpose, 
to  17*6,  on  account  of  the  4;ime  allowed  before  the  final 
reading  of  T",  limited  to  8"*,  not  being  sufficient  to  enable 
the  caoutchouc  stoppers  and  boxwood  appendages  to  receive 
what  would  be  their  ultimate  thermal  distribution ;  the  other, 
amounting  to  3*3,  arose  firom  the  thermal  effect  of  the  fall  ci 
water  from  one  vessel  to  the  other.  Hence  the  final  result 
for  the  capacity  of  the  calorimeter,  appendages,  and  thermo- 
meter, is  4842*4. 

I  thought  it  desirable  to  test  this  result  by  obtaining  the 
sum  of  the  capacities  of  the  materials  which  composed  tl^ 
calorimeter.  I  had  in  my  possession  cuttings  from  the  same 
sheets  of  brass  that  were  used  in  the  manufacture  of  the 
vessel  and  its  paddle.  These  were  formed  into  a  compact 
bundle. 

A  copper  vessel,  A  (Plate  IV.  fig.  118),  filled  with  water, 
had  a  narrower  vessel,  C,  immersed  in  it,  to  the  bottom  of 
which  the  material  experimented  on  was  let  down  by  a  fine 
wire.  A  Bunsen  burner,  b,  kept  the  water  at  a  constant  tem- 
perature for  not  less  than  three  hours,  a  continual  agitation 
being  given  by  revolving  the  stirrer  s,  formed  on  the  principle 
of  a  screw-propeller.  The  temperature  having  been  noted,  the 
material  was  rapidly  lifted  by  the  thin  wire,  and  transferred 
to  a  small  copper  vessel,  V,  filled  with  distilled  water,  and 
furnished  with  a  thermometer  and  stirrer.  After  5™,  which 
time  was  required  for  the  equal  distribution  of  temperature^ 
the  immersed  thermometer  was  read  off,  and  its  observation 
was  repeated  each  succeeding  minute  for  some  time,  in 
order  to  obtain  the  cooling  effect  of  the  atmosphere  *.     The 

•  The  method  first  employed  was  the  opposite  one  of  plunging  the 
material  at  the  atmospheric  temperature  into  a  small  vessel  filled  with 
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following  is  a  table  of  the  results.     The  weight  w  of  the 
bundle  of  brass  was  2951*6  grains. 


No. 

Thermal 
capaoitv' 
oismaU 

of  water. 

w. 

Temperatare 
to  which 

the  brass  waa 

heated. 

T. 

Temperature 

in  small 

vessel  before 

immersion  of 

brass. 

T'. 

Corrected 
temperatare 

after 

.  immersion 

of  brass. 

T". 

Time 
occupied  in 
transferring  the 
brass  to  the 
small  Tessel, 
in  seconds. 

Specific  heat 
uncorrected 
for 
tran-^fer. 
(IV'-T')  W. 
^T-T")  10. 

1 
2 

3 

4 
6 
6 

7 

4733-2 
4762-8 
47470 
4727-7 
4760-3 
4724-6 
47640 

901-25 
900-58 
947-27 
952-13 

1030-46 
984-47 

1069-6 

174-78 

175-6 

213-26 

168-0 

125-6 

210-36 

197-96 

213-24 

213-8 

252-29 

200-56 

173-52 

251-65 

244-3 

6 
4 
3 
4 
4 
3 
4 

0-08964 
0-08999 
0-09032 
0-09070 
009018 
0-09019 
009065 

Average . 

969-4 
or  104°-92 

179-34 
or  44°-08 

221-34 
or  47^-32 

I         3-86 

0-09024 

1 
2 
3 

4756-0 
4794-2 
4717-4 

894-49 
986-82 
994-44 

104-35 

154-5 

165-33 

145-72 
197-44 
208-97 

30 
30 
30 

0-08903 
008847 
0-08880 

Av 

arage.    | 

968-25 
orl04°-06 

141-39 
or4P-16 

184-04 
or  44^-44 

I        30 

0-08876 

From  the  above  we  may  estimate  the  correction  arising 
from  the  time  of  transfer  in  the  first  seven  experiments  at 
•00023,  which,  added  to  -09024,  gives  '09047  for  the  specific 
heat  of  brass  at  76°  compared  with  water  at  46°.  Kegnault, 
in  two  trials,  arrived  at  '0939,  but  this  appears  to  be  in 

hot  water,  and  observing  the  temperature  of  mixture.    The  following 
specific  heats  were  obtained  by  that  method  with  brass  and  copper :— ^ 

Brass.  Copper. 

-09200  -09516 

-08734  -09183 

-08946  -09295 

•09232  -08794 

•08734 


Averages..  -08969  ^09197 

The  wide  discrepancy  between  the  several  results  is  owing  to  the  great 
eflect  of  the  atmosphere  on  the  small  vessel,  necessitating  an  absolute 
uniformity  of  stirring  in  order  to  give  true  temperatures. 

2t 
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reference  to  water  taken  as  I'OOS.  When  reduced  to  water 
taken  as  ludty  it  becomes  '09315,  which  still  differs  oonsi- 
derably  from  my  result.  The  method  of  cooling  used  bj 
Regnault  in  this  instance  does  not  appear  to  me  to  be  capal^ 
of  as  great  accuracy  as  the  method  of  mixtures  used  hy  the 
same  physidst  for  other  substances. 

The  interest  I  felt  in  this  part  of  my  subject  induced  me 
to  try  some  experiments  of  a  similar  nature  with  copper  sheet. 
It  was  tied  in  a  bundle  like  the  brass.  Its  weight  w  wis 
2777-9  grains. 


Ko. 

w. 

T. 

T'. 

T*. 

Timeoftnuufer. 

<T--r)w 

1 

2 
3 

4 
6 
6 

7 

4734-6 
4772-7 
4738-6 
4732-2 
4786-3 
4749-0 
4849-6 

866-26 
900-58 
946-26 
948-07 

1030-46 
986-48 

1069-0 

199-3 

172-4 

218-86 

166-18 

106-0 

197-02 

103-36 

232-62 

209-67 

266-49 

20618 

162-48 

237-2 

208-46 

6 
4 
5 
6 
4 
4 
4 

009121  1 

O0904fr 
0091^ 
O09121    , 
0091^ 
009153  1 

Average .    j 

962-16 
orl04°-36 

166-16 
or  48^^)7 

214-67 
or46°-80 

1         4-67 

O0915D 

1 
2 
3 

4749-9 
48161 
47680 

89111 
98614 
997-47 

106-6 

161-46 

170-36 

145-2 

20M4 

210-99 

SO              0O8648 
30          1    0«773 
30          1    0O6da» 

Av 

erage.  { 

967-91 
or  104^-03 

14614 
or  41°-62 

186-78 
or  44^-68 

I        80          1    O06830 

1                  t 

In  the  first  seyen  the  average  time  of  transfer  is  4**57  and 
the  proximate  specific  heat  0*091497.  In  the  last  three 
we  have  SO*  and  0088302.  From  these  the  specific  heat  of 
the  sheet  copper  at  75°  is  determined  at  0*092094. 

The  boxwood  piece  n,  Plate  IV.  fig.  1 14,  had  a  brass  nut  in  its 
centre  by  which  it  was  screwed  on  the  axle  of  the  brass  stirra. 
Being  a  bad  conductor,  and  having  nearly  the  whole  of  its  sur- 
face in  contact  with  the  air,  only  a  small  portion  of  its  capa- 
city for  heat  could  be  counted  in  reckoning  the  whole  capacity 
of  the  calorimeter.  I  determined  this  portion  by  ascertainiiig 
the  heat  communicated  to  a  can  of  water  when  the  boxwood 
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piece  was  immersed  in  it  after  having  been  screwed  on  the 

calorimeter  filled  with  hot  water^  for  different  periods  of  time. 

Calling  the  difference  between  the  temperatures  of  the  air 

and  the  calorimeter  T,  the  gain  of  temperature  in  the  small 

can  tj  the  capacity  of  this  can  of  water  c,  and  C  the  modified 

t  c 
or  virtual  capacity  of  the  boxwood  piece,  we  have  C= 

The  following  results  were  obtained  showing  the  gradual 
approach  of  this  virtual  capacity  to  a  certain  limit : — 

Time  that  the  boxwood  VirtoAl 

WM  Mrewed  on  the  oalorimeter.  oapadtj. 

3">  46-6 

6     67-5 

8     68-9 

12     67-3 

60     76-0 

The  virtual  capacity  of  the  caoutchouc  stoppers  was  deter- 
mined in  the  same  manner  : — 

Time.  Capttoity. 

3">   15-3o 

8     21-8 

80     27-46 

The  several  capacities  making  up  that  of  the  calorimeter 
are  therefore  summed  as  follows* : — 

Brass,  51979  grains  X  •09047=  4702-64 

Caoutchouc  stoppers 27'46 

Boxwood  piece    76*00 

Thermometer 44*78 

Total 4850*77 

I  had  therefore  great  confidence  in  employing  the  value 
4842*4^  obtained,  as  already  described,  from  experiments 
with  the  calorimeter  itself. 

In  making  an  experiment  for  the  equivalent,  the  weight  of 
the  calorimeter  filled  with  distilled  water  was  first  carefully 
ascertained.     It  was  then  screwed  on  to  the  axis,  and  the 

*  The  specific  heat  of  boxwood,  which  I  obtained  by  immersion  in 
mercury,  was  0*417 ;  that  of  the  caoutchouc,  0*29. 

2t2 
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fine  silk  cords  attached  to  the  scales^  k  k,  Plate  IV.  fig.  113, 
were  adjusted.  Thermometer  A  was  then  introdaced  into 
one  of  the  tubulures,  and  after  sufficient  agitation  of  the 
water  by  means  of  the  paddle  itself,  its  indication  was  obeerred 
through  a  telescope.  The  thermometer  was  then  removed  and 
a  caoutchouc  stopper  placed  in  the  tubulure.  The  axle  was 
then  brought  rapidly  up  to  the  velocity  which  produced  friction 
sufficient  to  raise  the  weights  about  a  foot  from  the  ground. 
My  son,  Mr.  B.  A.  Joule,  who  turned  the  wheel;  could,  by 
observing  the  position  of  the  scales  in  a  mirror,  keep  them 
very  steadily  at  a  constant  height  during  the  whole  time  of  re- 
volution. The  wheel  having  been  rapidly  brought  to  a  stand- 
still,  the  temperature  of  the  calorimeter  was  again  ascertained. 

In  the  experiments  in  Table  I.  the  number  of  revolutions 
of  the  axis  when  the  weights  were  off  the  ground  was  added 
to  half  the  number  occupied  in  the  acts  of  starting  &om  rest 
and  returning  to  rest. 

Previously  to,  and  subsequently  to,  every  such  experiment 
others  were  made  under  similar  conditions  as  to  the  obser- 
vation of  temperatures,  &c.,  in  order  to  ascertain  the  effect 
of  the  atmosphere  on  the  temperature  of  the  calorimeter. 
The  indications  of  the  thermometer  for  temperature  of  air 
are  always  reduced  to  the  graduation  of  thermometer  A. 

Experience  had  already  shown  me  that  the  thermal  effect 
of  the  air  on  the  calorimeter  was  not  exactly  proportional  to 
the  difference  of  their  temperatures.  This  might  arise  from 
variations  in  the  radiating  powers  of  brass  and  glass  from  day 
to  day.  By  making  experiments  for  the  air-effect  immedi- 
ately before  and  after  one  for  the  equivalent,  I  sought  to 
neutralize  any  error  arising  from  this  circumstance.  The 
last  column  but  one  of  the  first  part  of  the  following  Tables 
gives  the  amount  of  correction  required  to  be  applied  to  the 
temperature  of  the  air  so  as  to  make  the  effect  proportional 
to  the  difference  of  temperatures.  The  figures  in  the  last 
two  columns  are  then  used  for  calculating  the  corrected  rise 
of  temperature  in  the  last  column  but  one  of  Part  2  of  the 
Tables. 


Table  I.,  Part  1. — Experiments  to  ascertain  the  Effect  of 
Radiation^  &c.  Time  occupied  by  each  of  the  first  fifteen, 
50»»;  by  the  last  two,  41 "»  and  41"^  SO*. 


No. 


Mean 
tempera- 
ture of 
oolorimeter. 


Mean 
tempera- 
ture of  air. 


Difference. 


Biseof 
tempera- 
ture of  calo- 
rimeter. 


Correction  to 
air-tempera- 
ture. 


Thermal  effect 
of  unit  differ- 
ence of  tem- 
perature. 


la 
lb 

2fl 
2h 

Sa 
35 

4a 
4tb 

5a 
56 

(ki 
66 

7fl 
76 

Sa 
86 

9« 
96 

lOa 
106 

11a 
116 

12a 
126 

13a 
136 

14a 
146 

loa 
166 

16a 
166 

17a 
176 


302-410 
434-310 

300-080 
430-562 

301-056 
435-884 

395-0a3 
437-583 

401-315 
441-38^5 

325-315 
368-900 

325-880 
368-940 

338-980 
383-250 

344-225 
383-790 

327-350 
373-705 

333020 
381-685 

326-507 
372-650 

311-030 
355000 

301 -3a5 
347-650 

327-660 
372-875 

206-166 
344-810 

280-810 
328-730 


305-700 
404-540 

308-330 
404-630 

405-800 
423-227 

307-514 
410050 

400-848 
414-240 

a30-736 
342-236 

327-820 
341-300 

346-286 
300-957 

330-196 
342-847 

344-610 
361-645 

359-248 
373-528 

346-308 
356-450 

318-a30 
328-244 

322-(U0 
333-546 

347-235 
355-375 

315-266 
321-837 

205-307 
305-600 


3-3^+ 
20-770- 

8-244+ 
25-932- 

14-744+ 
12-657- 

2-431  + 
27-5a3- 

8-538+ 
27-145- 

5-421  + 
26-664- 

1-940+ 
27-040- 

7-306+ 
22-293- 

8-029- 
40-943- 

17-260+ 
+12060 

26-328+ 
8-157- 

18-711  + 
17-200- 

6-700+ 
26-756- 

21-335+ 
14-104- 

19-675+ 
17-500- 

19-100+ 
22-973- 

14-407+ 
2;3-230- 


0-20+ 
3-40- 

0-62+ 
2-06- 

1-52+ 
1-35- 

0-26+ 
3-06- 

0-61  + 
3-13- 

0-40+ 
2-96- 

0-16+ 
2-88- 

0-74+ 
2-30- 

0-76+ 
4-62- 

2-00+ 
1-29- 

3-12+ 
0-67- 

2-26+ 
1-74- 

0-66+ 
2-96- 

2-37+ 
1-30- 

1-92+ 
1-85- 

1-71  + 
2-38- 

1-16+ 
2-20- 


I  1-626- 
[2-330+ 
I  0-232- 
1 0-084- 
[  2-714- 
}  0-864- 
|0-383- 
i  0-071- 
l  1-460+ 
I  0-664+ 
I  2-237+ 
I  1-698+ 
I  0-600- 
l  1-561+ 
I  0-742- 
i  1-534- 
I  1-561- 


0-1086 
0-1048 
0-1047 
0-1108 
0-1048 
0-1075 
0-1028 
0-1028 
0-1145 
0-1122 
01132 
0-1115 
0-1082 
01036 
01014 
0-0971 
00888 
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The  mean  temperature  of  the  atmosphere  was  derived  from 
observations  taken  from  minute  to  minute;  but  there  were  only 
two  readings  of  the  temperature  of  the  calorimeter,  viz.  at  the 
commencement  and  termination  of  an  experiment,  from  which 
to  determine  its  average  temperature.  Suppose  a  b,  Plate  IV. 
fig.  119,  to  represent  the  line  of  air-temperatures  during  an 
experiment  lasting  41™ :  the  temperatures  of  the  calorimeter 
will  be  represented  by  a  line  similar  to  cdef.  The  wheel 
was  set  in  motion  2™  after  the  first  reading  was  taken.  The 
temperature  then  rose  until,  at  SS'**,  the  wheel  was  stopped. 
The  temperature  then  declined  slightly,  until,  at  41%  the 
last  reading  was  taken.  The  line  is  slightly  curved ;  a  few 
seconds  are  occupied  in  starting  and  stopping  the  wheel,  and 
the  thermometer  reads  a  little  backwards.  •  Taking  all  these 
circumstances  into  account^  I  found  that  the  average  tempe- 
rature for  the  whole  time  was  very  accurately  represented  by 


41 
The  mean  temperature  of  the  calorimeter  for  other  times  of 
experiment  was  estimated  in  a  similar  manner. 

To  obtain  the  corrected  rise  of  temperature  in  the  last 
column  but  one,  the  correction  to  the  air-temperature  indi- 
cated in  the  first  part  of  the  Table  was  supplied.  For  instance, 
in  the  first  experiment  the  temperature  of  the  air  was  virtu- 
ally 14-29+ 1'525=15-815  lower  than  that  of  the  calorimeter. 
Hence  15815  x01086=l-717,  which,  added  to  42-761,  gives 
the  value  for  T,  44-478. 
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Table  II.,  Part  1. — Experiments  to  ascertain  the  Effect  of  Badb- 
tion,  &c.  Time  occupied  by  each  experiment,  41™.  Wei^ 
raised  for  an  instant,  18229'0  grains. 


No. 


BeToln- 
tion*. 


Mean 
tempera- 
ture of  calo- 
rimeter. 


Mean 
tempera- 
tare  of  air. 


Difference. 


Rise  of 
tempera- 
tare  of  oalo- 
rimeter, 


Correction  to 
air-tempera- 
tare. 


of  tuit  £ff^ 
tnee  tdtem- 


la 
lb 

2a 
26 

da 
Sb 

4a 
46 

na 
ob 

6a 
66 

7fl 
76 

Ba 
86 

9a 
96 

10a 
106 

11a 
116 

12a 
126 

13a 
136 

14a 
146 

15a 
166 


25-6 
23-5 

26-0 
22-92 

23-60 
2412 

22-76 
23-17 

22-0 
21-08 

21-7 
21-04 

21-3 
19-8 

21-0 
21-2 

19-83 
18-79 

18-33 
17-85 

18-2 
17-24 

16-0 
18-74 

18-0 
17-66 

17-32 
18-0 

32-0 
18-0 


269-220 
306-926 

261-740 
308-926 

267-270 
318-620 

298-610 
344-910 

311-660 
366-710 

2^5-095 
331-866 

292-760 
340-436 

277-730 
328-776 

301-560 
361-366 

300-370 
362-696 

277-800 
329-670 

288-400 
336-980 

313-820 
364-076 

308-686 
356-840 

300-886 
359-100 


268-008 
277-776 

273-313 
286-733 

291-697 
307-361 

308-706 
316-151 

311-188 
317-040 

300-273 
308-641 

304-393 
312-739 

296-706 
311-147 

321-510 
324-762 

325-183 
336-607 

304-666 
817*940 

321-267 
331-820 

381-190 
368-747 

329-613 
340-123 

331-872 
340  480 


8-788+ 
28-150- 

11-573+ 
22-192- 

24-327+ 
11-269- 

10-196+ 
28-759- 

0-372- 
36-670- 

16-178+ 
23-324- 

11-633+ 
27-606- 

17-976+ 
17-628- 

19-960+ 
26-603- 

24-813+ 
17-088- 

26-856+ 
11-630- 

32-867+ 
6-160- 

17-370+ 
6-328- 

21028+ 
16-717- 

21-987+ 
18-G:20- 


0-945+ 

2-478- 

1-572+ 
1-850- 

3-590+ 
0-660- 


1-00+ 
2-33 


il-« 


0-12+ 
8-38- 

1-59+ 
1-77- 

1-28+ 
2-23- 

2-46+ 
1-21- 

1-90+ 
2-33- 

2-34+ 
1-29- 

2-80+ 
0-86- 

3-20+ 
0-40- 

3-73+ 
0-15+ 

2-33+ 
1-28- 

2-00+ 
1-46- 


1 1-410+ 
I  3-938+ 
I  5-741  + 

+ 
1-686+ 
[3-054+ 
1 2-709+ 
1 6-890+ 
[0-955+ 
[  2-198+ 
[2-587+ 
[0-935+ 
[  6-279+ 
[3-334+ 


1-485+ 


o-oeae 

I 

0-1018     ; 

I 

0-1194     j 

aOh55     • 

I 

0O014     j 

i 
00673    I 

0O892 

0-1031 

OOOft? 

ooeee 

OH)951 
0OW7 
0-1577 
OO066 
0^)85^ 
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Instead  of  reckoning  one  half  of  the  revolutions  whicb 
took  place  in  the  acts  of  starting  and  stopping  the  wheel^  as 
was  done  in  the  case  of  Table  I.^  I  have  eliminated  them  in 
the  last  and  subsequent  Tables  by  starting  the  wheel  till  the 
scales  were  raised  for  an  instant  and  then  immediately  stopping 
it  at  some  period  in  each  experiment  for  determining  radia- 
tion. The  revolutions  called  r  in  the  first  part  of  the  Table 
being  subtracted  from  the  revolutions  called  R  +  r  in  the 
second  part,  give  the  numbers  used  in  calculating  the  equi- 
valent. This  latter  plan  obviated  some  slight  error  to  which 
the  former  method  was  possibly  liable. 

The  irregularities  in  the  values  of  B  arise  from  the  yaria- 
tions  from  time  to  time  in  the  friction  of  the  bearing  which 
supports  the  calorimeter  on  the  axis.  In  the  subsequent  expe- 
riments I  adopted  a  method  which  removed  nearly  the  whole 
of  the  metallic  friction.  In  PlatelV.  fig.  113,  t?  and  w  represent 
two  concentric  vessels.  The  inner  one  has  a  lid  surmounted 
by  three  uprights,  such  as  that  represented  by  fig.  5.  When 
water  is  poured  into  the  space  between  the  vessels,  the  up- 
rights are  raised  so  as  to  press  against  the  bottom  rim  of 
the  calorimeter,  thus  relieving  its  weight  on  the  axis.  The 
arrangement  was  eminently  successful  in  producing  an  almost 
absolute  imif  ormity  of  motion. 

Table  III.,  Part  1. — Experiments  to  ascertain  the  Effect  of  Radia- 
tion, &c.  Time  occupied  by  each  experiment,  41".  Weight 
raised  for  an  instant,  16477*4  grains. 


No. 

Bevola- 

tiona. 

r. 

Mean  tem- 
perature of 
^oalori- 
meter. 

Meantem- 

perafcoreof 

air. 

Differenoe. 

Biw  of 
tempera- 
ture of  ealo- 
rimeter. 

Oorreotionto 
air-tempers- 
tare. 

TbermalAcfc 
p«nt«re. 

la 
16 

2a 
2h 

3a 
Sb 

4a 
46 

19-0 
19-5 

18-58 
19-42 

18-76 
20-33 

19-5 
20-75 

386-526 
432-690 

366-510 
409-710 

338-865 
386-535 

339-676 
386-410 

427-236 
424-879 

376-830 
386-590 

364-127 
368-066 

368-604 
372-488 

41-710+ 
7-811- 

10-320+ 
23-120- 

26-262+ 
18-469- 

28-829+ 
12-922- 

4-05+ 
0-62- 

1-02+ 
2-08- 

2-325+ 
1-567- 

2-61  + 
1-18- 

[  1-237+ 
1 0-683+ 
1 0-862+ 
[  0-429- 

0-ioeo  ' 

00927 

0<»BO   ' 

1 
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No. 


BtfTola- 

tioiu. 

r. 


Keantem' 

peratitreof 

oalori- 

meter. 


Mean  tern- 
peratoreof 
air. 


Differenoe. 


Bise  of 
tempera- 
ture (^oalo- 
rimeter. 


Correction  to 
air-tempera- 


Thermal  efTeot 
of  unit  differ- 
enoe of  tem- 
perature. 


6a 
56 

6a 
66 

7a 
76 

Sa 
86 

Oa 
06 

10a 
106 

11a 
116 

12a 
126 

18a 
136 

14a 
146 

15a 
156 

16a 
166 

17a 
176 

18a 
186 

19a 
196 

20a 
206 

21a 
216 


1917 
19-31 

20-67 
20-93 

19-33 
19-76 

19-4 
21-2 

19-46 
20-0 

18-83 
20-43 

190 
19-0 

19-0 
190 

180 
17-75 

18-12 
17-0 

17-73 
19-23 

18-0 
16-72 

19-0 
18-0 

19-57 
18-97 

18-72 
190 

19-33 
17-77 

17-0 
18-3 


367-290 
402*026 

367-886 
404-660 

356-780 
401-960 

878-970 
421-730 

342-575 
387-000 

347-205 
391-930 

349-630 
396-970 

344-970 
393-040 

348125 
393-560 

346-520 
393-310 

366-396 
404-170 

346-086 
892-366 

866-716 
411-776 

374-230 
420-020 

396-755 
440-416 

367-770 
415-070 

386-806 
433470 


378-033 
386-340 


897-150 

383-923 
389-234 

388-517 
392-446 

361-843 
369-210 

369-858 
373-889 

878-721 
386-602 

388-763 
390-749 

872-988 
380-002 

378-315 
386-409 

890-069 
400-9-22 

880-701 
386-442 

388-706 
396-102 

400-624 
408-869 

412-830 
416-996 

403-836 
411-934 

415-792 
426-346 


20-743+ 
16-686- 

82111+ 
7-600- 

28-143-f 
12-726- 

9-647+ 
29-284- 

19-268+ 
17-790- 

22-163+ 
18-041- 

29-191+ 
9-468- 

38-788+ 
2-291- 

24-863+ 
13-648- 

31-796+ 
6-901- 

33-674+ 
3-248- 

36-616+ 
6-923- 

21-991+ 
16-673- 

26-394+ 
11-161- 

16-075+ 
24-419- 

36-066+ 
3-136- 

28-987+ 
7-126- 


1-78+ 
1-86- 

2-97+ 
0-60- 

2-66+ 
1-08- 

0-90+ 
2-64- 

1-88+ 
1-60- 

1-76+ 
1-46- 

2-78+ 
0-74- 

3-54+ 
008- 

2-17+ 
1-10- 

300+ 
0-52- 

3-49+ 
0-26- 

8-17+ 
0-47- 

1-93+ 
1-46- 

2-46+ 
0-90- 

1-49+ 
215- 

3-46+ 
0-14- 

2-93+ 
0-58- 


1 0-027- 
1 0-843+ 
1 0-600+ 
1 0-612+ 
1 0-608+ 
1 0*240- 
I  1-841+ 
i  1-883+ 
I  0-627+ 
I  1-186+ 
I  0-688+ 
I  0-560+ 
I  0086+ 
I  1-102+ 
I  0-601+ 
I  1-611+ 
1-168+ 


0-0869 
0-0901 
0-0891 
0-0886 
0-0926 
0-0799 
0-0911 
0-0881 
0-0861 
0-0910 
0-1016 
0-0876 
0O874 
0-0895 
0-0899 
0-0918 
0-0972 
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An  error  of  four  or  five  seconds  in  the  time  at  which  the 
wheel  was  started  and  stopped  will  account  for  the  divergence 
of  the  revolutions  in  Nos.  1  and  7  from  the  average.  For 
the  rest^  it  will  be  seen  with  what  great  constancy  the 
resistance  of  the  paddle  was  kept  up. 

The  weights  were  also  so  steady  that  the  total  distance  run 
by  them  in  their  risings  and  fallings  only  amounted  to  about 
30  feet  in  each  experiment.  This,  taken  with  the  friction  of 
the  pulleys =30  grains,  gives  a  quantity  to  be  subtracted 
from  the  equivalent  too  smaU  to  require  estimation. 

Table  IV.,  Part  1. — Experiments  to  ascertain  the  Effect  of 
Radiation,  &c.  Time  occupied  by  each  experiment,  41™. 
Weight  raised  for  an  instant,  7730*56  grains. 


No. 

Kevolu- 

tiona. 

r. 

Mean 
tempera- 
ture of  calo- 
rimeter. 

Mean 
tempera- 
ture of  air. 

Difference. 

Biaeof 
tempera- 
ture of  calo- 
rimeter. 

Correction  to 
air-tempera- 
ture. 

Thermal  effect 
of  unit  differ- 
ence of  tem- 
perature. 

la 
lb 

2a 
2b 

Sa 
3b 

4a 
46 

6a 
56 

6a 
66 

9-5 
8-62 

100 
9-9 

100 
10-24 

10-57 
10-26 

9-66 
10-74 

10-82 
10-66 

302-355 
874-950 

361-090 
375040 

355-495 
368-430 

346-515 
301-985 

340-260 
364-970 

357-855 
373-890 

358-090 
363-636 

363-847 

308-448 

352-673 
357-670 

359-807 
366-790 

346-208 
366-487 

368-538 
382-516 

4-265- 
11-414- 

2-757-h 
6-692- 

2-822- 
10-800- 

13-292+ 
3-806+ 

5-948+ 
1-617+ 

10-683+ 
8-626+ 

0-46- 
1-10- 

018+ 
0-60- 

0-31- 
1-02- 

101  + 
015+ 

0-52+ 
0-08+ 

1-01+ 

0-78+ 

i  0-684- 
1  0-699- 
[  0-688- 
[  2-160- 
1  0-711- 
[  1-646- 

00909 
0-0834 
0-0883 
0-0906 
0-0993 
0-1118 
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It  will  be  obvious  that,  in  the  expenments  of  the  above 
Table,  where  the  heat  evolved  was  able  to  raise  the  tempera- 
ture of  the  calorimeter  little  more  than  1°,  great  accuracy 
could  not  be  expected  without  taking  the  average  of  a  very 
large  number  of  observations.  In  fact,  the  degree  of  accuracy 
will  increase  nearly  with  the  square  of  the  rise  of  temperature 
per  unit  of  time*,  and  the  square  root  of  the  number  of 
observations. 

Table  V.,Part  1. — Experiments  to  ascertain  the  Effect  of  Radia- 
tion, &c.  Time  occupied  by  each  experiment,  41™.  Weight 
raised  for  an  instant,  21729*56  grains. 


No. 


Berola- 
tions. 


Mean 
tenip«ra- 
ture  of  calo- 
rimeter. 


Mean 
tempera- 
tare  of  air. 


Difference. 


Bise  of 
tempera' 
tore  of  calo- 
rimeter. 


Correction  to 

air-tempen- 

tnre. 


Thermal  effect 

ofiAutdiffler- 

ence  of  tem- 

peiBtore. 


220 

20-64 

21-16 
22-0 

200 
21-22 

22-0 
2316 

21-42 
22-0 

19-0 
22-0 

21-0 
22-0 


386-760 
454-455 

390-200 
460-345 

380-885 
448-250 

386-310 
155-170 

397-770 
465-440 

396-300 
465-630 

377-300 
444-240 


419-637 
127-134 

433-283 
444-140 

410-976 

418-488 

420-428 
436-858 

428-568 
441-275 

438-413 
447180 

405-069 
414-354 


32-877+ 
27-321- 

43083-1- 
16-205- 

30091-1- 
29-762- 

34-118-1- 
18-312- 

30-798-h 
24-165- 

42113-h 
18-450- 

27-769 -f 
29-886- 


3-62-1- 
2-37- 

4-40-h 
1-33- 

2-77 -h 
2-60- 

3-62+ 
1-64- 

3-46-h 
212- 

3-84+ 
1-42- 

2-60+ 
2-52- 


[3-099+ 
I  2-444+ 
I  1-369+ 
I  1-965+ 
I  3-283+ 
I  2-100+ 
I  1-609+ 


0-09784 
0-09665 
0-08805 
0-10032 
0-10152 
008685 
0-08880 


The  average  number  of  revolutions  per  minute  in  Table  IV. 
pt.  2,  and  Table  V.  pt.  2,  were  101-4  and  171'5.  The  fluid 
resistances,  7630-2  and  21548*5,  were  therefore  almost  exactly 
proportional  to  the  squares  of  the  velocities. 


•  I.  e.f  supposing  the  "  Differences,"  for  calculating  the  air-correction, 
increase  with  the  values  of  T. 


656 


MECHANICAL  EQUIVALENT  OF  HEAT. 


o 

-♦.r 

la 

d 

§ 

a 

fc^ 

Tt 

t-\ 

M 

Ok 

p. 

•\ 

kl 

o 

1 

^ 

Q) 

^ 

^ 

-m" 

Tl 

M 

Q> 

.SP 

•a 

a; 

7< 

^ 

8 

^ 

4) 

1 

a 

f3 

& 

«*H 

>» 

O 

F^O 

H 

d 

o 

d 

•^ 

o 

1 

1 

►» 

-3 

3 

o 

o 

OQ 

-IJ 

s 

s 

E 

.9, 

'c3 

^ 

■§ 


« 


^  o 


SCO 


•si 


II 


S         CO         S         S         r-l         O 


00 


'<*  "^  <M  '^ 
t>.  t^  t^  h» 
t^       t^       t^       t^ 


I 


3 


8 


O 


CO 


CO       CO 


s 


to 
^- 

<o 


s 


+    I    +    I    + 


lb        O        >C        rH         CN         OS 


s 


CO 


9  a 

i-H        b* 

51  § 


s 


QQ  O  Ol  rH  O 

I  ?  ?  8  S 

kb     o     ^  ^  o  >o  >b 

TP           Tji           ^  ^  ^  ^  ^ 


»3 


p       S       S       S       r** 


o 


rH        <N        CO        "^        »0 


MECHANIOAX  EQUIVALENT  OF  HEAT. 


667 


The  foregoing  results    are    collected    in    the  following 
Table.—  ^ 


Table. 

Number  of 
experimento. 

Proportion  of 
metidiioto 
total  frioaon. 

MeanriBeof 

temperature 

per  A. 

Temperature 

Mechanioal 

equivalent 

of  unit  of 

heat 

1. 

2. 
8. 
4. 
6. 

17 

16 

21 

6 

7 

1 
7-7 

1 
8-8 

1 
106 

1 
l3 

1 
106 

46-907 
48-808 
44-777 
14-866 
67-620 

680-46 
640-76 
60P-98 
680-14 
68<»-14 

772-72 

774-67 

778186 

766-97 

778-99 

The  average  of  the  first  two  gives  773*65  as  the  equivalent 
at  a  temperature  of  the  calorimeter  56^*61 ;  but  inasmuch  as 
the  metallic  friction  is  as  much  as  ^  of  the  whole^  I  prefer 
to  use  the  last  three^  and  to  give  each  its  due  weight  I  will 
multiply  the  squares  of  the  rise  by  the  square  root  of  the 
number  of  determinations  : — 

For  the  3rd  series  (44-777)*  xv'21= 9188. 
For  the  4th  series  (14-355)*  x  ^/  6=     504-76. 
For  the  5th  series  (67-62)*    x  ^  7= 12097-7. 
Then— 

788-186  X  9188 .1-766  -97  x  604-76+773-99  x  1 2097-7  _  ^^q.^^^, 
9188+604-76+12097-7 

is  the  equivalent  at  61^*69 ;  or,  using  Regnault's  law  of  the 
increase  of  the  specific  heat  of  water  with  its  temperature, 
773-369  at  60°. 

The  latitude  of  the  part  of  Higher  Broughton,  Manchester, 
where  the  experiments  were  made,  is  53°  28^'  N. ;  its  eleva- 
tion about  1 20  feet  above  the  sea-level.  The  equivalent  at  the 
sea-level  and  the  latitude  at  Greenwich  will  therefore  be 
773'4t92  foot  lbs.,  defining  the  unit  of  heat  to  be  that  which 
a  lb.  of  water,  weighed  by  brass  weights  when  the  barometer 
stands  at  30  inches,  receives  in  passing  from  60°  to  61°  Fahr. 
With  water  weighed  in  vacuo  the  equivalent  is  finally  reduced 
to  772-55. 
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